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Presidential Documents 

Title 3— 

Proclamation 5526 of September 17, 1986 

The President 

Citizenship Day and Constitution Week, 1986 


By the President of the United States of America 

A Proclamation 

In this coming year, as we celebrate the 200th anniversary of the signing of the 
Constitution of the United States, all Americans should reflect upon the 
precious hentage of liberty under law passed on to us by our Founding 

bathers. This hentage finds its most comprehensive expression in our Consti- 
tution. 

ConstituUon was an arduous task accomplished in the 
spirit of cooperaUon and with dedicaUon to the ideals of republican self- 
government and unalienable God-given human rights that gave transcendent 
meaning and mspiration to the American Revolution. After extensive debate 
Md public participation, the Constitution was ratified by the several States. 
The wisdom and foresight of the architects of the ConsUtuHon are manifest in 
n 1 powerful governing tool to the present day. Indeed, a 

great British statesman has called it "the most wonderful work ever struck off 
at a given time by the brain and purpose of man." 

For 2W ye^s. people from other lands have come to the United States to 
^f^venture in self-government begun in Philadelphia in 
1787. It IS no surprise that knowledge of the Constitution is one of the primary 
requirements for new citizens. In this bicentennial year, all citizens should 

reread Md study this great document and rededicate themselves to the ideals 

It ensnrmes. 

In recognition of the fundamental importance of our Constitution to our way of 
lite and the role of our citizens in shaping government policies at all levels, the 
Congress, by joint resolution of February 29.1952 (30 U.S.C. 153), has designat¬ 
ed September 17 of each year as Citizenship Day and authorized the President 
to issue annually a proclamation calling upon officials of the government to 
display the flag on all government buildings on that day. The Congress also, 
by joint resolution of August 2.1956 (36 U.S.C. 159). requested the President to 
proclaim the week beginning September 17 and ending September 23 of each 
year as Constitution Week. 

NOW, THEREFORE, I, RONALD REAGAN. President of the United States of 
^erica. call upon appropriate government officials to display the flag of the 
loJi I all government buildings on Citizenship Day. September 17, 

1986. I urge Federal, State, and local officials, as well as leaders of civic, 
educational, and religious organizations to conduct ceremonies and programs 
that day to commemorate the occasion. 

If PolfAu ® beginning September 17 and ending September 23. 1986. 

as Constitution Week, and I urge all Americans to observe that week with 

Sb?rplL2^®”"°"'®’ activities in their schools, churches, and other 

effective September 17.1986. the area designated 
to hf hprlrSif ® ^ Nation’s Capital. 
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IN WITNESS WHEREOF. I have hereunto set my hand this seventeenth day of 
September, in the year of our Lord nineteen hundred and eighty-six, and of tiie 
Independence of the United States of America the two hundred and eleventh. 


cnAJJtflxVs. 

|FR Doc. 68-21585 
Filed 0-19-88: 11«0 am) 

Billing code 319S-01-M 












Proclamation 5527 of September 18, 1988 

World Food Day, 1986 


By the President of the United States of America 
A Proclamation 

We ^ericans are blessed with nature’s bounty. As children, our first prayers 
teach us to give thanks for the abundance we enjoy. We take for granted our 
tull tables and the peace and security in which we enjoy them. 

But, unfortimately, many do not share in our abundance. Hunger stemming 
rom poverty and famine retains its cruel grip in many parts of the world, 
especially m Afnca. This year, hunger is not as widespread as it was in 1985, 
in part because of the humanitarian spirit of Americans and other donors. No 
nation has been more generous to those less fortunate. We have sent bUlions 
ot dollars to help other countries rebuild after war or disaster strikes. We have 
sent billions of tons of food to feed the hungry. And. we have sent our sons 
and daughters to work alongside our neighbors to help them help themselves. 

■pie nobility of our purpose was made manifest in the great outpouring of aid 
Amencans gave spontaneously to the victims of the African famine. Our help, 
both public and private, saved hundreds of thousands of lives. Last year, rain 
retted to Africa, and famine subsided. But hunger has not been overcome 
and another natural disaster, brought by locusts and grasshoppers, is bringing 
the threat of continued suffering. ^ 

The world is mal^g progress in ending hunger, albeit slowly. In some 
countries, cml strife and socialist policies continue to fuel famine. We must 
continue to work towards peace and incentive policies if we are to eliminate 
famine caused by poverty, drought, environmental decline, and inappropriate 
fkP ,Many governments throughout the world have recognized 
that the health of their nations and their people depends on a strong agricul- 
^e. based on free enterprise and compeUtive markets. To this end. my 
Administration has encouraged policy reform efforts throughout the world 
tnrough our economic assistance programs as well as a new Food for Progress 
program, imder which we provide grants of U.S. food to countries adopting 
sound agncultural policies. ^ * 

Since its birth as a nation, the United States has relied on the twin pillars of 
mdividual freedom and individual enterprise as the foundations of its national 
economy. Pohbcal and economic freedoms cannot be separated: together, they 
foster a sense of social, economic, and political responsibility that sustains 
individual growth and fuels economic development. Without self-reliant cre¬ 
ative citizens. no nation can be self-sufficient politically or economically, nor 
can provide sufficient food and fulfill the basic human needs of its people. 

pohcms can promote economic growth based on social justice, 
self-reliance, and the skills of the people. ’ 

Today, millions of ^ericans in more than 3.000 communities wUl participate 
m a variety of World Food Day activities. The spirit of voluntarism has never 
shone more bnghtly throughout our Nation. 

I ask that the America people use this day to reaffirm their commitment to 
endmg world hunger, fodmg hunger throughout the world will require a long¬ 
term cominitment of Ae public and the private sectors, of people and their 
governments, and of developing and donor countries. The technological solu- 
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lions to end world hunger are known to man: now we must demonstrate that 
we have the will to eliminate hunger and its primary source, poverty. 

In recognition of the desire and commitment of the American people to end 
world hunger, the Congress, by Public Law 99-288. has designated October 16, 
1986. as “World Food Day" and has authorized the President to issue a 
proclamation in observance of this event. 

NOW, THEREFORE. 1. RONALD REAGAN, President of the United States of 
America, do hereby proclaim October 16.1986. as World Food Day, and I call 
upon the people of the United States to observe this day with appropriate 
activities to explore ways in which our Nation can further contribute to the 
elimination of hunger in the world. 

IN WITNESS WHEREOF, I have hereunto set my hand this eighteenth day of 
September, In the year of our Lord nineteen hundred and eighty-six. and of the 
Independence of the United States of America the two hundred and eleventh. 


(FR Ooc. 86-21588 
Filed 9-19-86: IlHll am] 
Billing code 319S-01-M 
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DEPARTMENT OF AGRICULTURE 
Agricultural Marketing Service 
7 CFR Part 920 

Klwlfrult Grown In California; Change 
In Inspection, Size, and Pack 
Regulations 

AGENCY: Agricultural Marketing Service, 
USDA. 

action: Final rule. 


SUMMARY: This rule increases the period 
of Ume that inspection certificates for 
kiwifmit are valid from 14 to 21 days 
and deletes reference to size 
designatiorw with the exception of the 
minimiun size which may be shipped 
under the order. It also amends the 
meaning of the term "fairly uniform in 
size" to conform to the U.S. Grade 
Standards for Kiwifruit. Increasing the 
length of time that inspection 
certificates remain valid should 
eliminate many unnecessary 
reinspections, and eliminating reference 
to all but the minimum size simplifies 
the regulations and provides handlers 
with additional flexibility in meeting 
buyer needs. 

EFFECTIVE DATE: September 22,1906. 

for further information contact: 
Ronald L, Cioffi. Chief, Marketing Order 
Administration Branch, F&V. AMS. 
USDA, Washington, D.C. 20250, 
telephone (202) 447-5697. 

supplementary information: This 
final rule has been reviewed under 
Executive Order 12291 and 
Uepartmental Regulation 1512-1 and has 
been determined to be a "non-major" 
nile under criteria contained therein. 

Pursuant to requirements set forth in 
the Regulatory Flexibility Act (RFA), the 
Admininstrator of the Agricultural 
Marketmg Service has determined that 
this action would not have a significant 


economic impact on a substantial 
number of small entities. 

The purpose of the RFA is to fit 
regidatory actions to the scale of 
business subject to such actions in order 
that small businesses will not be unduly 
or disproportionately burdened. 
Marketmg orders issued pursuant to the 
Agricultural Marketing Agreement Act 
and rules issued thereunder, are unique 
in that they are brought about through 
group action of essentially small entities 
acting on their own behaK Thus, both 
statutes have small entity orientation 
and compatibility. 

It is estimated that 65 handlers of 
California kiwifruit under the marketing 
order for kiwifruit grown in California 
will be subject to regulation during the 
course of the current season and that the 
great majority of these firms may be 
classified as small entities. The change 
to extent the valid period for inspection 
certificates will lessen the regulatory 
burden on handlers since it provides a 
longer period during which the fruit may 
be shipped without reinspection. The 
elimination of all but the minimum size 
from the handling regulation gives 
growers and handlers additional 
flexibility in packing operations and is 
therefore less restrictive and less 
burdensome. Finally, changing 
terminology to coincide with that in the 
U.S. Standards will make the regulations 
more easily understood through the use 
of standardized terms. Therefore, this 
action will not impose additional costs 
on affected growers and handlers. 

Notice was given in the August 18. 

1906 Federal Register (51 FR 29473) 
affording interested persons until 
August 28.1986. to file written 
comments on this proposal. None were 
filed. 

Marketing Order No. 920 regulates the 
handling of kiwifruit grown m the State 
of California. The progranr is efifective 
under the Agricultural Marketing 
Agreement Act of 1937. as amended. 

The Kiwifruit Administrative 
Committee, established under the order, 
is responsible for its local 
administration. The amendments herein 
will lessen regulatory requirements and 
simplify and clarify the regulations, and 
will therefore decrease the regulatory 
burden on the affected industry. 

At its meeting on April 25,1986. the 
committee recommended that the 
inspection requirements in § 920.155 be 
changed to extend the validity of 


inspection certificates to 21 days instead 
of the 14 days currently allowed. Nearly 
all kiwifruit is harvested in the fall and 
placed in controlled-atmosphere storage 
until sold and shipped. Last season, 
some handlers were required to obtain 
reinspection when shipments were 
delayed, causing an unnecessary 
additional expense. Therefore, the 
committee unanimously recommended 
that certification be valid until lanuary 
15 or 21 days after inspection, whichever 
is later, and that S 920.155 be changed 
accordingly. 

The committee has also recommended 
that reference to the various size 
designations, with the exception of size 
49. be deleted from § 920.302(a)(2)— 

"Size Requirements." Kiwifruit shipped 
under the order must be at least 8 i 2 :e 49. 
The committee annually prepares a 
chart defining (he sizes of fruit in terms 
of the number of fruit per eight-pound 
sample. The chart is used by both the 
industry and various inspection 
agencies. Inasmuch as growing 
conditions differ from one season to the 
next, the committee needs^the flexibility 
of being able to adjust or revise the 
criteria for the various size designations 
as necessary. The committee 
recommendation is therefore adopted. 

In addition, the committee also 
recommended that the meaning of the 
term "fairly uniform in size” in 
§ 920.302(a)(3) be amended to conform 
to the current U.S. Standards fop Grades 
of Kiwifruit (7 CFR 51.2338(d)). 

After consideration of all rdevant 
matters, including the proposal set forth 
in the notice, it is hereby found that the 
amendment, as hereinafter set forth, will 
tend to effectuate the declared policy of 
the act. It is hereby further found that it 
is impracticable and contrary to the 
public interest to postpone the effective 
date of this action unfil 30 days after 
publication in the Federal Register (5 
U.S.C. 553) because the kiwifruit 
shipping season began in early 
September of this year and this 
amendment should apply to as many 
shipments as possible in order to have 
the greatest benefits to producers. 

List of Subjects in 7 CFR Part 920 

Marketing agreements and orders. 
Kiwifruit. 

The regulation is as follows: 
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PART 920—KIWIFRUIT GROWN IN 
CALIFORNIA 

1. The authority citation for 7 CFR 
Part 920 continues to read as follows: 

Authority: Secs. 1-19,48 Stat, 31, as 
amended; 7 U.S.C. 610-674. 

2. Section 920.155 (50 FR 41660. 

October 15,1985) is revised to read as 
follows; 

§ 920.155 Inspection requirement. 

Certification of any kiwifruit which is 
inspected and certified as meeting 
grade, size, quality, or maturity 
requirements in effect pursuant to 
§ 920.52 or { 920.53 during each fiscal 
year shall be valid until January 15 of 
such year or 21 days from the date of 
inspection, whichever is later. 

3. Section 920.302 (50 FR 36568, 
September 9,1985) is hereby amended 
by revising paragraph (a)(2) and by 
revising the sixth sentence of paragraph 
(a)(3) through the word ‘‘Provided,’* to 
read as follows: 

§ 920.302 Grade, size, pack, and container 
requirements. 

(a) • * • 

(2) Size requirements. Such kiwifruit 
are at least a minimum size 49 (size 49 
means that an eight-pound sample 
representative of this size in the package 
or container contains not more than 64 
pieces of fruit). 

(3) * * * For the purposes of this 
section “fairly uniform in size** means 
that fruit in containers marked 
numerically to denote size may not vary 
in diameter more than Vz inch (12.7 mm) 
in sizes 30 or larger, % inch (9.5 mm) in 
sizes 31 through 38; and Va inch (6.4 mm) 
in sizes 39 or smaller Provided, * * * 

« • • « * 

Dated: September 16.1986 
Joseph A. Gribbin, 

Director Fruit and Vegetable Division, 
Agricultural Marketing Service. 

IFR Doc. 86-21370 Filed 9-19-88: 8:45 am] 
CODE S410-02>« 


7 CFR Part 1079 

Milk In the Iowa Marketing Area; 
Temporary Revision of Shipping 
Percentage 

agency: Agricultural Marketing Service. 
USDA. 

action: Temporary revision of rule. 

summary: This action temporarily 
relaxes for September. October and 
November 1986 the supply plant 
shipping requirements under the Iowa 
milk order. The revision is made in 
response to a request by the operator of 


a pool supply plant who ships milk to 
distributing plants regulated by the 
order. The revision would prevent 
uneconomic movements of milk. 
EFFECTIVE DATE: September 22,1986. 

FOR FURTHER INFORMATION CONTACT: 
Richard A. Glandt Marketing Specialist. 
Dairy Division. Agricultural Marketing 
Service, U.S. Department of Agriculture. 
Washington, DC 20250. (202) 447-4829. 
SUPPLEMENTARY INFORMATION: Prior 
document in this proceeding: 

Notice of Proposed Temporary 
Revision of Shipping Percentages: Issued 
August 19.1986; published August 25, 
1986 (51 FR 30220). 

The Regulatory Flexibility Act (5 
U.S.C. 601-612) requires the Agency to 
examine the impact of a proposed rule 
on small entities. Pursuant to 5 U.S.C. 
605(b). the Administrator of the 
Agricultural Marketing Service has 
certified that this action would not have 
a significant economic impact on a 
substantial number of small entities. 

Such action would lessen the regulatory 
impact on certain milk handlers and 
would tend to assure that the market 
would be adequately supplied with milk 
for fluid use with a smaller proportion of 
milk shipments from pool supply plants. 

This temporary revision is issued 
pursuant to the provisions of the 
Agricultural Marketing Agreement Act 
of 1937, as amended (7 U.S.C. 601 et 
seq.], and the provisions of § 1079.7(b)(1) 
of the Iowa order (7 CFR Part 1079). 

Notice of proposed rulemaking was 
published in the Federal Register (51 FR 
30220) concerning a proposed decrease 
in the shipping requirements for pool 
supply plants for the months of 
September, October and November 
1986. The public was afforded the 
opportunity to comment on the proposed 
notice by submitting written data, views 
and arguments by September 2,1986. 
Only one comment was received. 

Statement of Consideration 

After consideration of all relevant 
material, including the proposal set forth 
in the aforesaid notice and other 
available information, it is hereby found 
and determined that the supply plant 
shipping percentage should be lowered 
by 10 percentage points from the present 
35 percent to 25 percent for the months 
of September through November 1986. 

Pursuant to the provisions of 
§ 1079.7(b)(1), the supply plant shipping 
percentages set forth in § 1079.7(b) may 
be increased or decreased by up to 10 
percentage points during any month to 
encourage additional milk shipments to 
pool distributing plants or to prevent 
uneconomic shipments. 


Beatrice Companies, Inc. (Beatrice), 
on behalf of Beatrice Cheese, requested 
the action in order to prevent 
uneconomic shipments of milk during 
September through November 1986. 
Beatrice said that under the current 
supply conditions, distributing plants in 
the Iowa market will have more than an 
adequate supply of milk for Class 1 use 
and that there will be no need for supply 
plants to ship 35 percent of their 
producer receipts to distributing plants 
during the months of September through 
November 1986. Beatrice said that a 25 
percent shipping standard would be 
adequate for such months and would 
prevent uneconomic shipments of milk. 

If the shipping requirements were not 
lowered as requested. Beatrice indicated 
that their company would have to 
“backhaul** approximately 3.5 to 3.8 
million pounds of milk in September. 
October and November 1988. 
“Backhauling** means that milk is hauled 
from a supply plant to a distributing 
plant, and then is hauled back to the 
supply plant. The purpose of 
backhauling would be to assure the 
continued pooling of the supply plant 
that has regularly supplied the market. 
Beatrice said such uneconomic 
shipments could be avoided if the 
shipping requirements were lowered. 

Beatrice said that marketwide 
producer receipts during the April 
through June 1986 period showed an 
increase each month over the same 
month of 1985. The monthly increases 
for this period cited by Beatrice were 
8.5, 6.7 and 12.9 percent, respectively. 
Beatrice indicated that receipts at their 
supply plant for this same period have 
been approximately 8 percent higher 
than in 1985. 

Market data indicates that producer 
milk for the first seven months of 1986 
was approximately 11.8 percent higher 
than for the same period of 1985. Class 1 
utilization as a percentage of producer 
milk for the first seven months of 1986 
ranged from a low of 23 percent to a 
high of 28 percent. For the same period 
of 1985, the range was from 24 percent to 
35 percent. 

The shipping percentage reductions 
are aimed at facilitating the delivery of 
milk to the market from supply plants 
for Class I use without requiring 
shipments merely for pooling purposes. 

It is expected that less than 35 percent 
of the producer milk supply on the 
market will be needed for Class I use 
during the months of September through 
November 1988. It is concluded that the 
supply-demand conditions in the market 
warrant a lowering of the shipping 
requirements by 10 percentage points for 










the months of September through 
November 1988. 

Only one comment was received in 
response to the proposed action. Kraft, 
Inc., which operates a pool supply plant 
located in Earlville, Iowa, stated that it 
expects to have less demand for fluid 
milk at its plant this fall. Kraft. Inc., 
contends that without this action, it 
would be required to “backhaul” a 
substantial volume of milk in order to 
pool producers who have been 
historically associated with the Iowa 
market 

Associated Milk Producers. Inc., also 
indicated that the supply plant shipping 
requirements should be lowered during 
this period of time. 

It is hereby found and determined that 
30 days' notice of the effective date 
hereof is impractical, unnecessary, and 
contrary to the public interest in that: 

(a) This temporary revision is 
necessary to reflect current marketing 
conditions and to maintain orderly 
marketing in the Iowa marketing area 
for the months of September, October 
and November 1988; 

fb) This temporary revision does not 
require of persons affected substantial 
or extensive preparation prior to the 
effective date; and 
(c) Notice of the proposed temporary 
revision was given Interested parties 
and they were afforded opportunity to 
file written data, views, or arguments 
concerning this temporary revision. No 
comments were filed in opposition to 
this action. 

Therefore, good cause exists for 
making this temporary revision effective 
upon publication of this notice in the 
Federal Register. 

List of Subjects in 7 CFR Part 1079 

Milk marketing orders, Milk. Dairy 
products. 

It is therefore ordered, that the 
aforesaid provisions of $ 1079.7(b) of the 
Iowa milk order are hereby revised for 
the months of September, October and 
November 1988. 

PART 1079—MILK IN THE IOWA 

marketing area 

1. The authority citation for 7 CFR 
Part 1079 continues to read as follows; 

Authority: Secs. 1-19,48 Stat 31. as 
amended. 7 U.S.C. 601-674. 

§ 1079.7 [Amended] 

2. In S 1079.7(b), the provision “35 
percent" is revised to “25 percent" for 
the months of September, October and 
November 1988. 

Effective date: September 22,1986. 


Signed at Washington. DC. on September 
17.1986. 

Robert R. Miller, 

Acting Director, Dairy Division. 

[FR Doc. 88-21371 Filed 9-19-66; 8:45 am] 
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Food Safety and Inspection Service 

9 CFR Part 317 

[Docket No. 85-030F] 

Ascorbic Acid, Erythorbic Add, Citric 
Add, Sodium Ascorbate, and Sodium 
Citrate In Fresh Pork Cuts; Correction 

agency: Food Safety and Inspection 
Service, USDA. 

action: Interim final rule with request 
for comments; correction. 

summary: This document corrects an 
interim final rule with request for 
comments by changing the number of 
paragraph S 317.8(b)(Jd) to 
S 317.8(b)(57). 

FOR FURTHER INFORMATION CONTACT: 
Ms. Margaret O'K. Glavin, Director. 
Standards and Labeling Division, Meat 
and Poultry Inspection Technical 
Services. Food Safety and Inspection 
Service. USDA. DC 20250 (202) 447-8042. 
SUPPLEMENTARY INFORMATION: On 
Monday. August 18,1988. the Food 
Safety and Inspection Service (FSIS) 
published a final rule in the Federal 
Register which concerned a binding 
mixture consisting of sodium alginate, 
calcium carbonate, lactic acid, and 
calcium lactate (51 FR 29458). 

In that rule, FSIS amended 9 CFR 
317.8 by adding a new paragraph (b)(38) 
which set labeling requirements for the 
binder mixture. 

On Friday. August 22.1988. FSIS 
published an interim final rule with 
request for comments concerning 
ascorbic acid, erythorbic acid, citric 
acid, sodium ascorbate, and sodium 
citrate in fresh pork cuts (51 FR 30052). 
That document also amended 9 CFR 
317.8(b) by adding a new paragraph to 
set labeling standards for those 
substances when used on fresh pork. 

The amendment of August 22nd 
inadvertently cited the new paragraph 
as (b)(5d) instead of (b)(57). 

Accordingly. FSIS is now issuing this 
correction to accurately reflect the 
added paragraph number, as follows: 

5 317.8 [Corrected] 

In FR Doc. 88-19037, appearing in the 
Federal Register of Friday, August 22, 
1988, page 30054. first column, the 
designation of added paragraph 
S 317.8(b)(30) is corrected to read 
§ 317.8(b)(37). 


Done at Washington. DC, on September 17. 
1986. 

Donald L Houston, 

Administrator, Food Safety and Inspection 
Service. 

[FR Doc. 86-21425 Fded 9-19-66; 8:45 am] 
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FEDERAL HOME LOAN BANK BOARD 

12 CFR Ch. V and Parts 561 and 563 

[No. 86-857] 

Regulatory Capital (Net Worth) 
Requirements of Insured institutions 

Date: August 15,1986. 

AGENCY: Federal Home Loan Bank 
Board. 

action: Final rule. 

SUMMARY: The Federal Home Loan Bank 
Board (“Board"), as the operating head 
of the Federal Savings and Loan 
Insurance Corporation (“FSUC" or 
“Corporation"), is amending its 
regulations pertaining to the level of and 
the method for calculating the minimum 
amount of regulatory capital (previously 
referred to as “regulatory net worth" or 
“net worth") required for institutions the 
accounts of which are insured by the 
FSUC (“insured institutions" or 
“institutions"). The term “regulatory 
capital" replaces the terms “net worth" 
and “regulatory net worth," but 
continues to consist of those items 
included in “regulatory net worth" as 
defined by { 581.13. Based upon its 
supervisory experience and analysis of 
the indusby's capital needs, the Board is 
revising the structure of its former net 
worth regulation. 12 CFR 583.13 (1988), 
to increase insured institutions* capital 
requirements to 8 percent of total 
liabilities over a transition period 
determined by insured Institutions* 
average return on assets with a credit 
for reducing interest rate risk (“maturity 
matching credit"), replacing the former 
qualifying balance deduction, and with 
an incremental capital requirement 
(“contingency component") for having 
specified types of assets. This Board 
action will better protect insured 
Institutions, accountholders, and the 
FSUC insurance fund from interest rate 
risk, credit risk, and other conditions in 
the current financial environment that 
could compromise thrifts* financial 
stability. 

This amendment will take effect on 
January 1.1987. Institutions will be 
required to compute and satisfy these 
Increased capital requirements for the 
first time on March 31,1987. the last day 
of the first quarter of calendar year 1987. 









33566 


Federal Re^ster / Vol. 51, No. 183 / Monday. September 22, 1986 / Rules and Regalationa 


Institutions will be required to capitalize 
liability growth on or after January 1, 

1987, (“increased liabilities**) at 6 
percent, institutions must attain the 6 
percent capital requirement on their 
level of habiiities on January 1,1987. 
(“base liabilities*’) over a transition 
period whose length will be determined 
by the industry’s profitability. 

EFFECTIVE DATE: January 1,1987. 

FOR FURTHER INFORMATION CONTACT: 

Base and Liability Components: John F. 
Connolly, Attorney. (202) 377-6455. 
Jerilyn Rogin. Attorney, (202) 377- 
7018. or Karen Knopp O’Konski, 
Attorney. (202) 377-7240. Regulations 
and Legislation Division, Office of 
General Counsel: 

Contingency Component and Maturity 
Matching Credit* John F. Connolly, 
Attorney, (202) 377-6455. or Kathy L 
Kresch, Attorney, (202) 377-6417, 
Regulations and Legislation Division, 
Office of General Counsel: 

Economic Questions and Statistical 
Studies: Donald J. Bisenius, Financial 
Economist, (202) 377-6766, Office of 
Policy and Economic Research: 
Supervisory Issues and Growth 
Regulation: Edward TauberU 
Associate Director, Policy 
Development, (202) 377-6484, Office of 
Examination and Supervision: 

All other aspects not specifically listed 
above: Gwenn L. Hibbs, Director, 

(202) 377-7054, or John F. Connolly, 
Attorney. (202) 377-6455, Regulations 
and Legislation Division. Office of 
General Counsel, Federal Home Loan 
Bank Board, 1700 G Street, NW., 
Washington, DC 20552. 
SUPPLEMENTARY INFORMATION: 

This regulati<m is revised pursuant lo 
the Board's general authority under the 
National Housing Act (“NHA**) and 
specifically under section 403(b), 12 
U.S.C. 1726(b), as amended by the Gam- 
St Germain Depository Institutions Act 
of 1982, Pub. L. 97-320, section 202(d], 98 
Stat. 1469,1492 (1982) ("DIA”). 

A. Description of tbs Proposal 

On April 24. 1988, the Board proposed 
to revise its regulatoiy capital 
requirements for insured institutions. 
Board Res. Na 86-426, SI FR 16550 (May 
5,1986). The proposal would have 
permitted insured institutions 6 years to 
raise their capital from 3 percent to 6 
percent of their levels of liabilities on 
October 1,1986. All institutions would 
have been required to have 3 percent 
capital on base liabilities as of 
December 3L 198a The proposal would 
have required institutionB to capitalize 
liability growth over their base 
liabilities at 6 percent in the quarter that 
the increase occurred. 


The Board also proposed to modify 
the contingency factor of the current net 
worth regulation to require: (1) 10 
percent incremental capital on all direct 
investments; (2) 4 percent incremental 
capital on land loans and nonresidential 
construction loans: and (3) 2 percent 
incremental capital on letters of credit. 

The Board further proposed to 
recognize to a greater extent the risk 
reduction achieved by an institution’s 
holding a maturity matched portfolio of 
housing related Investments with limited 
credit risk. Accordingly, the proposal 
would have modified the qualif)^ 
balance deduction by decreasing an 
institution’s capital requirement by an 
amount equal to the sum of: (1) 2 percent 
of the institution’s eligible liquid assets: 
(2J1 or 2 percent of the institution’s 
qualifying adjustable-rate mortgages 
(“ARMs”), depending on the ARMs' 
remaining adjustment level; (3) 2 percent 
of fixed-rate liabilities with re m a in i n g 
maturity of 3 years or more (the dollar 
weighted average remaining term-to- 
maturity of liabilities used in this 
exclusion would have been required to 
be at least 5 years) for which the 
institution had a corresponding amount 
of fixed-rate, permanent 1-4 family 
residential mortgages or mortgage 
backed securities (as defined in 12 
U.S.C. 1464{c){l)(S)) with equal or 
greater maturity: and (4) 2 percent of 
fixed-rate, permanent 1-4 family 
residential mortgages or Investment 
grade mortgage backed securities with 
remaining contractual term-to-maturity 
of 2 years or less. 

The proposal woiJd have limited this 
qualifying balance deduction. For the 
first 3 years after the effective date of 
any final regulation adopted, an 
Institution could not have reduced its 
regulatory capital below 3 percent 
During the fourth through sixth years, an 
institution could not have reduced its 
regulatory capital below 4 percent After 
the sixdi year an institution’s regulatory 
capital could not have dropped below 5 
percent 

finally, the proposal also would have 
eliminated from the net worth regulation 
(1) the amortization factor, (2) the sliding 
scale growth factor, (3) the current base 
factor calculation, and (4) the 
preferential growth treatment of 
iastitatioRS with assets of $100 million 
or less. 

B. Discussion of Comments 

The Board received 223 comments in 
response to the proposal. The majority 
were submitted by insured institutions, 
including 94 from Federal associations 
(24 from Federal savings banks) and 86 
from state-chartered institutions. 
Nineteen comments were submitted by 


trade associations on behalf of their 
thrift institution members, 14 by 
commercial banks, 3 by federal and 
state agencies, 2 by law firms on behalf 
of thrift Instilutian clients, 2 by members 
of Congress. 1 by an attorney in his 
individual capacity. 1 by an economic 
consulting firm on behalf of Its thrift 
institution client, and 1 by an 
investment banking firm. 

Among the comments submitted by 
Insured institutions, 6 endorsed the 
proposal. 21 opposed it, and the 
remainder endorsed the general concept 
of increasing the level of regulatory 
capital to 8 percent, but requested 
modification of specific aspects of the 
proposal, Including the phase-in period. 
Thirteen of the 14 comments received 
from commercial banks endorsed the 
proposaL The Board has carefully 
reviewed all of the comments, which are 
more fully discussed below. 

1. Statutory Authority 

One comment expressed the view that 
the proposal would exceed the Board’s 
statutory authority. The Board 
promulgated the proposal based on its 
authority under section 403(b) of the 
NHA, 12 U.S.C. 1726(b). as amended by 
the DIA. The comment contended that 
the language of the DIA does not 
authorize the Board to promulgate the 
proposed amendments, that the 
legislative history of the DIA conflicts 
with the Board's assertion of statutory 
authority, and that the Board la 
improperly attempting to accomplish 
indirectly two objectives that it may not 
accomplish directly—restriction of 
direct investment and imposition of 
differential insurance premiums. 

*1116 Board believes that these 
assertions are without merit in view of 
the express grant of rulemaking 
authority to the Board in 12 U.SXI. 
1726(b). Further, similar arguments were 
made in comments on adoption of the 
Board’s former regulatory net worth 
regulation. The dUcussion of these 
issues in the preamble of thet regulation 
is equally applicable to the amendments 
effected by this resolution. The Board 
therefore incorporates by reference the 
preamble to the regulation adopted 
January 31,1985, entitled “Net-Worth 
Requirem^ts of Insured Institutions”, 
which amended 12 CFR Parts 561, 563, 
570. 571 and 584 (50 FR 6801, Jan. 31, 
1985). 

2. Procedural Issues 

One commenter expressed the view 
that the comment period following 
publication of the proposal was too 
short and requested an extension of an 
imspecified duration. Some commenters 











suggested that the Board defer 
implementation of the proposed 
regulations and. instead, set up a task 
force or committee composed of 
members of the Board and the industry 
to determine the best risk based capital 
system and to decide the proper method 
and timing of implementation. Another 
commenter, concerned that the 
cumulative effects of the Board's recent 
regulatory actions could restrict the 
profitability of the industry, requested 
hearings before the Board adopted any 
of its proposed regulations. 

The Board does not believe that an 
extension of the comment period, the 
creation of a task force, or hearings are 
necessary. The length of the comment 
period following the proposal was 
consistent with the rulemaking 
procedures required by the Board's 
regulations, the Administrative 
Procedure Act. 5 U.S.C. 553 ("APA"), the 
Board’s regulation at 12 CFR 508.13 
(1966), and the Board's Resolution 
Regarding Regulatory Simplification. 
Board Res. No. 00-584, 45 FR 63135 
(Sept. 23,1980). Also, the number (223), 
detail, and quality of the comments the 
Board received on the proposal 
convinces it that the duration of the 
comment period was adequate. The 
Board thoroughly considered all 
comments submitted, including those 
submitted after the formal 60>day 
comment period had expired. In 
response to the comments (as well as on 
its own Initiative as a result of its 
Feasibility Study), the Board has made 
various modifications to the proposed 
rule which are fully explained below. 

3. General Comments 

a. Necessity of the New Regulation 

Thirteen commenters stated that the 
net worth regulaUon had been in effect 
for only 10 months and was achieving its 
goals of restraining overleveraged 
growth and improving the general 
capital levels of the industry. These 
commenters stated that changing the 
regulation again after such a short time 
would increase confusion and cost, 
retard planning, and reduce the 
credibility of the Board's regulatory 
process. 

The Board agrees that the existing 
regulation was achieving its desired 
goals of restricting highly leveraged 
growth. The regulation was not. 
however, capable of generating capital 
levels consistent with thrifts' risk 
exposure. The Board has decided to 
build on the risk adjusted structure of 
that regulation to require an increase in 
the industry’s overall level of capital 
while continuing to restrict 
overleveraged growth and imposing 


incremental capital requirements on 
potentially high risk assets—land loans, 
nonresidential construction loans, and 
direct investments. This new regulation 
does not penalize any institutions for 
compliance with the prior regulation. 
Furthermore, by retaining a similar 
framework it should avoid undue cost 
and confusion or disruption of planning, 
since institutions are currently subject to 
a similar regulation and reporting 
requirements. 

In fulfilling its regulatory duties to the 
public, the Board continually 
reconsiders its policies. See 45 FR at 
63136 (Board will periodically review 
regulations). In fact, the Board included 
in the current net worth regulation a 2 - 
year sunset provision as a means of 
reassuring the pubbc that during the first 
2 years of experience under the 
regulation the Board would "monitor, on 
a close and regular basis, both its effect 
on institutions and. . , various 
technical issues.” 50 FR at 6909. The 
Board has been following the effect of 
that regulation and the progress of the 
industry under it and is adopting this 
regulation today based on that scrutiny. 
While the requirements adopted today 
contain no such sunset provision, the 
Board is no less committed to tracking 
experience under them and making 
prompt changes as needed. 

b. Risk Based Deposit Insurance 
Premiums 

The Department of Justice. Antitrust 
Division ("Division"), contended that a 
risk based capital regulation is the 
wrong vehicle to achieve the Board's 
goals of protecting the FSUC and 
eliminating artificial competitive 
disparities. While the Division agreed 
that individual thrifts should be required 
to bear the cost to the FSUC of riskier 
investments, the Division urged that the 
Board should advance these goals 
through the adoption of risk adjusted 
deposit insurance premiums rather than 
the proposed risk adjusted capital 
requirements. The Division's objection is 
that highly leveraged investment plans 
producing revenues in excess of costs, 
including costs to the FSUC, are 
prevented by risk adjusted capital 
requirements. The Division stated that 
risk adjusted deposit insurance does not 
prohibit such capitalization and 
Investment plans, as risk based capital 
does, but only internalizes those FSUC 
costs to thrifts In the form of higher 
premiums. The Division also favors the 
more equal competition with banks 
resulting from raising thrifts* capital 
requirements to levels closer to those 
required of banks. The Division has filed 
similar comments urging adoption of 
such risk adjusted deposit insurance 


premiums for other types of depository 
institutions in rulemaking proceedings 
before the Board of Governors of the 
Federal Reserve System ("FRB"), the 
Office of the Comptroller of the 
Currency ("OCC"), and the Federal 
Deposit Insurance Corporation ("FDIC"). 

The Board supports the concept of 
risk adjusted deposit insurance 
premiums and has advocated their 
adoption before the United States 
Coi^ess and In other forums. As the 
Division is aware, however, a large 
number of complex legal and economic 
issues attend the development and 
implementation of such a system. Those 
issues are being considered by a number 
of deliberative bodies, including 
Congress, the bank regulatory agencies, 
and the Board. The Board will continue 
its efforts to devise and implement an 
appropriate risk adjusted deposit 
insurance premium system. The Board, 
however, views risk based capital 
reqmrements as essential in the absence 
of risk adjusted premiums. Even with 
risk based premiums, however, capital 
requirements are needed to prevent 
insured institutions from exploiting their 
advantage as such. 

Capital requirements for insured 
financial institutions are comparable to 
the deductibles on other types of 
insurance policies. One reason 
insurance companies establish 
deductibles is to reduce the incentives 
for the insured party to take advantage 
of its insured position by incurring 
excessive risks. Capital in an insured 
financial institution, by forcing the 
institution's owners to bear losses 
before the FSUC pays claims, reduces 
the incentive for insured financial 
Institutions to exploit their insured 
positions by taking excessive risks. 
Adequate capital for risky activities 
does not prohibit the activities, but only 
requires that a thrift’s owners have more 
equity at risk. 

The need for risk adjusted capital 
requirements is a direct result of the 
absence of risk adjusted insurance 
premiums. Deposit insurance premiums 
are levied at a flat rate regardless of the 
risks an institution takes. Flat rate 
Insurance premiums create an incentive 
to take ^ater risks than would be 
taken with risk adjusted premiums. See 
M. Flannery, Deposit Insurance Creates 
a Need for Bonk Regulation, Business 
Review (Federal Reserve Bank of 
Philadelphia, Jan./ Feb. 1982). Risk 
adjusted capital requirements offset the 
adverse effects of this feature by 
establishing what could be considered 
an adjustable deductible. While 
institutions that take excessive risks pay 
the same insurance premium rate, they 
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would have a much larger deductible 
under a risk adjusted capital 
requirement By establishing the risk 
adjusted capital requirement with 
modiHcations to the proposal to enhance 
investment flexibility. \he Board is 
protecting the FSUC from inordinate 
risk taking by insured institutions 
vdthout unduly inhibiting their 
investment choices. 

c. Increased Reliance on Supervision 

Some commenters suggested that the 
Board's goals could better be achieved 
dirough closer supervisory monitoring of 
institutions currently operating with low 
levels of capital. Ttiey argued that the 
supervisory process is the appropriate 
method of dealing with poorly run 
Institutions and that the proposed 
regulation would reduce the flexibility of 
responsible managers, restricting 
exercise of their business judgment and 
preventing them from competing 
successfully. 

A few commenters warned that the 
Board must be prepared to deal with the 
estimated one-third of the industry that 
will be unable to comply with the new 
capital requirements. Tliey predicted 
that the industry’s bottom tier would 
become a drain on its healthier 
segments. A few commenters addressed 
this issue by suggesting that the Board 
provide incentives for strong institutions 
to make branch or asset acquisitions 
from weaker institutions or to acquire 
weaker institutions outright Seven 
commenters asserted that institutioas in 
areas of the country that are currently 
economicaliy depressed (such as the 
Southwest and the farm belt) would 
suffer disproportionately from the new 
capital requirements. 

These commenters misimderstand the 
Board's objectives in the proposal. The 
Board's ptupose is not. as th^e 
conunenters suggested, to force only 
weak institutions to raise their capital 
levels. Rather, the Board believes dial 
the thrift industry as a whole is 
inadequately capitalixed and seeks to 
remedy that condition by establishing a 
higher capital requirement for all thrifts. 
See 51 FR at 16452-53. The Board f^ly 
intends to continue and to improve its 
supervision of troubled institutions, but 
such oversight cannot identify and 
resolve all problems before they impair 
institutions* capital buffers. Supervisioa 
can not eliminate the need for capital or 
prevent FSUC loss. Maintaining solid 
capital levels is a responsible, essential 
business practice for all financial 
institutions, particularly those charged 
with holding the savings deposits of the 
general publia Necessary reinforcement 
of institutions* capital levels cannot be 
achieved adequately through greater 


supervisory effort. The examination 
process often does not permit an 
examiner to assess an institution's need 
for enhanced capital until well after that 
need has arisen. For this reason, the 
Board concludes that additional 
examination and supervisory efforts 
should not be relied upcm to the 
exclusion of adequate, industry-wide 
capitalization to require thrifts* owners 
to absorb losses before they have an 
impact on deposit insurance. 

The Board, however, fully intends to 
increase its examination and 
supervision of institutions not meeting 
their capital requirements, using its full 
powers under section 563.13(d) to 
address the problems underlying the 
inadequate capitalization of such 
institutions. 

Since the capital requirements 
adopted today will increase required 
capital levels beyond the reach of some 
Institulicms. thereby subjecting them to 
Principal Supervisory Agent (**PSA*’) 
supervision pursuant to § 563.13(d), the 
revised regulation will focus the Board's 
oversight and remedial efforts at an 
earlier stage on such institutions, 
improving the prospects for a successful 
outcome. 

The Board notes that it has made 
substantial progress in achieving more 
effective and efficient examination by 
transfering. as of July 6,1985. its field 
examination force to the 12 Federal 
Home Loan Bank districts under the 
control of the PSAs. This transfer has 
enabled the Board to offer more 
attractive compensation packages and 
better training to examiners, thereby 
improving the quality of its examination 
force. The Board believes that, as its 
examination Force continues to expand 
and to retain experienced personnel, it 
will be able to monitor troubled 
institutions more closely. 

Finally, two commenters suggested 
elimination of the proposed provision 
under which PSAs may disregard 
transactions entered into for the purpose 
of evading the regulatory capital 
requirements. Consistent with Us view 
that an industry-wide increase in capital 
levels is both necessary and appropriate 
at this time, the Board finds it 
appropriate to retain this provision. 

Bank regulatory agency examiners have 
complete discredon and authority to 
increase institutions* capital 
requirements on a case-by-case basis 
over established minimum levels. The 
Board has determined not to delegate to 
supervision personnel complete 
discretion over insured Institutions, but 
it is retaining the provision permitting 
the PSAs to disregard transactions 
entered into for purposes of evading the 


regulatory capital requirements. This 
provision, which was in the former 
regulation, has not caused undue 
confusion and uncertainty about net 
worth requirements, and there is no 
reason to think that it will in the future. 
The Board further notes that this 
provision, intended to stop evasion of 
today's final rule, should help reduce die 
need for formal action by the Board's 
Office of Enforcement. 

The Board intends to use this same 
provision as contained In current 
regulations to deal with Institutions that 
substantially increase their liabilities on 
or before January 1,1987. in a manner 
not consistent with their normal growth 
patterns and business practices. Such 
practices will be scrutinized to 
determine if they were undertaken to 
increase the in8litution*8 base liabilities 
and to avoid treatment of subsequent 
growth as increased liabilities. Ibe 
Board will also use this provision if 
institutions attempt to evade the 
contingency component requirements of 
this regulation by transferring certain 
assets to subsidiaries. 

d. Treatment of Thrifts as Banks 

Several commenters objected to what 
they viewed as the Board's modification 
of thrifts* capital requirements to 
achieve parity vrith those of commercial 
banks. Others opined that the proposal, 
with its incremental contingency 
component could even have the effect 
of raising savings institutions' capital 
requirements significantly higher than 
the 6 percent requirement for 
commercial banks. 

The capital requirements imposed by 
this final rule, rather than being based 
on banks* capital needs, reflect the 
Board's detennmation that the thrift 
industry is presently undercapitalized 
and that gradually raising the levels of 
regulatory capital to 6 percent will 
increase the industry's health and help 
ensure the safety and soundness of the 
FSUC fund. This determination is 
supported by the Board’s supervisory 
experience, economic studies of the 
thrift industry, and the history of thrifts* 
capital levels and requirements. Thrifts* 
capital needs stem from the credit risk 
and interest rate risk of their overall 
assets and liabilities, as well as their 
operating and competitive environment. 

The Board continiies to believe that 
thrift institutions fulfill a unique and 
vital national role of providing long¬ 
term, economical home financing, while 
banks primarily provide commercial 
credit Furthermore, the Board 
recognizes that thrifts’ portfolios— 
unlike typical bank portfolios—are 









The fact that thrifts today do engage 
In t)^e8 of lending and other activities 
formerly reserved to banks and are 
subject to corresponding risks leads the 
Board to believe that it is appropriate to 
move toward greater parity of capital 
standards with banks. Moreover, even 
traditional thrift portfolios involve 
higher risk now than in the past as 
reflected by the fluctuation in interest 
rates experienced since 1979. Attaining 
such p^ty was recommended by the 
Bush Task Croup on Regulatloa of 
Financial Services, whi^ concluded 
that common minimum capital levels for 
federally insured banks and thrifts are 
appropriate to improve the overall 
condition of the financial system. See 
Blueprint for Reform 83-M (1984). 

4. History and Feasibility 

a. History of Capital Requirements 

In the preamble to its proposal, the 
Board traced the history of capital 
requirements applicable to insured 
institutions, the culmination of which is 
the current regulatory capital 
requirements. See 51 FR at 16551-52. 

Such a review demonstrates that under 
favorable economic conditions, the thrift 
indi^try has successfully sustained 
capital levels much higher than those 
now in effect Accordingly, many of the 
commenters* general concerns about the 
need for and impact of the regulation are 
unwarranted. 

The Board has imposed regulatory net 
worth and reserve requirements since at 
least the 1950s. In 1964, for example, the 
Board required institutions annually to 
credit 10 percent of their net income to 
reserves until their reserves equaled 12 
percent of their insured accounts. Board 
1^8. No. 9828. 21 FR 5483 Only 21,1956). 
This requirement of a periodic net 
income credit to reserve accounts was 
retained imtil 1972. with periodic 
modifications in the criteria triggering 
the credit requirement 
In 1972, the Board replaced this 
provision with a requirement that 
insured institutions maintain net worth 
equal to the greater of 5 percent of 
insured accounts plus 20 percent of 
scheduled items plus 5 percent of 
secured borrowings, or the amount 
determined by the Asset Composition 
and Net-Worth Index (“ACNWr*). The 
ACNWI assigned minimum net worth 
percentages to specific types of assets. 
Institutions were also permitted to use 
average savings balances for the 5 most 
recent fiscal closings as their savings 
base. Board Res. No. 72-1415, 37 FR 
26579 (Dec. 14,1972). 


In the early 1980s. the Board lowered 
the reserve and net worth requirements 
of insured institutions in response to the 
deteriorated financia] condition of 
thrifts at that time. The industry*8 
generally weak financial position was 
primarily caused by the laige maturity 
mismatch between assets and liabilities 
in its members’ portfolios and the 
resulting operating losses when Interest 
rates rose. In 1980. pursuant to the 
expanded discretion granted it by the 
Depository Institutions Deregulation and 
Monetary Control Act of 1980. Pub. L. 
Na 98-221, 94 Stat. 132 (“DIDMCA”). 

Board established 4 percent of 
insured accounts as the minimum 
resew level and decreased net worth 
requirements to 4 percent of liabilities 
plus 20 percent of scheduled items. 

Board Res. No. 80-894, 45 FR 7811 (Nov. 
18.1980). In 1982 the DIA gave the Board 
further discretion to establish such 
"adequate reserves" requirements as it 
considered satisfactory. DIA section 
202 (d) (codified at 12 U.S.C 1728(b)), 

The Board reduced the reserve 
requirement to 3 percent of insured 
accounts and the net worth requirement 
to 3 percent of liabilities. Board Res. No. 
82-19, 47 FR 3543 (Jan. 28,1982). 

These reductions in the early 1960s in 
the net worth and reserve requirements 
of insured Institutions from their 
traditional levels, although responsive to 
the financial emergency at that time, 
resulted in significantly reducing the 
amo^t of capital that institutions were 
required to hold. By December 1984, 
some institutions had minimum capital 
requirements of less than 1 percent of 
liabilities. 

By adopting the net worth regulation 
in January 1985. the Board used its 
authority to reverse this trend and begin 
the return of these requirements to more 
traditional and appropriate levels. In 
response to the high risk strategies and 
excessive leveraging that low levels of 
capit^ encourage, the Board increased 
its minimum net worth requirements and 
created the structure of risk incentives 
and dfsincenti\^8 contained in the net 
worth regulation. The regulation 
adopt^ today continues the task of 
returning capital requirements to 
traditional levels, while also adjusting 
those requirements for the risk stemming 
from the exercise of thrifts* new, 
non traditional powers under the 
DIDMCA, the DIA, and state legislation, 

b. Historical Capital Levels by Industry 
Segment 

The final rule represents a reasonable 
goal for the capitalization of the thrift 
industiy, not only in terms of historical 
capital requirements but also in view of 
recent trends in insured institutions* 


actual capital levels, influenced in part 
by the former net worth regulation. This 
conclusion is the result of a study of the 
industry's capital levels over the past 10 
years conducted by the Board’s Office of 
Policy and Economic Research 
("OPER’*). An Analysis of the Proposed 
Capital Requirements For Thrift 
Institutions: A Staff Economic Study 
(Aug. 15,1986) Feasibility Study*], 
More specifically, the Feasibility 
Study demonstrates that the level of 
capital held by most insured institutions 
during the early 1980s was abnormally 
low by historical standards. While the 
industry’s average capital level during 
the entire 19708 was always above 5.5 
percent of liabilities. It dipped to 3.8 
percent in 1982. The Board views it as 
essential for the Industry to return to its 
traditional capital level. 

Second, the Feasibility Study shows 
that the characteristics of thrifts with 
low net worth ratios have changed. 

During the late 19708, most firms with 
low net worth ratios were both 
relatively new and profitable. While 
firms with low net worth ratios were 
le^ profitable on the average than firms 
with higher net worth ratios, over 70 
percent were profitable. Therefore they 
were better able to build up net worth 
from retained earnings. In no year since 
1980 has more than 50 percent of the 
institutions with low net worth ratios 
been profitable. Indeed, since 1983. 
Institutions with low net worth ratios on 
the average have been unprofitable 
while the rest of the industry on the 
average has been profitable. Thus, the 
financial condition of many low net 
worth institutions is deteriorating, with 
no improvement in sight 
Third, the majority of the industry is 
currently profitable and has an average 
capital level in excess of 5 percent Out 
of a total of 3,252 insured institutions in 
March 1986,1,664 of them had net worth 
levels In excess of 5 percent of 
liabilities. Ninety percent of these 
Institutions were profitable in the first 
quarter of 1988. Another 961 institutions 
had net worth ratios between 3 percent 
and 5 percent in March 1988. Over 85 
percent of those institutions were 
profiteble, with the group, as a whole, 
having an average annualized return on 
assets ("ROA**) during the first quarter 
of 1986 of 78 basts points. 

The Board views these findings as 
persuasive evidence that most thrifts are 
returning to their traditional higher 
capital levels, partially in response to 
the Board’s implementation of higher net 
worth requirements, and that the large 
majority of insured institutions will be 
able to meet the 6 percent capital 
requirements adopted today. 
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The Board also recognizes, however, 
that a substantial group of institutions 
with less than 3 percent net worth has 
not emerged from the problems of the 
early 19008 and has not had a positive 
ROA in this decade, despite the 
favorable current economic 
environment. In fad. the approximately 
627 institutions (out of a total of 3,252 
institutions) that bad net worth below 3 
percent in March 1963 had an average 
annualized ROA of negative 1.02 percent 
for the period from January 1906 through 
March 1986. For the same time period, 
the 1.664 institutions with net worth 
above 5 percent of liabilities had a 
positive average annualized ROA of 1.19 
percent, llie Board does not believe that 
it would be fulfilling its responsibility to 
set adequate capital requirements for 
the industry if it allowed the minority of 
institutions with net worth below 3 
percent to control the establishment of 
industry-wide capital requirements. 
Regrettably, much of that group is 
unlikely to satisfy any reasonable 
capital standard. 

c. Feasibility Study 
In addition to analyzing the history of 
its capital requirements and the 
industry’s capital levels over the past 10 
years, the Board studied the feasibility 
of the industry’s reaching the capital 
goals adopted today. Part of OPER’s 
Feasibility Study investigated the extent 
to which thrift institutions could be 
expected to satisfy the capital 
requirements set forth in the Board’s 
regulatory capital proposal. As is 
discussed at length below, this study 
indicates that many thrifts already 
exceed the 6 percent capital requirement 
established by the final rule and that 
many others have capital of between 3 
and 6 percent. The large majority of 
such institutions will be able, with 
reasonable effort, to meet the higher 
requirements through retained earnings, 
growth modification, portfolio 
adjustments, and the sale of equity 
securities and subordinated debt. 

Predictably, the institutions that will 
experience the greatest difficulty are 
those that are currently failing their net 
worth requirements or that are only 
marginally meeting their requirements. 
The Board recognizes that these 
institutions may experience serious 
problems meeting their new capital 
requirements. The Board, however, is 
unwilling to set capital requirements at 
levels easily attainable by the weakest 
segment of the industry. To do so would 
virtually ensure that the Industry as a 
whole would continue to be 
inadequately capitalized. At the same 
time, no evidence suggests that currently 
troubled thrifts will become less 


troubled if the Board does not revise its 
capital requirements. 

The Feasibility Study includes 
simulation analyses dividing insured 
institutions into three groups based on 
whether their levels of re^latory capital 
as a percentage of liabilities were, as of 
March 1986. 5 percent or higher, 
between 3 and 5 percent, or below 3 
percent. This trichotomy allows 
identification of supportable growth 
rates for each segment of the Industry, 
while not permitting the minority of 
institutions with low net worth ratios 
(most of them not meeting their current 
net worth requirements) and negative 
ROAs to distort the average capital 
needs and capabilities of the industry. 

The analysis projects the feasibility of 
each group’s meeting the proposed 
regulatory capital requirements under 
various interest rate, growth, and 
profitability scenarios. The simulations 
also Investigate the extent to which 
thrifts could satisfy the current and 
proposed capital requirements through 
retained earnings and growth 
modification. The study also estimates 
the amount of additional external 
capital (capital not raised through 
retained earnings) needed for all 
institutions to meet the proposed capital 
requirements. 

'The simulation analyses project that 
approximately 2,450 insured Institutions 
will be able to meet their increased 
capital requirements through retained 
earnings and growth modification. *1116 
approximately 800 remaining 
institutions will require new external 
capital to meet the proposed 
requirement. However, 500 of those 
institutions already need additional 
external capital to satisfy the current 
regulation. Only about 300 additional 
institutions, about 9 percent of insured 
Institutions, will need to raise external 
capital. Thus, the proportionate increase 
from this regulation is modest. 

Furthermore, almost 500 of the 
institutions needing additional external 
capital are from the bottom tier of the 
industry—Institutions with current net 
worth levels below 3 percent, some of 
them well below. Fewer than one-fourth 
of the over 900 Institutions in the middle 
tier of the industry are projected to 
require any new external capital to meet 
the proposed requirements. Less than 5 
percent of the top tier will require new 
external capital. 

The amount of new external capital 
required by institutions with current net 
worth ratios above 3 percent is 
projected to be less than $10 billion, and 
probably will be closer to $5 billion or 
less. The capital needs of the bottom tier 
of the industry are substantially greater. 


While the proposed capital 
requirements are projected to reduce 
somewhat the growth rate experienced 
by the industry imder the current 
regulation, the study suggests that 
institutions vsdth current net worth ratios 
above 3 percent should nonetheless be 
able on average to grow over 6 percent 
per year with no additional external 
capital. Of course, greater growth is 
attainable if new external capital is 
raised. Institutions with current net 
worth ratios less than 3 percent are 
projected to be able to grow very little 
without additional external capital. 

In sum, the results of the simulation 
analyses clearly Indicate that the 
proposed capital requirements are 
attainable and reasonable in light of 
cuiTent net worth levels, portfolio 
composition, and projected industry 
profitability. 

5. Specific Comments on the Proposal 

a. Liability Component 

A large majority of commenters 
concurred with the Board’s 
determination that Insured Institutions 
need to Increase their current capital 
levels. Indeed, a large percentage of the 
letters received from the managers of 
insured Institutions stated that they 
already were taking steps to shore up 
their capital for sound management, 
financial, and economic reasons. While 
a significant number of the commenters 
contended that attaining 6 percent 
capital over 6 years was unrealistic for 
most institutions, they believed that 
their own Institutions would be able to 
meet the capital target in the absence of 
severe adverse circumstances. 

Over two-thirds of the commenters 
stated that attaining 8 percent capital on 
total liabilities in 6 years and 
capitalizing Increased liabilities at 6 
percent immediately is unrealistic and 
unattainable for many insured 
Institutions. Some commenters argued 
that the final general capital 
requirement should be lowered to 4 or 5 
percent. Over half of the commenters 
contended that the 6-year phase-in 
period to attain 6 percent capital on 
total liabilities should be extended, and 
most commenters recommended a 10- or 
12-year phase-in period. Many of these 
commenters stated that going from 3 to 6 
percent capital in 6 years will require 
institutions to generate a 50 basis point 
return on assets each year even if they 
do not grow. Their studies Indicated that 
Institutions experiencing growth would 
be required to have dramatically higher 
profits to meet their capital 
requirements. These commenters 
stressed that the industry has never 










A number of commenfers specifically 
protested being required to capitalize 
increawd liabilities at 6 percent 
immediately. These cominenters claimed 
that requiring such immediate 
capitalization will prevent prudent 
and restrict earnings, thereby 
inhibiting such InstitutionB' ability to 
raise capital through the retention of 
earnings and the sale of equity 
securities. Several commenters 
suggested excluding from the calculation 
of growth increased liabilities resulUng 
from interest credited to the accounts of 
depositors. 

Many commenters suggested 
modifications to ameliorate the 
perceived harmful effects of the 
proposaL First, some commenters 
asserted that the problem caused by the 
short phase-in period is exacerbated for 
those institutions currently under 3 
percent net worth because under the 
proposal such institutions must have a 
snapshot** 3 percent net worth on their 
base liabiliUes (liabilities on October 1. 
1986) as of December 31,1988. They 
recommended allowing such institutions 
to nmke the transition to 6 percent 
capital on a straight-line basis from their 
base factors (12 CFR 563.13(g)(2) (1986)) 
as of September 30,1886. The Board has 
avoided the “snapshot” requirement by 
the modification discussed below. 

Second, instead of the proposed 
incremental capiul rates, some of the 
commenters argued that the Board 
should either (1) set the incremental 
requirement 50 or 100 basis points above 
the current liability factor, or (2) base 
required incremental capital on a sliding 
growth scale. This second alternative 
would require institutions to capitalize 
increased liabUiUes at the higher of the 
current liability factor for base liabilities 
or a ^owth factor (3,4.5, or 8 percent) 
based on the institution's growth range 
(less than 15 percent, between 15 and 25 
pe^nt. or over 25 percent annually). 

Third, a few commenters recommended 
calculating the requirement annually 
rather than quarterly. Fourth, one 
commenter requested that the Board 
adjust the capital requirement for 
seasonal fluctuaUons in liabiliUes. a 
problem particular to resort areas of the 
country. 

After carefully reviewing all of the 
comments received on these issues, the 
ward continues to believe that insured 
iMtitutions have an immediate need for 
6 percent capital on their total liabilities 
oetore nsk adjustment, as was fully 

^ proposal See 51FR at 
I855i The industry’s current level of 
required capital does not provide 


adequate protection for insured 
institutions, their accountholders. and 
the FSUC in light of the economic and 
financial risks facing the industry. 

First, institutions* capital reserves 
must be large enough to withstand 
“normal** variations in earnings. 

Because thrifts* earnings are closely 
related to Interest rate movements, the 
increased volatility in interest rates 
since 1979 is reflected in 
correspondingly increased volatility in 
^titutions* ‘‘normal** earnings. This risk 
from interest rate fluctuations is 
exacerbated further by the nature of 
thrift portfolios, which have 
traditionally been composed of long¬ 
term, fixed-rate assets and short-term 
liabilities. 

Second, the Board*8 decision to reduce 
reserve and capital requirements in the 
1980 to 1983 period was In response to 
the major finandal problems of insured 
institutions resulting from substantial 
negative spreads between their asset 
yields and cost of funds during that 
period. Current interest rates and the 
interest rate spreads between 
institutions* assets and liabilities have 
returned to 1978 levels, thereby making 
it feasible for a large majority of 
Institutions to attain higher capital 
levels. For example, in 1981 and 1982 
thrifts* average annualized cost of funds 
was 10.86 and 11.24 percent while their 
average annualized return on mortgages 
was 9.91 and 10.65. For 1984 and 1985. 
their average annualized cost of funds 
was 9.59 and 9.12 percent while their 
average annualized return on mortgages 
was significantly higher. 11.66 and 11.53 
percent. Furthermore, as a result of the 
improvement in thrifts’ profits, a 
favorable market for thrift equity issues, 
and the effects of the current net worth 
regulation, the regxilatory net worth of 
thrifts rose to $48.6 billion at the end of 
1905. increasing thrifts* average 
regulatory net worth to liabilities ratio 
to 4.38 percent from 3.87 percent at the 
end of 1964. Although current interest 
rate spreads are favorable to thrifts and 
their average net worth ratios have 
increased, the continuing high volatility 
of the interest rate environment by 
historical standards demands that 
capital be increased while feasible to 
protect institutions and the FSUC 
against future adverse interest rate 
movements. 

T^ird, the competitive environment in 
which thrifts operate necessitates 
greater minimum capital requirements. 
Insured institutionB have in recent years 
been required to compete with other 
tj^es of financial institutions by offering 
high investment yields in order to attract 
and retain deposits and capital TTiis 


increased competition reduces operating 
margins and increases the need for 
additional capital to help institutions 
endure adverse economic periods and 
compete more vigorously. 

Fourth, the new expanded asset 
powers of federally and state-chartered 
insured institutions have provided 
beneficial ^versification opportunities 
for institutions, but they have also 
increased their opportunities for risk 
taking. Some institutions that have 
exercised these expanded asset powers 
without adequate risk evaluation or 
protection have developed severe asset 
quality problems previously almost 
unknown in the thrift industry. Four 
years ago, roughly 80 percent of the 
FSLIC 8 cases were primarily caused by 
interest rate spread problems, while 20 
percent were due primarily to asset 
quality problems. Recently that ratto has 
almost completely reversed itself to 30 
percent interest rate spread problems 
and 70 percent asset quality problems. 
This is particularly significant because 
resolution of asset quality problems is 
substantially more costly for the FSLIC. 
The Board is firmly convinced that 
institutions* capital requirements must 
track the risk inherent in their 
operations and investments, including 
commercial loans and equity 
investments. 

Fifth, commercial banks currently arc 
required to maintain significantly higher 
capital ratios than thrifts. The federal 
bank supervisory agencies generally 
require ratios of total capital to total 
assets of not less than 6 percent, with 
required ratios of primary capital to 
total assets of not less than 5.5 percent. 
The FDIC, as did the FRB and the OCC 
In adopting these standards, fully 
considered and discussed the needs of 
insured commercial banks for these 
levels of capital in the interest of bank 
safety and soundness. See 50 FR 11138 
(March 19,1985). The Board shares these 
safety and soundness concerns, as 
modified to reflect the collateralization 
of a substantial percentage of thrifts* 
portfolios by residences, commercial 
buildings, and land. 

(i) Modifications to the Proposal 
Although the Board has determined, 
based on the Feasibility Study and other 
considerations, that the large majority of 
institutions meeting their current net 
worth requirements would be able to 
satisfy the proposed regulatory capital 
requirements, the Board has decided, 
partially in response to commenters, to 
raoefify certain aspects of the proposal to 
aid Institutions in meeting the new 
capital requirements. The changes most 
directly applicable to attaining the 
general 6 percent capital requirements 
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are the Board's decisions (1) to base the 
phase>in schedule on the profitability of 
Insured institutions during the transition 
period, and (2) to avoid the “snapshot” 3 
percent requirement at the time of the 
first computation. These modifications 
are discussed below along with others 
establishing the maturity matching 
credit calculated from institutions* 

Interest rates gaps and adjusting the 
Incremental capital requirements for 
institutions' capitalization ratios. 

(ii) Cumulative Effect Many 
commenters expressed serious concern 
that the cumulative effect of various 
legislative and regulatory changes will 
80 impair institutions’ earnings that they 
will be unable to meet the proposed 
capital requirements. The commenters 
specifically addressed concerns about 
the proposed tax reforms, continuation 
of the FSUC special assessment, and 
other Board regulations. They also 
expressed their concerns about the 
Impact of the Financial Accounting 
Standards Board’s (“FASB”) proposed 
new treatment of loan origination fees. 
Accounting for Nonrefundable Fees and 
Costs Associated with Originating and 
Acquiring Loans, December 1965. 

Tlie Board has decided to adopt this 
regulation despite other pending 
legislative and regulatory proposals for 
two reasons. First, capital adequacy 
continues to be a fundamental concern 
of the Board when considering the 
health of insured institutions and the 
protection of the FSUC fund. Given the 
importance of capital adequacy, the 
Board believes that it would be 
inappropriate to postpone 
implementation of this reflation or to 
condition its implementation on the 
results of other regulatory or legislative 
activity. Second, die Feasibility Study 
Indicates that most institutions will be 
able to satisfy the higher requirements 
despite the potential effects of these 
other legislative or regulatory initiatives. 
As discussed below, the Board is 
modifying the phase-in period to 
accommodate any adverse or beneficial 
effect from the changing economic 
circumstances for insured institutions, 
including such proposed initiatives. 
Furthermore, the Board will monitor 
such proposals and their effects on 
Insured institutions and may revisit 
these issues if warranted. 

(iii) Flexibility for Well Capitalized 
Institutions, A number of commenters 
suggested that well managed institutions 
with relatively high capital levels should 
enjoy greater investment and growth 
flexibility and reduced incremental 
capital requirements. Some of these 
commenters further suggested that the 
Incremental capital and growth 


restrictions should vary inversely with 
institutions* capital levels and other 
factors reflecting sound management. 

The Board adopted these 
recommendations by making the 
changes to the proposal explained 
below. 

(iv) Gambling on High Yield 
Investments, A large number of 
commenters argued that the difficulty of 
satisfying the proposed capital 
requirements through earnings on a 
conservative thrift portfolio would cause 
institutions to gamble on high yield, high 
risk strategies (usually devised to avoid 
the incremental contingency 
requirements) that could increase 
institutions' risk of failure and, 
correspondingly, the risk to the FSLIC. 
lliey also state that setting 
imachievable capital requirements 
stigmatizes conservative institutions as 
imsound when the converse may be 
true. 

Although the Board does not view the 
proposed capital requirements as 
unachievable, it is responding positively 
to these and other comments by making 
the feasibility enhancing modifications 
explained elsewhere. These changes 
should reduce the incentive for sound 
Institutions to take Inordinate risks to 
achieve the capital requirements. 
Naturally, these institutions must 
continue to take reasonable action to 
increase their ROA, lower their cost of 
funds, and improve their operating 
efficiency. It also should be noted that 
many of the commenters appeared to 
assume that institutions could only 
increase capital through retained 
earnings, totally disregarding the ability 
of many stock institutions to raise 
external capital by selling common 
stock, preferred stock, and subordinated 
debt in the pubic market. Many strong 
mutual institutions can also raise 
external capital by converting to stock 
form or issuing subordinated debt. 

The Board does recognize that some 
poorly managed institutions, unable to 
access the securities market, may 
attempt iU conceived, high risk 
strategies. The management of such an 
institution would, in effect, be choosing 
to endanger the solvency of the 
institution through high risk schemes 
rather than work with the PSA in 
resolving the problems underlying the 
institution's continuing low capital 
position. The Board believes, however, 
that it cannot responsibly set the capital 
requirements of insured institutions at 
levels that such poorly managed, 
undercapitalized institutions can easily 
meet Instead, the Board must rely on its 
monitoring of such actions and its 
general enforcement powers to control 


irresponsible actions by a minority of 
insured institutions. 

(v) External Sources of Capital, Some 
commenters expressed concern that the 
market will be unable to absorb the 
necessary level of thrift issuances at full 
value. They anticipate that a market glut 
of thrift securities will develop that will 
harm Ae marketability and price of the 
seouities. thereby retarding the process 
of Increasing capital. 

Furthermore, some commenters 
contended that if unachievable capital 
requirements are Imposed many sound 
Institutions will be branded as problem 
Institutions vulnerable to tight 
government control, thus harming the 
institutions' ability to raise adequate 
amounts of external capital at 
reasonable prices. A few commenters 
also made the point that the capital 
requirement should not be so high that 
institutions would be unable to pay 
dividends to stockholders, thereby 
thwarting their ability to raise external 
capital 

In response to these and other 
comments, the Board has modified the 
proposal, as discussed elsewhere. These 
modifications also should allow well 
capitalized Institutions to operate more 
freely and to pay reasonable dividends. 

The Feasibility Study finds, moreover, 
that it is highly practicable for thrifts to 
raise external capital through the 
issuance of additional equity securities 
by stock institutions or through the 
conversion to stock form by mutual 
institutions. The study demonstrates 
that there currently is a bull market In 
thrift securities. From Jeinuary 1,1965, to 
June 30,1980, the Standard and Poor’s 
500 index, of the stock market increased 
in value by 48 percent Over the same 
period, a thrift Industry stock market 
index increased by 129 percent over 
two and one-half times the Increase of 
the broader index. The OPER Feasibility 
Study attributes this increase to the 
general rise in the stock market and the 
influence of interest rate variations on 
the prices of thrift stocks. 

At the end of 1985, there were 1,087 
stock Institutions (about one-third of the 
industry] holding $602 billion in assets, 
56 percent of the Industry's assets. 

These Institutions raised about $2 billion 
in new equity during 1985 and the first 
quarter of 1986. Also in December 1985, 
fiiere were 2,158 mutual institutions 
holding assets of $468 billion. 

The Feasibility Study indicates that 
there is an extremely strong conversion 
market for the securities of mutual 
institutions and that conversion 
constitutes the largest source of new 
capital for the thrift industry. Typically, 
the value of a mutual institution is 










appraised, and stock is sold in that 
amount. From 1976 through the first 
quarter of 1986. a total of $5.5 billion in 
new equity was issued and sold in this 
manner. TTie possibility of mutuals 
converting and issuing subordinated 
debt is discussed further below. In short, 
however, the conversion market 
presents a large number of mutual 
institutions with the opportunity, if they 
choose to use it, to improve their capital 
positions dramatically. 

(vi) The Need for Mutuals to Convert 
to Stock Form. Several commenters 
objected that the proposal would have 
forced a large number of insured 
institutions, particularly mutual 
institutions, either to convert to the 
stock form, to merge, or to be liquidated. 
These commenters expressed concern 
that mutuals, which serve a valuable 
purpose by focusing on their 
communities* home hnancing needs, 
would be forced out of existence. Some 
comments requested that the Board at 
least simplify the process of conversion. 

The Board does not intend to force 
mutual institutions to convert to the 
stock form, nor should the new capital 
regulation necessarily have that effect. 
Rather, the regulation is intended to 
raise regulatory capital levels in the 
industry. Of the 2.158 insured mutual 
institutions at the end of 1985.1,101 had 
regulatory net worth to liability levels of 
over 5 percent These institutions either 
already comply with the final rule or 
should be able to comply within the 
transition period without having to 
convert or raise external capital by 
other means. Many of the 641 mutual 
institutions with regulatory net worth to 
liability levels of between 3 and 5 
percent will also be able to comply with 
the regulation without converting or 
raising large amounts of external 
capital. 

The Board's studies and experience 
do indicate, however, that the range of 
mutual institutions that have converted 
is so broad that some institutions with 
low net worth also can raise their 
regulatory capital levels through 
conversion. Indeed, the environment for 
conversion has been extremely 
hospitable of late, and the conversion 
process in general has been successful. 
Between January 1.1985. and March 31. 
19^, 60 mutual institutions converted, 
raising a total of nearly $1.2 billion in 
new equity capital. Of these insUtutions. 
the average preconversion ratio of 
regulatory net worth to liabilities was 
3.95 percent. This ranged from a low of 
- .4 percent to a high of 10.8 percent. 

The average preconversion ratio of net 
worth to liabilities using generally 
accepted accounting principles 


("GAAP”) was 3.3 percent, ranging from 
a low of 0 percent to a high of 10.8 
percent. Moreover, the institutions with 
preconversion regulatory net worth to 
liabilities of leas than 3 percent that 
converted during the 1985 to 1986 period 
raised new capital of $94.5 million. On 
the average, institutions that converted 
during this period increased their ratio 
of regulatory net worth to liabilities by 
3.6 percent. 

The conversion market has been 
propelled by a number of factors. First, 
the positive effect on thrifts* earnings of 
the decline in interest rates has made 
thrift issuances attractive to the market. 
Second, many mutual institutions are 
attractive to prospective stockholders 
because they have restructured their 
portfolios to create solid core earnings 
that will be relatively immune to interest 
rate fluctuations. Third, many 
conversions in 1983 and 1984 were sold 
with the expectation that the institution 
would become a takeover candidate. 

However, there are viable alternatives 
for mutual institutions that do not wish 
to convert. Among other things, thrifts 
can issue subordinated debt, sell assets, 
or reduce outstanding liabilities. 
Furthennore. the Board's modified 
transition period will allow the earnings 
of mutual institutions to play an even 
larger role in meeting their capital 
requirements. 

(vii) Rejection of Other Recommended 
Alternatives. In light of the achievability 
of these regulatory capital requirements 
for most institutions meeting their 
current requirements, and mindful of the 
modifications to the proposal, the Board 
has decided that other changes 
suggested by commenters either are 
unnecessary or would impair the 
industry’s attainment of a general 
capital requirement of 6 percent capital 
adjusted for risk. The sliding scale 
based on growth rates, although helpful 
in slowing highly leveraged growth 
under the prior net worth regulation, is 
unnecessary under the final rule 
because all increased liabilities will be 
capitalized at 6 percent, thereby halting 
overleveraged growth. Furthermore, 
requiri^ 6 percent incremental 
capitalization reduces the need to raise 
an unrealistic amount of capital at the 
end of the transition period. 

The Feasibility Study has persuaded 
the Board to reject the suggestions that 
growth from the crediting of interest to 
accounlholders be excluded and that 
seasonal adjustments for deposit growth 
be made. The modifications made by the 
Board in adopting semiannual 
adjustments and growth regulation 
revisions have addressed these issues to 
the extent warranted. 


Finally, the immediate need for 
increased capital and for institutions to 
be able to track their capital positions 
and requirements dissuades the Board 
from adopting the suggestions for 
establishing at the beginning of a year a 
capital requirement to be met at the end 
of the year and for computing the 
requirement annually rather than 
quarterly. The Board rejected this 
recommendation in 1985 when it 
adopted the prior net worth regulation. 
The Board remains convinced that 
institutions should compute and meet 
their capital requirements at the end of 
each quarter. 

b. Contingency Component 

Almost half of the commenters 
addressed the proposed amendments to 
the contingency factor, which a majority 
supported with certain modifications 
suggested by many commenters. By far 
the concern most frequently expressed 
by comment letters was the lack of 
grandfathering in the proposal. Many 
pointed out the difficulties involved in 
imposing new capital requirements on 
loans and investments already owned or 
committed to by an institution. 
Commenters believed that this would 
require either the sale of assets, possibly 
at distress prices, or the immediate 
setting aside of additional reserves. 
Commenters argued that for institutions 
with carefully planned programs, as well 
as for those with cash flow or liquidity 
problems, this would be difficult if not 
impossible. Commenters also felt that it 
would be unfair to place additional 
restrictions on investments that were 
acceptable when made. Upon 
reconsideration, the Board agrees that 
hardship could be caused by the 
imposition of new requirements on 
existing elements of insured institutions' 
portfolios. Consequently, the final rule 
grandfathers direct investments, land 
loans, and nonresidential construction 
loans as described below. 

Other commenters addressed the 
general requirement of additional 
reserves against specified types of 
assets. A number suggested that 
classification of assets is a better 
approach: others favored more stringent 
limitations on loans to one borrower or 
aggregate direct investments instead of 
the proposed revision of the contingency 
component. These commenters argued 
that the risks associated by the Board 
with problem investments could be 
better identified and controlled by these 
other methods. 

As the Board observed in the 
proposal, the problem of losses 
associated with direct investments, land 
loans and nonresidential construction 
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loans is addressed to a certain extent by 
the classification of assets regulation. 12 
CFR 561.16c, recently adopted by the 
Board. This regulation requires 
additional capital or the establishment 
of reserves for those assets which, upon 
examination, are found to be either 
nonperforming or weak to a substantial 
degree. Classification is a method for 
identifying, at an earlier date than is 
otherwise possible, assets that may 
result in losses. However, it does not 
require the institution to provide a 
cushion of extra capital at the outset of 
a risky transaction, a time when the 
institution is more likely to be able to 
establish reserves against possible 
future losses. Further, the classification 
of assets regulation only operates on a 
case-by-case basis and does not 
specifically address types of 
transactions that the Board has found to 
be inherently risky. Finally, investments 
in securities—a significant component of 
direct investment—are excluded entirely 
from the classification of assets 
regulation. As a result, the Board has 
determined that the classification of 
assets regulation is not a substitute for 
requiring increased capital reserves 
against investments involving a high 
degree of risk. 

The Board declines to implement 
suggestions that the risks associated 
with*these types of investments should 
be addressed by a loan to one borrower 
limit or modification of the current limit 
on direct investments. While a ceiling on 
equity investments in or loans to a 
particular entity limits exposure from 
investments or loans to that entity, it 
does not provide a cushion against the 
risk of loss inherent in a program of 
direct investments or high risk loans to a 
number of entities. Consequently, the 
Board does not believe that this type of 
limit could be substituted for capital 
requirements for these investments. The 
Board will consider the interaction 
between these capital requirements and 
the direct investment regulation when it 
examines the direct investment 
regulation prior to its expiration on 
January 1,1987. 

Commenters asserted that institutions 
with careful investment programs and 
solid underwriting can make direct 
investments and land and 
nonresident]al construction loans 
without exposure to abnormal risk. 
Several commenters contended that for 
a healthy institution these types of 
investments contribute to financial 
strength and profitability, and sought the 
flexibility to continue making them. 

It has been the Board's examination 
experience, noted in the preamble to the 
proposal, that losses on direct 


investments have been due to the 
speculative nature of those investments. 
Losses on land loans and nonresidential 
construction loans stem largely from the 
underwriting and investment policies of 
individual institutions. The examples 
discussed at length in the proposd 
reveal severe loan underwriting and 
loan administration deficiencies with 
regard to these types of loans, including 
little or no management analysis of 
project feasibility or the ability of the 
borrower to repay the loan, failure to 
verify project progress prior to 
disbursing draws, and inadequate 
appraisals. 

The Board also recognizes that 
institutions with low regulatory capital 
have an incentive to gamble on high 
returns from heavy investments in 
nonresidential construction loans, land 
loans or other high-risk investments 
because they, not the FSLIC, have much 
to gain and nothing to lose. 

Implementing additional capital 
requirements for such loans would 
motivate each institution to make 
prudent operating decisions and to set 
prudent operating policies by giving the 
institution a significant stake in adverse 
as well as positive outcomes of its 
decisions. Additional capital 
requirements will discourage 
irresponsible operating policies because 
the brunt of losses from *‘bad’* operating 
policies will fall first on the institution’s 
capital reserve rather than on the FSLIC 
insurance fund. For these reasons, the 
Board has concluded that, while an 
institution should be permitted to 
exercise independent judgment in 
selection and implementation of 
operating policies, the freedom to set 
such policies must be coupled with the 
institution’s maintenance of adequate 
regulatory capital. 

A number of commenters made 
specific suggestions for changes in the 
contingency factor. Many favored 
imposing additional reserve 
requirements only when institutions 
exceed designated levels of direct 
investments, nonresidential construction 
loans, and land loans. Others suggested 
different percentages of required 
capitalization, including some which 
were lower and some which were higher 
than those proposed. Specific 
suggestions induded excluding multi¬ 
family construction loans, lines of credit 
and credit cards, and exempting 
particular loans or investments of 
certain institutions based on the 
institutions’ track records, net worth, the 
loan-to-value ratios of their loans, and 
other factors. 

The Board believes that many of the 
specific suggestions of the comment 


letters have merit and is adopting in this 
final regulation several significant 
modifications suggested by commenters. 
The Board upon reconsideration agrees 
that it is not necessary to require all 
insured institutions to hold reserves to 
the same extent against all the items in 
the contingency factor. The requirement 
will be based instead on the amount of 
an institution’s capital and the 
percentage of its assets subject to the 
contingency component. Moreover, the 
Board has determined to exclude loans 
for construction of multifamily 
residences from the category of 
construction loans requiring additional 
capital. With respect to other 
components of the contingency factor, 
the Board has decided to retain the 
capitali 2 :ation requirements of 2 percent 
of recourse liabilities and 20 percent of 
scheduled items, but to require a new 
reserve only against standby letters of 
credit These and other changes will be 
described more fully below. 

c. Maturity Matching Credit 

About one-fourth of the commenters 
addressed the proposals expansion of 
the qualifying balance deduction. Most 
of the commenters generally supported 
the proposal, but suggested specific 
changes to further expand this 
deduction. 

The proposal would have expanded 
the definition of qualifyi^ balances to 
include an institution's liquid assets as 
defined in 12 CFR 523.10, plus its 
qualifying ARMs, plus 1-4 family 
residential mortgages representing 
permanent rather than construction 
financing, and investment grade 
mortgage related securities with 
remaining contractual term-to-maturity 
of 2 years or less, fixed-rate liabilities 
with remaining term-to-maturity of 3 
years or more (the dollar weighted 
average term-to-maturity of liabilities 
used in this exclusion had to be at least 
5 years) for which the institution has a 
comparable amoimt of fixed-rate, 
permanent. 1-4 family residential 
mortgages and/or investment grade 
mortgage backed securities of equal or 
greater maturity. The proposal would 
not have permitted an institution to 
reduce its overall capital requirement 
below 3 percent for the first 3 years after 
the proposed effective date. After the 
third year, an institution would not have 
been piermitted to reduce its overall 
requirement below 4 percent, and after 
the sixth year the minimum would have 
been 5 percent 

Many commenters suggested an 
expansion of the qualifying balance 
deduction. Some commenters were of 
the opinion that the Board should deem 










all mteresl rale sensitive assets eligible 
for inclusion in the qualifying balance 
deduction. Others proposed the 
inclusion of specific interest rate 
sensitive assets, including ARM^ 
secured by multifamily housing, 
adjustable-rate consumer loans, all 
government guaranteed mortgage 
backed securities, and all liquid assets. 
Several commenters also suggested that 
the qualifying balance deduction include 
passbook accounts, negotiable order of 
withdrawal ("NOW”) accounts, and 
certificates of deposit (“CDs”) subject to 
substantial early withdrawal penalties 
rather than only those that may not be 
withdrawn prior to maturity. 
Commenters described such assets as 
‘‘stable sources of funds.” 

Most of the comments that addressed 
specific components of the proposal 
recommended that the Board expand the 
category of ARMs eligible for inclusion 
in the qualifying balance deduction. A 
majority of the commenters who 
addressed this issue felt that it was 
unrealistic to require that an ARM have 
a cap of at least 5 percent above the 
fully indexed initial rate. Some 
commenters suggested that the Board 
should instead require a cap of 5 percent 
above the actual initial rale or a cap of 4 
percent above the fully indexed rale. 
Other comments advocated the 
inclusion of ARMs that adjust every 3 
years. 

Many comments objected to the 
proposed system of floors below which 
an in8titution*s required capital could 
not be lowered. Most comments which 
addressed this issue suggested that the 
Board permit qualifying balances to 
reduce the net worth requirement to 3 
percent without the proposed stipulation 
that the reduction would be decreased 
after several years. Furthermore, these 
comments stated that the amount of 
credit given for qualifying assets should 
be more closely equivalent to the 
amount of reserves required for other 
assets. 

The proposal, and previous 
regulations governing minimum 
regulatory capital requirements, 
reflected the Board's determination that 
the qualifying balance deduction should 
be a function of the amount of an 
institution's specific assets and 
liabilities that tend to generate low 
interest rate risk. In response to the 
consents, which almost unanimously 
criticized the limited numbers and types 
of items that the Board identified as 
includable in the qualifying balance 
deduction, the Board has decided to 
reconsider its approach to the 
calculation of this credit. The Board has 
determined that the qualifying balance 


deduction should be a measure of an 
Institution’s overall interest rate risk and 
that the most accurate available 
computation of this risk is the 
cumulative hedged gap figure. This 
approach will be explained more fully 
below. 

d. Growth Regulation 

One commenter protested that the 
Board did not have statutory authority 
to adopt the growth regulation initially 
in 1985 and therefore cannot retain or 
revise the regulation. This commenter 
did concede the Board's authority to 
establish reserves as a lawful basis for 
the 4 percent incremental requirement 
on excess growth, although the 
commenter disputed the need for this 
provision. 

The Board fully considered a 
substantial number of comments on this 
point when it proposed and adopted the 
former growth regulation and believes 
that the reasons leading to the 
regulation s initial adoption continue to 
support the Board's authority and need 
to retain the regulation. In short, the 
Board believes that this control over 
growth aids the Board to exercise its 
supervisory responsibility under the 
National Housing Act and the Federal 
Home Loan Bank Act to protect the 
safety and soundness of insured 
institutions. 

A few commenters addressed the 
Board’s proposed changes to § 563 . 13 - 1 , 

12 CFR 563.13-1 (1986), the regulation 
requiring PSA approval of growth over a 
2 -quarter period at greater than a 25 
percent annual rate. Five commenters 
thought that the Board should not 
restrict an institution’s growth so long as 
It is adequately capitalized. Seven 
commenters discussed the timing of 
action by the PSA in reviewing and 
approving growth plans. These 
commenters thought that the PSA should 
be required to respond promptly to a 
growth plan and to refrain from delaying 
the date for final action on a plan by 
requesting additional information. 

Finally, one commenter complained that 
the effect of the application of the 
growth regulation to de novo institutions 
and other small institutions would be 
crippling, preventing such institutions 
from achieving economies of scale and 
reaching the point of financial viability. 

In retaining the growth regulation, as 
amended, the Board seeks to ensure that 
rapid growth is adequately capitalized 
and is undertaken pursuant to a well 
considered growth plan under 
appropriate PSA supervision. The 
yard’s experience in supervising 
institutions with high growth rates 
dictates generally that the Board retain 


its current regulation providing for 
approval of growth over 25 percent. 

The Board has decided, however, to 
exempt from the prior approval 
requirement institutions meeting the 
higher of their fully phased-in capital 
requirement (6 percent of total liabilities 
plus contingency component minus 
maturity matching credit) (“fully phased- 
in requirement”) or 6 percent of total 
liabilities. The Board has supervisory 
authority over all institutions, however, 
it has decided to provide greater growth 
flexibility to such well-capitalized 
institutions. These exempted institutions 
must continue to provide notice to their 
PSAs, in the same manner as 
institutions seeking PSA approval of 
their intention to grow in excess of the 
standard set by the regulation. 

This modification also has the effect 
of exempting from the pre-approval 
requirement de novo institutions with 
capital equal to the higher of the fully 
phased-in requirement or 6 percent of 
total liabilities, which include the large 
majority of de novo institutions because 
of their higher capital requirements. De 
novo institutions also are subject to 
additional requirements under their 
charters, including PSA review of their 
business plans for their first 3 years of 
operation, which eliminate the need for 
and may conflict with application of the 
growth regulation. Moreover, this 
exemption from the pre-approval 
requirement for de novo institutions 
meeting the higher of their fully phased- 
in requirement or 6 percent of total 
liabilities will enable them to achieve 
economies of scale and expand 
according to their plans for economic 
viability under general PSA oversight. 

Although the Board is adopting this 
exemption, it is eliminating the general 
exemption from the growth regulation 
for institutions with total assets of $100 
million or less. Therefore, only well 
capitalized institutions satisfying the 
criteria of the new exemption will not be 
subject to the regulation. The reasons 
for the Board’s determination to 
eliminate this exemption were fully set 
forth in the preamble to its regulatory 
capital proposal. See 51 FR at 16554. As 
stated there, the fact that an institution 
has $100 million or less in assets does 
not protect it or the FSUC from the ill 
effects of highly leveraged growth. 
Termination of this exemption will 
affect institutions without capital equal 
to the higher of 6 percent of total 
liabilities or their fully phased-in 
requirements. A substantial number of 
these institutions are non de novo 
institutions that were operating before 
December 1983 but that have not grown 
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to $100 million since they commenced 
operation. 

Such institutions are not subject to the 
same charter requirements as de novo 
institutions, and the Board’s supervisory 
experience shows no reason to extend 
the exemption firom the general 
regulation for these institutions. 

Finally, the Board finds that the 
procedure established for permitting 
growth in excess of the regulatory norm 
is adequate to accommodate the needs 
of institutions that can demonstrate 
their ability to undertake adequately 
capitalized growth. The Board is, 
however, sensitive to institutions' need 
to obtain expeditious review of their 
requests for approval of such higher 
growth levels. For this reason, the Board 
sought comment on whether to retain 
the current requirement that PSAs notify 
institutions within 10 days of the filing 
of a growth plan whether they had 
provided all necessary information or 
whether additional information was 
required. After balancing the need for 
prompt action on growth plans and the 
administrative burden on the PSAs of 
acting on applications, the Board has 
decided to continue the 10-day time 
period for PSA notification. 

The Board has also decided to adopt 
its proposal to add another standard to 
those permitting disapproval or 
conditioning of growth plans. This new 
standard permits the PSA to base his 
determination on whether the overall 
policies, conditions, and operation of the 
applicant afford a basis for supervisory 
objection. The PSAs* experience with 
reviewing growth plans reflects that this 
addition will aid their overall review 
determinations. 

The Board is also adopting a 
liberalizing amendment to exclude from 
the growth regulation securities 
issuances of finance subsidiaries up to 
institutionB' levels on December 31. 

1985. Under the former regulation, when 
grandfathered securities mature and are 
replaced by other securities up to the 
same dollar amount, the amount of new 
securities must be included in the 
finance subsidiary's parent institution’s 
total liabilities unless otherwise 
exempted under § 563.13-2. This amount 
must be capitalized at 6 percent unless 
the parent's total liabilities are less than 
its base liabilities at the end of the 
quarter in which the new securities are 
issued. The Board, however, has 
decided not to include such securities in 
the parent’s growth for that quarter 
under § 563.13-1. In addition, the Board 
will use the total liabilities figure used 
for regulatory capital purposes as the 
beginning liabilities figure for the next 
growth computation period. That is. the 
new non-grandfathered securities 


issuance will be included in the parent's 
total liabilities 6L8 of the quarter in which 
issued, with its resulting effect on 
regulatory capitaL but will not be 
counted for growth purposes. The Board 
is making this exemption to enable 
institutions to use the 25 percent annual 
growth limitation for new liability 
growth at the parent or finance 
subsidiary level before requiring PSA 
approval, rather than needing such 
approval just to keep its existing level of 
securities issuances in its finance 
subsidiary. In short, the growth 
regulation was not taigeted at growth 
resulting from the Board's decision to 
include non-dui*ation matched securities 
issuances, through subsidiaries in the 
total liabilities of parent institutions. 

e. Finance Subsidiaries 

Ten comment letters addressed the 
Board's proposal to amend S 563.13-2, 
which requires the securities issuances 
of finance subsidiaries and certain other 
subsidiaries to be included in the total 
liabilities of their parent institutions for 
purposes of computing the parent's net 
worth requirement This regulation 
currently provides an exemption from 
this requirement for securities issuances 
that are substantially duration matched 
to the issuance's collateralizing assets 
and that will remain so matched 
throughout the life of the securities 
without active management. In order to 
limit credit risk and excess 
overcollateralization without adequate 
capitalization, the Board proposed to 
limit this exclusion to those duration 
matched securities that are 
collateralized by assets whose market 
value is less than 110 percent of the 
gross proceeds of the securities 
issuance. The Board solicited comment 
on this issue. 

Two commenters concurred with the 
110 percent restriction. Six other 
commenters argued that the Board’s 
proposed limitation would force thrifts 
to use only high grade, high coupon 
assets, such as guaranteed mortgage 
backed securities, to collateralize 
finance subsidiaries' securities 
issuances. They asserted that such 
action would fnistrate a primary 
purpose of creating frnance 
subsidiaries—to liquify "underwater” 
assets and other lower quality assets 
and transfer interest rate risk to third 
parties. Similarly, one commenter 
contended that the Board would be 
harming the development of various 
types of mortgage related securities that 
would transfer some risk from the FSUC 
to the market Two commenters 
contended that because the rating 
agencies require collateralization of 105 
percent on a book value basis, such 


collateralization by premium assets 
could significantly exceed the 110 
percent market value collateral limit. 

One commenter recommended that the 
Board achieve Its goals of limiting credit 
risk by applying the incremental capital 
requirements under the contingency 
component to the assets of finance 
subsidiaries. Another comment added 
an alternative for totally restructuring 
the current regulation. Finally, one letter 
suggested that the Board have the PSAs 
review issuances for credit risk and 
overcollateralization on a case by case 
basis. 

After consideration of these 
comments, the Board continues to 
believe that it must adopt the rule as 
proposed, restricting the market value of 
collateral for securities Issuances 
exempted from a regulatory capital 
requirement to 110 percent of the 
issuance's gross proceeds, in order to 
restrict the credit risk often associated 
with high levels of overcollateralization. 
Such levels of overcollateralization 
generally reflect the market's 
determination that the collateral 
Involves high credit risk. The Board 
wishes to ensure that it does not provide 
incentives for the origination or 
purchase of such risky assets. The Board 
has concluded, as stated in the proposal, 
that allowing collateralization by assets 
with market value up to 110 percent of 
the gross proceeds of a securities 
issuance would allow the large majority 
of mortgage related securities issuances, 
including almost all that are backed by 
guaranteed mortgage backed securities, 
to be exempted if they are duration 
matched. The Board also will monitor 
the effects of this limit. The Board is not 
prohibiting issuances with greater 
collateralization, but rather is requiring 
only that such securities be subject to a 
regulatory capital requirement through 
inclusion in the parent's total liabilities 
like any of the parent thrift's liabilities. 

The Board has decided not to adopt 
the other recommendations of 
commenters, such as relying solely on 
PSA review. The Board believes it 
pointless and overly burdensome to 
provide for PSA review of the credit risk 
of issuances on a case by case basis. 
The Board, however, is excluding from 
the new collateral limitation those 
issuances to which an insured 
institution was legally committed, or for 
which it had definite written plans in 
existence on or before August 15,1986. 
the date of adoption of this regulation. 
This requirement of a specific plan or 
commitment by an insured institution 
applies no matter whether an issuance 
is made through a third party 
intermediary or whether an issuance is 











part of a shelf-regiatration type of 
offering. 

f. Genera] Loan Loss Reserves as a 
Component of Regulatory Capital 

Many comments on the Board’s 
proposal for redefining regulatory net 
worth urged the Boau'd to allow insured 
institutions to include unallocated 
(general) loan loss reserves as a 
component of regulatory capital. They 
contended that it is prudent for 
managers to set aside reserves that are 
limited to ahsoAing.possible future loan 
losses to cover Ihexredit risk which is 
inherent in loan portfolios. They argued 
that unallocated loan loss reserves 
provide a signfficant buffer from future 
losses for insured instilutrons and the 
FSLJC and that including such reserves 
in regulatory capital provides 
Institutions with an incentive to build 
loss reserves. Additionally, they noted 
that commercial banks include such loss 
reserves in primary capital and, 
therefore, reasoned ^at the.Board 
should treat these loss reserves in the 
same manner. 

The Board generally agrees with the 
conunenters that general loan loss 
reserves provide additional protection to 
insured instituttons and may serve to 
protect the FSLIC from loss. 

Accordingly, the Board is amending 
§ 561.13(a] to clarify that allowances for 
loan losses constitute a component of 
regulatory capital. The Board notes, 
however, the allowance for loan losses 
does not include specific reserves of any 
kind, including those established 
pursuant to S 561.16c, { 563.17-2. or 
§ 571.1a. 

The i^ard is concerned that insured 
institutions have not had adequate 
experience in classifying fhelr own 
assets and, consequently'that ifaey may 
have dtffrculty distinguishing between 
necessary specific reserves and general 
reserves. Therefore, the Board is 
revising Seefion A of its Qu^erly 
Report to distinguish between general 
and specific reserves and, as to specific 
reserves, to distinguish between those 
resulting from appraisals and from 
classification, llie Board intends to 
monitor carefully the reporting of ouch 
reserves. 

C. Description of the Final Rule 

The Board has fully discussed in the 
preamble of the proposed regulation and 
in its response to comments above, its 
rationale for revising its former net 
worth requirements. This final 
regulation Incorporates (he rationdle 
stated ^ the preamble of the proposed 
regulation by reference. See 61 FR at 
16563-62. This section of the preamble 
attempts not to repeat that rationale or 


its discussion above, but rather seeks to 
explain the provisions of the regulation 
adopted today in order to aid 
compliance by insured institutionB. 

f. Liability Component 

The final rule adopted today increases 
insured institutions' required capital to 6 
percent over a transition period the 
length of which wifi be determined by 
the industry’s profitability. 

Under this regulation, institutions 
must have 6 percent capital for all 
liabilities in excess of the book value of 
their ^sting levels of liabilities on the 
effective date of this regulation, January 
1,1967. Jn short all grow'th of all 
uistitutions must be capitalized.at 6 
percent imme^ately. On the nlher hand, 
institutions will have a number of years, 
which <will be determined by industry 
profitability, to achieve’6 percent capital 
on their existii^ level of liabilities. This 
regulation carries over institutions' 
current net worth requirements under 
the former net worth xegulation (net of 
contingency component and qu^fying 
balance deduction) as their Initial 
capital requirements on existing liability 
levels. Thereafter, these initial capital 
requirements will increase at various 
rates depending on whether the cany 
over rate is above, below, or equal to 3 
percent. Institutions with carryover 
rates of 3 percent.(“standard group") 
will have their requirements on existing 
liability levels increase at 75 percent of 
the industry’s average annual return on 
assets. Those institutions with lower 
initial rates will increase at the higher of 
90 percent of the industry’s return on 
assets or the institution's own return on 
assets until such an institution imtches 
up to the standard group. Its rate will 
then increase along with the standard 
group. Those with carrj'over 
requirements above 3 percent will stay 
at their current rates until equalled by 
standard group’s liability factor and 
thereafter, use the standard group's 
liability factor. 

Turning to a more detailed 
explanation of these requirements, 
institutions' required levels of capital on 
total liabilities frefore adjustment for 
their matuitty matching credits and 
contingency xx)mponentB (“liability 
component") is the sum of ( 1 ) their 
required capital based on the book 
value of their total liabilities as of 
January 1,1987 (“base Jiahllities") and 
(2) their required capital based on the 
hook value of total fiabililies in excess 
of base liabilities (“increased 
liabihties"). The terms base liabilities 
and increased liabilities refer to levels 
of institutions' liabilities, not to specific 
liabilities.Their required capital on 
increased liabilities ('’increased 


liabilities amount") is equal to 6 percent 
times the institutions' increased 
liabilities. Their required capital on base 
liabilities (“base liabilities amount"] will 
increase from their current net worth 
requirements (without consideration of 
the contingency factor or qualifying 
balances) under the former net worth 
regulation to 6 percent over an 
undertermined number of years. The 
annual rate at which capital on base 
liabilities must increase will depend 
upon insured mstitutions’ avei:age return 
on assets for the prior calendar year, as 
calculated by the Board each April. 
Institutions sore required to calculate and 
meet their regulatoi^r capital 
requirements at the end of each quarter, 
beginning with the first quarter of 1987. 

a. Base LiabilUies Amount 

The base liabilities amounts of 
insured institutions are determined by 
one of three methods depending upon an 
institution's net worth requirement 
under the former netivorth regulation 
(12 CFR 563.13 (1986)) (before addiUon 
of its contingency component or its 
credit for qualHyang balances) on 
Decembcr'Sl, 1966. Carrying over 
institutions* current requirements 
prevents some institutions'from having 
to have 3 percent capital on existing 
hablltties on January 1.1986, but 
increases the requirement slightly faster 
to compensate for this lower starting 
point The’Board adopted this 
cailcuiation method in response to 
comments protesting the much simpler 
methodise! forth in the proposal that 
would have increased most insured 
institutions* liability factors from 3 
percent to 6;percent over‘6 years at a 
rate of 30 basis points per year. These 
comments are fully discussed above. 

The portion of an institution's net 
worth requirement under the former-net 
worth regulation to be carried over is its 
1987 base factor ('1987 base factor"). 

That is. the minimum required amount of 
net worth under 1he former net worth 
calculation (12 CFR 563.13 (1986)) 
calculated as ofDecember 31.1986, 
excluding the contingency factor and 
before reduction for qualifying balances. 
Basically, it is the 1986 base factor 
adjusted for growth and amortization in 
1986. 

Institutions* 1987 base factors are 
used to calculate their carry over capital 
requirements, namely the percentage 
rate to be applied to institutions* base 
liabilities to determine their required 
capital on existing liabilities levels. This 
percentage (the “base ratio") is 
comprised of (1) a numerator equal to an 
institution’s 1987 base factor and (2) a 
denominator equal to an institution's 
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total liabilities as of December 31,1986. 
This base ratio constitutes an 
institution's initial liability factor under 
the new regulation and determines the 
rate at which the institution's liability 
factor must increase. Institutions' base 
ratios will be their liability factors for 
institutions' computations of their base 
liability amounts on March 31.1987, and 
Jane 30,1987. 

Each April the Board will calculate 
the industry's profits from the prior 
calendar year. It will calculate a 
percentage equal to insured institutions' 
aggregate average rate of return on their 
aggregate average level of assets for the 
prior calendar year (“April 
calculation"). Institutions’ liability 
factors will increase each July 1 and 
lanuary 1 based on the Board's annual 
April calculation. The first April 
calculation will be computed in April 
1987 based on 1986 industry profits. The 
percentage used in calculating an 
institution’s April calculation will vary 
based on whether an institution's 
December base ratio is 3 percent 
("standard group") or is less than that 
amount ("lower group"). The percentage 
used in the April calculation of insured 
institutions in the standard group is 75 
percent and the percentage used for the 
lower group is 90 percent. The Board 
will publish in the Federal Register each 
April its calculation of the industry's 
average return on assets for the prior 
calendar year and the April calculation 
for the standard group and the general 
requirement of the lower group (a lower 
group institution's liability factor will be 
higher if its return on assets exceeds the 
industry average). The Board also will 
publish the quarterly liability factors 
based on the April calculation of the 
standard group and the general 
requirement of the lower group for the 
coming year. 

On July 1 following the April 
calculation, institutions in the standard 
group will Increase their liability factors 
by one-half of their April calculations. 
Tlie first liability factor increases will 
occur on July 1,1987 and be based on 
the April calculation computed in April 
1987. These liability factors will be used 
to calculate institutions* base liabilities 
amounts at the end of the third and 
fourth quarters. Such institutions* 
liability factors will increase by the 
same percent on the following January 
and will be used to calculate the 
institutions* base liabilities amounts at 
the end of the first and second quarters 
of the next calendar year. 

For example, if the Board calculated 
in April 1987 that the industry’s return 
on assets for 1986 was 60 basis points, 
the April calculation for the standard 


group would be 45 basis points. 

Therefore, on July 1,1987, such an 
Institution's liability factor would 
increase by one-half of this amount (22.5 
basis points) to equal 3.225 percent. In 
the institution's computation of its 
regulatory capital requirement on 
September 30,1987, the institution will 
multiply its base liabilities (assume $100 
million) times its liability factor (3.225 
percent] to equal its base liabilities 
amount, $3,225,000. If the institution's 
base liabilities increased to $120 million 
as of December 31,1987 (perhaps from a 
branch acquisition), the institution's 
base liabilities amount on December 31, 
1987, would increase to $3,870,000 (3.225 
percent times $120 million). For the first 
and second quarters of 19M, the 
institution's liability factor would 
increase to 3.45 percent (3 percent initial 
rate plus its .45 April calculation 
computed in April 1986). 

It must be remembered that although 
institutions’ liability factors increase 
based on a return on assets 
computation, an institution can satisfy 
its increased capital requirement by 
using existing capital in excess of its 
regulatory requirement. Institutions are 
not required to devote a required 
percentage of their own return on 
capital to retained earnings therefore, 
institutions are not prevented from 
paying dividends or taking other actions 
with their own profits as long as they 
can satisfy their increased capital 
requirements. 

For institutions in the lower group 
(base ratios below 3 percent), the same 
procedure and calculation method is 
used with one exception. Its liability 
factor will increase each year by the 
higher of (1) its April calculation using 
90 percent instead of 75 percent or (2) 90 
percent of the institution's own return 
on assets based on the data in its 
Quarterly Reports to the Board. If such 
an institution's liability factor calculated 
under this method at the end of a 
quarter exceeds the liability factor for 
that quarter of institutions in the 
standard group, the institution's liability 
factor shall firom that time forward be 
equal to the liability factor of 
institutions in the standard group. In 
short, when the liability factors of these 
institutions catchup to those of the 
standard group, those institutions join 
the standard group. 

For example. Institution A may have a 
base ratio of 2.8 percent. Assuming that 
the average industry return on assets is 
60 basis points each year for five years 
and that Institution A's own return on 
assets is lower, the April calculation of 
the lower group will be 54 basis points 
each year, compared to 45 for the 


standard group. Since Institution A's 
liability factor as of July 1.1989. would 
be 4.15 percent and the liability factor of 
the standard group would be 4.125 
percent. Institution A's liability factor 
will be 4.125 at that time and will be the 
same as the standard group's liability 
factor from that time forward. 

For institutions whose base ratios 
exceed 3 percent, such institutions* 
liability factors shall be their base ratios 
until their base ratios are exceeded by 
the liability factors of institutions in the 
standard group. At that time, such 
Institutions' liability factors shall be 
equal to the standard group's liability 
factor and these institutions will join the 
standard group. The standard group's 
liability factor for each quarter will be 
stated by the Board when it publishes its 
April calculation. 

For example. Institution A may have a 
base ratio of 4 percent for total 
liabilities, whidi will serve as Institution 
A's liability factor until it is less than 
the standard liability factor. Assuming 
that the standard group's April 
calculation is 50 basis points for three 
years, the standard industry liability 
factor will reach 4 percent in the quarter 
beginning January 1,1989. Thus. 
Institution A's liability factor will 
increase by 25 basis points (one-half of 
the April calculation) on July 1,1989. 
and will be used in its calculation of its 
base liabilities amount on September 30, 
1989. Until that time. Institution A will 
be required to maintain 4 percent capital 
(its base ratio) on its base liabilities. 

b. Increased Liabilities 

(i) General The final rule requires 
that institutions immediately capitalize 
at 6 percent all liabilities in excess of 
their levels on January 1,1987, defined 
above as increased liabilities. This will 
provide better portfolio protection for 
such growth and reduce the need to 
raise an even larger amount of capital at 
the end of the transition period for 
liabilities incurred during the transition 
period. 

As also stated above, the Board is 
deleting the special lower capital 
requirement for Institutions with assets 
of $100 million or less in order to better 
serve the Board’s goal of ensuring 
adequate capital levels and enhanced 
safety and soundness throughout the 
Industry. 

(ii) De Novo Institutions. Because the 
Board believes that it would be 
inappropriate to allow institutions 
already required to maintain capital 
ratios exceeding 3 percent to retreat 
before moving toward 6 percent, the 
final rule's liability factor for de novo 
Institutions with current capital 











requirements of 6 or 7 percent shall be 
meirde novo requirements and shall not 
decrease below 6 percent. This 
regulation requires denovo institutions 
to continue to satisfy the incremental 
capital requirements under their 
contingency components and permits 
them to gain the benefits of the maturity 
matching credit for reduced interest rate 
risk. The minimum required amount of 
capital for such a t/e noro institution 
shall be the same as under other 
institutions* fully phased-in 
requirements. If an institution's de novo 
requirement, however, is 5 percent (i.e. 
those denovo institutions with 7-d^ 
capital requirements that are in their 
third full fiscal year), it will be treated 
like any other institution in the higher 
group. Hiat is. its liability factor will 
remain 5 percent until that percent is 
exceeded by the standard group's 
liability factor and then will increase 
along with the standard groiip^s liability 
factor. Such an institution, however, 
must capitalize increased liabilities at 6 
percent immediately. 

Similarly, the rule.requires other 
institutions currently required to meet 
net worth standards exceeding 3 percent 
(such as institutions formerly insured by 
me FDIC or by privately funded 
insurance systems) to maintain their 
liability factors at the higher of their 
current liability related capital 
requirements or the standard group's 
liability factor. They also must 
capitalize increased liabilities at 6 
percent Immediately. 

Through Merger or 
Acquisition. The final rule'treats a 
"merger" (merger, consolidation, or 
purchase of assets and assumption of 
liabilities] (referred to as a merger of the 
"me^ed" and "continuing" institutions) 
and "branch acquisitions" (acquisitions 
of less than substantially all of the 
liabilities of institutions in which the 
selling inaMtution continues In operation 
as a separate entity, which includes but 
'8 not limited to branch acquisitions) 
consistently with their treatment under 
the former net worth regulation. Certain 
modifications have been made for 
consistency with related aspects of the 
final regulation. 

After a merger, the regulatory capital 
requirement of the continuing institution 
18 computed immediately after the 
merger by combining the assets, 
investments, base liabilities, and 
increased liabilities of the merged and 
continuing institutions and computing a 
new liability component, contingency 
component, and maturity matching 
credit for the continuing institution. The 
liability factor of the continuing 
institution immediately after the merger 


is a percent derived from a ratio 
consisting of a numerator equal to the 
combined base liability amounts of the 
merged and continuing institutions 
immediately before the merger and of a 
denominator equal to the combined base 
liabilrties of die institutions immediately 
before the merger. The maturity 
matching credit (see below) of the 
continuing institution immediately after 
the me^er shall be computed based on 
the weighted average (weighted by total 
liabilities) of die one-year and three- 
year gaps of the merged and continuing 
institutions six months before the end of 
the most recent quarter preceding the 
merger. 

In computing the minimum regulatory 
capital requirement.of an insured 
institufion after it has made a branch 
acquisition, the base liabilities of the 
acquiring institution beginning in the 
quarter in which the transaction 
becomes effective would be increased 
by the amount of liabilities acquired. 

The institution making the branch sale 
would similarly deduct the amount of 
liabilities sold from its base liabilities. 

For example, if an institution with 
base liabilities on January 1,1987. of 
$100 million (and a base liabilities 
amount of $3 million) acquired $10 
million in liabilities on February 1,1987. 
from an institution with $50 million in 
base liabilities, the acquiring 
Institution's base liabilities would 
increase to $110 million and would be 
multiplied by the institution's liabilities 
factor to calculate its base liabilities 
amount on March 31.1987. The selling 
institution's base liabilities would 
decrease to $40 million. 

For purposes of computing 
institutions' growfh for purposes of 
§ 563^3-1 after branch acquisitions and 
mergers, use the following method. First, 
the institution's liabilities as of the 
beginning of the 2-quaTter period 
("beginning liabilities") are deemed to 
include any increases in total liabilities 
from branch acquisitions during the 2- 
quarter period. In the case of mergers 
occurring during the 2-quarter period. 
the beginning liabilities of the combined 
institution are deemed to include the 
total liabilities of the merged and 
continuing institutions as of the first day 
of that 2-quarter period, and the 
apregate growth of the two institutions 
after that date constitutes the new 
merged institution's growth. 

(iv) Portions of Former Net Worth 
Regulation Eliminated. The Board is 
eliminating the following provisions of 
the former net worth regulation ( 1 ) the 
amortization factor: ( 2 ) the sliding scale 
growth Factor, (3) the current base factor 
calculation: and (4) treatment of 


institutions with assets of $100 million 
or less. The preamble to the proposal 
sets forth the Board's rationale for 
eliminating each of these provisions. 

2. Contingency Component 

The final rule substantially modifies 
the contingency factor, which is 
renamed the "contingency component." 
because the current provision does not 
provide a sufficient capital reserve 
against the risks posed by certain types 
of investments. 

The elements of the contingency 
component are divided into two 
categories: fixed reserve elements and 
variable reserve elejnents. Assets that 
are fixed reserve elements are 
scheduled Items, recoursediabilities and 
standby letters of credit, so designated 
because the incremental capital required 
on each does not vary depending on an 
institution's regulatory capital level or 
its portfolio concentration in these 
areas. Of the fixed reserve elements 
subject to the contingency coxqponent, 
the current incremental capital 
requirements for scheduled items and 
recourse liabilities are unchanged. The 
fixed reserve portion of the contingency 
component also includes a 2 percent 
capital requirement applicable to 
standby letters of credit. 

Assets that constitute variable reserve 
elements are loans for unimproved land, 
developed building lots, and acquisition 
and development of land (collectively 
referred to as "land loans"), direct 
investments, and nonresidential 
construction loans. The incremental 
capital required on each of these assets 
varies depending on an institution's 
regulatory capital level and the extent of 
its portfolio concentration in that area. 
Under the rule as adopted, institutions 
that meet the greater of 6 percent of 
total liabilities or their fully phased-in 
capital requirement may invest up to 10 
percent of their assets In direct 
investments without being subject to 
incremental capital requirements. 

Higher degrees of concentration in 
direct investments require higher levels 
of incremental capital. Institutions that 
do not meet this standard must 
capitalize direct investments at varying 
amounts depending upon the 
institution's net worth level and the 
extent of portfolio concentration in the 
asset category. Similar incremental 
capital requirements apply to land 
loans, and to nonresidential 
construction loans. As with direct 
investments, fully capitalized 
Institutions become subject to additional 
capital requirements only when land 
loans and nonresidential construction 
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loans exceed set levels of portfolio 
concentration. 

a. Direct Investments 

As fully explained in the preamble to 
the proposed regulation, the Board had 
determined that additional capital is 
needed for direct investments. This 
determination is based on over one 
year’s experience with the direct 
investment regulation and the direct 
investment component of the 
contingency factor. It is also supported 
by the Board's statistical studies 
indicating that high levels of direct 
Investment are associated with higher 
FSLIC costs from failed institutions. 

However, the Board has also 
determined, after consideration of the 
comments and a further review of its 
empirical studies and supervisory 
experiences (described in detail in the 
proposal and incorporated herein by 
reference), that direct Investments made 
by a well capitalized institution may not 
require the same speciHc safeguards as 
those made by a weaker institution. The 
possible institutional failures and costs 
to the FSLIC associated with direct 
investments are greatest when such 
investments constitute a large 
percentage of the investments of an 
institution with low capital. 
Consequently, the final regulation 
establishes a sliding scale incremental 
capital requirement for direct 
investments. 

For purposes of determining the 
capital requirement for direct 
investments the Board has divided 
institutions into three groups— 
institutions that do not meet their 
current capital requirements, those that 
meet current requirements but have 
capital less than 6 percent of liabilities 
or the fully phased-in requirement, 
whichever is higher, and those that are 
capitalized at the greater of their fully 
phased-in level or 6 percent of total 
liabilities. Compliance with capital 
requirements for purposes of this test is 
measured net of variable reserve 
elements of the contingency component. 
In other words, an institution calculates 
what its capital requirement would be 
absent any requirements for reserves 
against the variable reserve portions of 
the contingency component-direct 
investments, land loans, and 
nonresidential construction loans. The 
fully phased-in requirement is the 
amount of capital that would be 
required, including the contingency 
component and the maturity matching 
credit, at the end of the transition 
period. 

Institutions in the first category will 
be required to hold incremental capital 
equal to 10 percent of all direct 


investments. For institutions in the 
second category, direct investments up 
to or equal to 10 percent of assets must 
be capitalized at 5 percent, and 
additional direct investments at 10 
percent. For institutions in the third 
category (the best capitalized), the first 
10 percent of assets in direct 
investments requires no incremental 
capital, the second 10 percent requires 5 
percent incremental capital, and 
investments in excess of 20 percent of 
assets must be capitalized at 10 percent 
The current net worth regulation 
effectively grandfathers direct 
investments made prior to December 10, 
1984, and the proposal would have 
imposed additional capital requirements 
on all direct investments made since 
that date. Based on the commenters* 
contention that imposing a capital 
requirement on existing investments not 
currently subject to an incremental 
capital requirement could prove 
detrimental to insured institutions, the 
Board has determined to grandfather 
these investments. As adopted, the final 
rule grandfathers all direct investments 
in an institution's portfolio as of June 30, 
1986 except those direct Investments 
subject to an incremental capital 
requirement under the contingency 
factor of the former net worth 
regulation, 12 CFR 563.13(g)(5)(iii) (1986). 
It also grandfathers investments as to 
which 5ie institution was legally 
committed on or before that date, and 
real estate projects being completed 
pursuant to definitive plans in existence 
on or before that date. This date was 
selected to prevent institutions from 
seeking to avoid additional capital 
requirements by making direct 
investments prior to the effective date of 
this rule. This grandfather provision 
applies to specific investments, not to 
levels of investment: for example, if an 
institution made a $1 million direct 
investment on June 1,1986, which was 
not at that time subject to incremental 
capital requirements, it need hold no 
additional reserves against this 
investment for purposes of regulatory 
capital. But if this investment is sold or 
matures after June 30,1986, the new $1 
million direct investment replacing the 
prior investment would be subject to the 
incremental capital requirement of this 
regulation unless its levels of direct 
investment and capital did not require 
the imposition of such an incremental 
requirement. While grandfathering 
eliminates incremental capital 
requirements for these direct 
investments, it does not preclude 
counting these assets toward the 
portfolio concentration levels for 
determining the marginal incremental 
requirement. Thus, an institution that 


had 30 percent of its assets in direct 
investments on June 30,1986. would not 
have to have incremental capital for 
these investments under the new 
regulation unless the direct Investments 
were subject to the contingency factor of 
the former net worth regulation. 
Additional direct investments would be 
capitalized at 10 percent even if this 
Institution met its fully phased-in 
requirement, because more than 20 
percent of its assets would be in direct 
investments. 

The proposal would have permitted 
direct investments by service 
corporations and operating subsidiaries 
to 1^ treated as direct investments of 
the parent as an alternative to imposing 
a capital requirement on the parent's 
Investment in the subsidiary. The final 
rule retains this exclusion for direct 
investments in subsidiaries, provided 
that all direct Investments made by the 
subsidiary which would be subject to 
the contingency component if made by 
the parent are aggregated with those of 
the parent for purposes of computing the 
parent's contingency component. The 
Board notes that if it appears that items 
other than direct investments that would 
require reserves if held by the parent ere 
being pushed down into subsidiaries to 
avoid capitalization, consideration will 
be given to imposing capital 
requirements on other types of 
investments by subsidiaries where the 
investments would be included in the 
contingency component if made by the 
parent. 

b. Land Loans and Nonresidential 
Construction Loans 

As indicated above, the final rule 
includes in the contingency component 
an incremental capital requirement for 
land loans and nonresidential 
construction loans. As the Board fully 
explained in the proposal, the additional 
risks inherent in each of these types of 
assets necessitate an incremental 
capital requirement. 

However, the Board’s supervisory 
experience and statistical studies 
indicate that land loans and 
nonresidential construction loans, like 
direct investments, are most dangerous 
when they constitute a significant 
portion of the portfolio of an institution 
with low capital. Consequently, well 
capitalized institutions will be permitted 
to hold certain amounts of such assets 
without additional capital. 

As with direct investments, the Board 
has divided institutions into three 
categories depending upon institutions' 
capital levels relative to their current 
and fully phased-in requirements. The 
Board has adopted a sliding scale of 









incremental capital requirements for 
land and nonresidential construction 
loans based on institutions* 
capitalization and asset concentration. 
Under this approach, institutions which 
do not meet their capital requirements 
net of variable reserve elements must 
capitalize land loans and nonresidential 
construction loans at 4 percent. 
Institutions in the second category, 
those which meet current capital 
requirements net of variable reserve 
elements, but have capital less than the 
greater of 8 percent of liabilities or the 
amount of their fully phased-in 
requirement must capitalize land loans 
and nonresidential construction loans at 
2 percent for such loans that constitute 
up to and including 10 percent of assets, 
and at 4 percent for such loans over 10 
percent of assets. Institutions that meet 
the greater of their fully phased-in 
requirement net of variable reserve 
elements or 6 percent of liabilities need 
hold no reserve against land loans and 
nonresidential construction loans up to 
and including 10 percent of assets, and 
must capitalize such assets at 2 percent 
to the extent they constitute more than 
10 percent and less than or equal to 20 
percent of assets, cmd at 4 percent to the 
extent they constitute more than 20 
percent of assets. 

As with direct investments, 
compliance with capital requirements is 
measured net of variable reserve 
elements. An institution’s fully phased 
in requirement is the amount of capital 
that it would be required to have at the 
end of the transition period. These 
requirements apply separately for land 
loans and nonresidential construction 
loans. For example, a fully capitalized 
institution may invest up to 10 percent of 
its assets in land loans and an 
additional 10 percent of assets in 
nonresidential construction loans before 
triggering additional capital 
requirements. Uke direct investments, 
specific land loans and nonresidential 
construction loans made or committed 
to prior to June 30,1988 are 
grandfathered. 

Upon further consideration, the Board 
has determined to amend the proposed 
definition of nonresidential construction 
loan, as suggested by some comment 
letters, to exclude loans for the 
instruction of multifamily housing. 

^is determination is consistent with 
the current Quarterly Report, The Board 
has determined not to amend the 
definition of land loans to exclude 
undeveloped land to be used for the 
construcUon of single family dwellings. 
Und loans for single family residential 
development pose risks similar to other 
land loans and therefore the Board has 


determined to impose the same capital 
requirements. Furthermore, the Board 
notes that land loans may be difficult to 
classify as to eventual use, and that as 
soon as there is construction financing 
loans for the construction of residences 
will require no further capitalization. 

c. Letters of Credit 

The final rule imposes a 2 percent 
capital requirement on standby letters of 
credit. The FRB recently proposed a rule 
requiring supplemental capital on letters 
of credit issued by state member banks. 
51 FR 3978 (Jan. 31,1986). and the FDIC 
proposed to require capitalization of 
standby letters of credit. 

A standby letter of credit is a 
contingent liability of the issuer that 
amounts to the extension of credit to a 
borrower that is in default on a contract 
or commercial undertaking. Although 
some standby letters of credit are 
collateralized, resembling commercial 
loans, seciuity is not always provided. 
For this reason, the final rule requires a 
modest capital holding against these 
contingent liabilities. 

3. Maturity Matching Credit 

The final rule expands the qualifying 
balance deduction in order to reflect 
more accurately an institution’s interest 
rate risk exposure. The Board has. 
therefore, renamed the qualifying 
balance deduction the ’’maturity 
matching credit.” 

The Board recognizes that by 
expanding the qualifying balance 
deduction so as to become the maturity 
matching credit it is establishing an 
effective minimum regulatory capital 
requirement for some institutions of less 
than 6 percent. This recognizes that a 
maturity matched portfolio of thrifts* 
typical housing related investments does 
not pose the same risk to the FSLIC as 
would a typical commercial bank 
portfolio. Furthermore, since institutions 
specializing in maturity matched 
housing related investments may have 
added difficulty in achieving a 
competitive rate of return on their equity 
if minimum regulatory capital is set at 6 
percent of liabilities, the Board is 
adopting the maturity matching credit 
today to allow those institutions to 
achieve higher leverage and thereby 
more readily generate a competitive rate 
of return on equity. 

The most comprehensive measure of 
interest rate risk is duration gap. See 
F.R. Macauley, Some Theoretical 
Problems Suggested by the Movement of 
Interest Hates, Bond Yields, and Stock 
Prices in the U.S. Since 1856 (New York: 
National Bureau of Economic Research, 
1938). Duration gap is the difference 
between duration of assets and duration 


of liabilities. Duration is a concept of 
corporate finance which is a time 
denominated summary measure of the 
receipt of the cash flows from an asset. 
For example, since mortgages have 
periodic interest payments, repayments, 
and prepayments, the duration of a 
mortgage is much less than its stated 
maturity. 

While duration gap is a preferable 
interest rate risk measure, it is 
operationally difficult to compute. It 
would require institutions to report the 
information currently required by 
Section H of the Board’s Quarterly 
Report in much more detail. This would 
impose an additional reporting burden. 

A comparable measure of interest rale 
risk that can be derived from the current 
information provided in Section H of the 
Quarterly Reports is the maturity gap. 
The maturity gap is the difference 
between the dollar value of assets 
maturing or repricing within a set time 
period and the dollar value of liabilities 
maturing or repricing during that same 
period, all divided by total assets. The 
maturity gap enables an institution to 
compute the relative change in earnings 
that will result from a change in interest 
rate. 

Maturity gaps can be computed for a 
specified time period. For example the 
2-3 year gap compares assets and 
liabilities repricing in between 2 and 3 
years, or for a cumulative time period, 
the 5 year cumulative gap includes all 
assets and liabilities maturing or 
repricing in 5 years or less. The current 
reporting system also allows an 
institution to calculate hedged and 
unhedged gaps. The hedged gap reflects 
the influence of interest rate swaps, 
futures, and options on an institution’s 
assets and liabilities. The unhedged gap 
does not reflect the influence of these 
hedging techniques. 

After carefully reviewing the comment 
letters and studying the interest rate risk 
generated by mismatched portfolios, the 
Board has decided to base the maturity 
matching credit on a combination of an 
Institution’s 1 year and 3 year 
cumulative hedged gaps. 

The Board has determined that the 
use of the maturity matching credit, a 
measure of the interest rate risk of an 
institution’s entire portfolio of assets 
and liabilities at specific times, 
enhances an institution’s ability to 
assess its overall Interest rate risk and is 
preferable to the use of the qualifying 
balance deduction. The qualifying 
balance deduction measured the interest 
rate risk of specific assets and liabilities. 
Because the vast majority of assets and 
liabilities in an institution’s portfolio 
were not identified as a part of the 
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qualifying balance deduction and could 
have been grossly maturity mismatched* 
this calculation may not have as 
accurately reflected an institution's 
overall interest rate risk and its 
corresponding need for capital to offset 
this risk. 

The Board believes that the maturity 
matching credit gives a belter reflection 
of an institution's overall interest rate 
risk than the qualifying balance 
deduction. It is the Board's intention to 
encourage institutions to manage their 
interest rate risk through maturity 
matching. The cumulative hedged gap 
figure is a measure of maturity 
matching, and is, therefore, an 
appropriate calculation to be used for 
the maturity matching credit. Because an 
institution with low interest rate risk 
exposure does not requii e as much 
capital to offset this risk as an 
institution with high interest rate risk 
exposure, the former is rewarded with a 
credit against its regulatory capital 
requirement. 

Additionally, the Board believes that 
the use of the cumulative hedged gap 
figure (as opposed to specific 
identifiable assets) allows management 
greater flexibility to choose the assets 
and liabilities to be included in the 
maturity matching credit The proposed 
and former regulations requiring a 
determination of the qualihed balance 
deduction based upon specific assets 
held by an institution effectively 
directed management to invest in these 
assets so as to become eligible for tlie 
deduction. The use of the maturity 
matching credit, as opposed to the 
qualifying balance deduction, eliminates 
the Board's selection of the assets to be 
a credit against an institution's capital 
requirement. The maturity matching 
credit adopted by the Board thus allows 
management the flexibility to invest so 
as to enhance the institution's 
profitability in a competitive 
environment. The Board will carefully 
monitor institutions' use of the maturity 
matching credit, especially the use of 
hedging techniques. To the extent 
institutions use hedging techniques 
merely to obtain a credit, the PSA may 
invoke the evasion principle and 
disregard the transaction. The amount of 
credit available to each institution will 
be figured on a sliding scale with the 
amount of the credit in inverse 
proportion to the size of the gap. An 
institution will get a 1 percent of 
liabilities reduction in its capital 
requirement for a 1 year or 3 year 
cumulative hedged gap with an absolute 
value less than or equal to 15 percent 
Therefore, institutions with both 1 and 3 
year gaps leas ^han or equal to 15 


percent will receive a 2 percentage point 
reduction in their capital requirements. 

Institutions with 1 year cumulative 
hedged gaps having an absolute value of 
greater than 15 percent but less than or 
equal to 25 percent receive a credit 
based on their specific gaps. The size of 
the credit equals [.02005 — (.067 X [the 
absolute value of Gap])] multiplied by 
total liabilities. For example, if an 
institution's 1 year gap has an absolute 
value of 20 percent, the institution would 
receive a credit to required capital equal 
to .67 percent of total liabilities. A 
comparable credit would be received for 
a 3 year cumulative hedged gap. 
Institutions with a 1 year and 3 year 
cumulative hedged gap of greater than 
25 percent would receive no maturity 
matching credit for such gaps. 

The Board recognizes that many 
institutions have internal control 
systems that generate hedged gap 
calculations. Each Federal Horae Loan 
Bank (“district bank") alsa calculates 
hedged gaps for the institutions in its 
district from the information contained 
in Section H of the Quarterly Report 
filed with the Board. If insured 
institutions prefer their own hedged gap 
calculations to those determined by 
their district bank, they may use their 
own figures. However, institutions 
should be aware that if their reported 
hedged gaps differ significantly from 
their district bank's calculation, the PSA 
of that district bank may disallow the 
institution's calculation and rely on the 
district bank's calculation of the 
institution's gap. 

After carefully considering the 
comment letters and analyzing the 
problem in greater detail, the Board has 
decided to eliminate the proposed floor 
of 5 percent. Therefore, the Board has 
determined that the maturity matching 
credit may not reduce an institution's 
regulatory capital requirement below 3 
percent until January 1,1990 and not 
below 4 percent after January 1,1990. It 
is the Board's opinion that tlds 
transitional approach will encourage 
institutions to reduce their exposure to 
interest rate risk without permitting such 
institutions' net worth to be impaired. 

The Board is aware of the timing 
problem that would be presented by 
requiring that the maturity matching 
credit be calculated from current gap 
figures. Because of the short amount of 
time from an institution's submission of 
its Quarterly Report and the Board's 
calculation of the hedged gap figure to 
the deadline for submission of the next 
Quarterly Report, it would be difffcult if 
not impossible to use the current hedged 
gap for this calculation. Therefore, the 
Board has determined that the 


applicable cumulative hedged gap figure 
used in calculating an institution's 
current regulatory capital requirement 
will be based upon the Section H data in 
the Quarterly Report submitted 6 
months earlier. The Board does not 
believe that most institutiona' portfolio 
maturity mismatch will change 
significantly within a 6>month period so 
as to affect the hedged gap calculation, 

4. Growth Regulation 

The Board expressed its continuii^ 
concern about unrestrained growth in 
the preambles to both the proposal, see 
51 FR at 16554-55, and the former net 
worth regulation, see Board Res. No. 85- 
79B. 50 FR 6891, 6894-96 (Feb. 19.1985). 
As discussed above, the Board is 
rephrasing the prior growth regulation to 
clarify that it prohibits institutions from 
increasing their total liabilities within 
any 2-<juarter period at a rate greater 
than 12.50 percent (an annualized rate of 
25 percent) without prior PSA approval 
unless an institution is exempt because 
their capital is equal to the higher of 6 
percent of total liabilities or their fully 
phased'in capital requirement. Sui'.h 
institutions are exempt from the 
preapproval requirement but must give 
their PSAs notice of such growth as 
under the current regulation. Of course, 
the PSA will utilize its available 
supervisory tools if an institution finds 
that the growth of such an institution 
creates an unsafe or unsound condition. 
In addition, the rule authorizes the PSAs 
of institutions growing at rates in excess 
of 12,50 percent for a 2-quarter period to 
impose an incremental capital 
requirement of up to 4 percent on such 
excess growth. T^e final rule also 
allows the PSA more flexibility in 
passing upon growth plans by including 
as a factor upon which a growth plan 
can be conditioned or disapproved 
whether the overall policies, conditions, 
and operation of the applicant afford a 
basis for supervisory objection. 

The following example will illustrate 
the exemption from the growth 
regulation for certain finance subsidiary 
securities issuances. Institution A has 
$100 million in total liabilities as of the 
January 1.1987, and has a finance 
subsidiary with grandfathered securities 
of $20 million (consisting of non¬ 
duration matched 2 year notes maturing 
in the second quarter of 1987). Also 
assume that the parent’s total liabilities 
(also its base liabilities] remain constant 
through the second quarter of 1987 
except for the expiring note issuance 
and that the parent's Sability factor (as 
discussed below) remains at 3 percent 
At the end of the first quarter of 1987 the 
Institution's liability component is 3 









percent of $100 million (no increased 
liabilities). In the second quarter, the 
parent’s total liabilities increase to $120 
million (through issuance of replacement 
non-duration matched notes). Its 
liability component is now composed of 
its base liabilities amount (3 percent of 
$100 million) and its increased liabilities 
amoimt (6 percent of $20 million). The 
Board has decided, as stated above, not 
to include this $20 million as growth for 
purposes of the pre-approval 
requirement of section 563.13-1. If the 
Boyd had decided otherwise, the $20 
million would constitute 20 percent 
growth in the second quarter of 1987 and 
would have prevented issuance of the 
replacement securities or other 
reasonable growth including crediting 
interest to depositors accounts without 
pnor PSA approval. Therefore, the 
Board is exempting the growth from the 
replacement of the finance subsidiary 
issuance. 

Subsidiary Ragulation 

Many securities issuances issued 
directly or indirectly by finance 
subsidiaries are collateralized with 
mortgage backed securities issued by, or 
paranteed as to principal and interest 
by the Federal Home Loan Mortgage 
Corporation. Federal National Mortgage 
Corporation, or the Government 
National Mortgage Corporation. The 
book value of such collateral is usually 
103 to 105 percent of the proceeds of the 
issuance. The Board believes that the 
110 percent limitation on the market 
value of collateral will allow such 
issuances to continue to be exempted. 
However, a limited number of securities 
issuances backed by other types of 
mortgages and receivables are 
collateralized (as authorized by the 
regulation) by assets whose book value 
IS up to 250 percent of the gross 
proceeds of the securities issued. Such 
overeollateralization generally reflects 
market concern for the quality of the 
underlying collateral and the Board also 
seeks to remove any regulatory 
incentive for institutions to originate or 
purchase assets serving as such dubious 
collateral. 

Accydingly. the final rule excludes 
calculation of a parent’s total 
liabilities only those securities issued by 
imance subsidiaries after June 30,1986, 
that are substantially duration matched 
and that are collateralized by assets 
whose market value is less than lio 
percent of the gross proceeds of the 
securities issued. Securities issuances to 
which an institution is legally committed 
on or before June 30,1986. or for which it 
has specific, written plans on or before 
ibat date continue to be excluded from 
the parent institution’s total liabilities. 


D. Effective Date 

Finally, the Board wishes to reiterate 
that this final rule becomes effective on 
January 1.1987. Insured institutions 
must compute their regulatory capital 
requirement under this regulation for the 
first time on March 31,1987. As under 
the current regulabon. insured 
institutions are required to meet this 
regulatory capital requirement on the 
date it is computed, which is March 31. 
1987. for the first computation. 
Institutions are reminded again that 
manipulation of their levels of total 
liabilities will require use of the evasion 
provisions by PSAs. 

E. Alternatives Considered 

The Board has considered a number 
of alternatives, as demonstrated by the 
numerous modifications made to the 
proposed regulation. The Board also 
considered a number of options while 
formulating the proposed regulation, but 
dismissed them for the reasons stated in 
adopting the proposal and this final 
regulation. The numerous alternatives 
recommended by commenters are 
discussed above with other substantive 
comments on related issues. 

Furthermore, a number of these 
recommendations have been adopted, at 
least partially, in the final regulation. 

Toe Board is not repeating its discussion 
of these alternatives solutions to avoid 
redundancy. 


Final Regulatory Flexibility Analysis 

^^^suant to section 3 of the Regulatory 
Flexibility Act, 5 U.S.C. 604, the Board is 
providing the following regiilatory 
flexibility analysis: 

1. Need for and objectives of the rule. 
These elements are hicorporated above 
in SUPPLEMENTARY INFORMATION. 

2. Issues raised by comments and 
agency assessment and response. These 
elements are incorporated above in 
SUPPLEMENTARY INFORMATION. 

3. Significant alternatives minimizing 
smolhentity impact and agency 
response. The Small Business 
Administration defines a small financial 
institution as ”a commercial bank or 
savings and loan association, the assets 
of which, for the preceding fiscal year, 
do not exceed $100 million.” 13 CFR 
121.13(a). Therefore, small entities to 
which the final rule applies are the 1,742 
insured institutions that had assets 
totaling $100 million or less as of 
December 31,1985. 

The final rule eliminates the general 
exemption in the former net worth 
regulation for institutions with assets of 
$100 million or less in calculating their 
grow^ factors under § 563.13(g)(4) of the 
Board s regulations and the exemption 


for such institutions from { 563.13-1 for 
the reasons discussed above in 
SUPPLEMENTARY INFORMATION. The final 
rule treats all institutions identically 
regardless of their size because to do 
otherwise would be fundamentally 
inconsistent with the objectives of the 
nile. The Board’s supervisory experience 
indicates that not only larger institutions 
but also small insured institutions suffer 
from undercapitalization, thereby 
increasing risk to themselves and to the 
FSLIC. 

Although the general exemption from 
the growth regulation for institutions 
with assets of $102 million or less has 
been eliminated, many de novo 
institutions and some other well- 
capitalized small institutions will be 
exempt under the growth regulation 
revisions adopted today. De novo 
institutions are those which have filed 
with the appropriate Federal Home Loan 
Bank an application for insurance of 
accounts, a request for a commitment to 
insure accounts, or an application to 
organize a Federal association any of 
which was not approved prior to 
December 2.1983, and the business of 
which has not been conducted 
previously under any charter. These 
institutions are, by virtue of their youth, 
usually small. They have special capital 
requirements ranging from 5 to 7 percent 
of total liabilities (plus contingency 
component minus maturity matching 
credit) and also are subject to direct 
PSA oversight of their business plans for 
their first 3 years of operation. 

In this regulation, the Board has 
decided to exempt from the growth 
regulation institutions meeting the 
hi^er of 6 percent capital or their fully 
phased-in capital requirements. This 
modification has the effect of exempting 
many de novo institutions from the 
growth regulation because many of them 
currently are required capital of 6 or 7 
percent on total liabilities. Many such 
institutions, and even some with capital 
requirements of 5 percent, would be able 
to meet the higher of 6 percent of total 
liabilities or their fully phased in 
requirement. This exemption should 
help de novo institutions to achieve 
economies of scale and remain strong, 
viable institutions. 

List of Subjects in 12 CFR Parts 561 and 
563. 

Bank deposit insurance. Investments, 
Reporting and recordkeeping 
requirements, Savings and loan 
associations. 

Accordingly, the Board hereby 
amends Parts 561 and 563, Subchapter 
D, Chapter V, and references contained 
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in Chapter V, Title 12, Code of Federal 
Regulations, as set forth below. 

CHAPTER V—FEDERAL HOME LOAN 
BANK BOARD 

1. Chapter V is amended by removing 
the phrases **net worth” and “regulatory 
net worth” as they are used in 
conjunction with or defined in { 561.13 
or § 563.13 of this Chapter, and without 
regard to whether they are hyphenated, 
and by substituting In lieu thereof the 
phrase “regulatory capital” in the 
following sections: §§ 500.31; 531.1 (a), 
and (d); 531.10(a); 541.17; 543.11-l(c): 
545.38(b)(3); 545.73(a); 545.74 (b)(3)(i), 
(c)(3)(viii). (d)(2), and (d)(4); 545.77(a); 
545.82 (c)(2). (d)(4)(il)(B), and (f)(3)(i); 
545.115(a); 546.2(h)(l)(xii); 550.2 (c)(2). 
and (c)(4); 556.5(b)(2); 561.13 (b). (c). (d). 
(e). and (f); 563.3-10 (b)(2). (c)(l)(i). 

(c) (3)(v). and (d); 563.4 (b). (c). and (d); 

563.7- 4 (i)(2)(v)(c). (i)(2)(vii)(/7). and 
(i)(2)(x); 563.7-5 (a), (b). and (d)(l)(iii); 

563.8- l(e); 563.8-1 (b)(2)(i). and 

(d) (l)(iv); 563.8-4 (b)(5). (b)(6). and 

(b) (7); 563.8-3 (a)(4). (b)(1). (b)(5). and 

(c) ; 563.8-4; 563.9-6; 563.8-8 (c)(2). (e), (f), 
and (g); 563.13 (a)(2). (c). (d). (e). and (f); 
563.13-2 (c). and (e)(3); 563.17-3(c)(2); 
563.17-6(b)(2); 563.22 (e)(l)(xii). and 
(h)(l)(u); 563.38-l(c)(2); 563b.l(a)(2); 
563b.3 (b)(2). (f)(1). and (g)(2); 563b.26 

(a) , and (b); 563b.27(c); 563b.32 (a), and 

(b) ; 563b.33; 563b.36(c) (1). (2). (3); 

563b.37 (f). and (g); 563b.l01 Item 7(b)(2) 
Instructions 2; 663b.l01 item 7(f|J 
563c.l0(d)(2); 563C.102; 563g.3; 

563g.7(a)(3); 563g.l6(b); 563g.l7(d); 570.4; 
571.1a(a); 571.5 (c)(2). and (k)(3); 571.6 

(a)(2). and (d)(4); 572.1 (g)(1). and (j); 
572.2(c); 572a.5 (c)(2)(ii). (c)(3). and 

(c) (4); 574.8 (a). (b)(l)(ii); and 584.5-1. 

Subchapter D-*Federal Savings and 
Loan Insurance Corporation 

PART 561—DEFINITIONS 

2. The authority citation for Part 581 is 
revised to read as follows, and the 
authority citations at the ends of the 
sections are removed. 

Authority: Sec. 10.47 Stat. 725. as amended 
(12 U.S.C. 1421 et 8eq.)\ sec. 5A. 47 Stat. 727, 
as added by sec. 1.84 Stat. 256. as amended 
(12 U.S.C. 1425a); sec, 4,80 Stat. 824, sec. 17. 
47 Stat. 736. as amended (12 U.S.C 1425b and 
1437); sec. 2, 48 Stat. 128, as amended (12 
U.S,C. 1482); sec. 5.48 Stat 132, as amended 
(12 U.S.C. 1484); sec. 202, 96 SUt. 1489, as 
amended (12 U.S.C. 1729(f)); secs. 401-407, 48 
Stat 1255-1280, as amended (12 U.S.C. 1724- 
1730); sec. 408, 82 Stat. 5, as amended (12 
U.S.C. 1730a); Reorg. Plan No. 3 of 1947.12 FR 
4981, 3 CFR, 1943-1948 Comp., p. 1071. 

3. Section 561.13 is amended by 
revising the heading of the section and 
paragraph (a) to read as follows: 


§ $61.13 Regulatory capital 
(a) The term “regulatory capital” 
means the sum of all reserve accounts, 
retained earnings, permanent common 
stock, permanent preferred stock. 
Qonpermanent preferred stock issued 
prior to July 23,1985. mutual capital 
certificates (issued pursuant to S 563.7-4 
of this subchapter), securities which 
constitute permanent equity capital in 
accordance with generally accepted 
accounting principles (if approved by 
the Corporation), appraised equity 
capital (as defined in § 563.13(c) of this 
subchapter), allowances for loan losses 
except specific allowances, (including 
those specific allowances established 
pursuant to § 561.16c, 563.17-2, and 
571.1a of this subchapter) and any other 
non withdrawable accounts of an 
insured institution (excluding any 
Treasury shares held by the insured 
institution); Provided, that for any 
nonpermanent instrument qualifying as 
regulatory capital under this paragraph, 
either. 

(1) The remaining period to maturity 
or required redemption (oi time of any 
required sinking fund or other 
prepayment or reserve allocation, with 
respect to the amount of such 
prepayment or reserve) is not less than 
one year, or 

(2) The redemption or prepayment is 
only at the option of the issuing insured 
institutions and such payments would 
not cause the insured institution to fail 
or continue to fail to meet its regulatory 
capital requirement under § 563.13 of 
this subchapter, and Provided further, 
that capital stock may be included as 
regulatory capital without limitation if it 
would otherwise qualify but for either: 

(i) A provision permitting redemption, 
in the event of a merger, consolidation, 
or reorganization approved by the 
Corporation where the issuing 
institution is not the survivor, or 

(ii) A provision permitting a 
redemption where the funds for 
redemption are raised by the issuance of 
permanent stock. 

* • • * * 

4. Part 581 is amended by adding new 
S 561.18 and 501.19 to read as follows: 

§ $61.18 Land loan. 

The term “land loan” means a loan; 

(a) Secured by real estate upon which 
all facilities and improvements have 
been completely installed, as required 
by local regulations and practices, so 
that it is entirely prepared for the 
erection of structures; 

(b) To finance the purchase of land 
and the accomplishment of all 
improvements required to convert it to 
developed building lots; or 


(c) Secured by land upon which there 
is no structure. 

§ $61.19 NonresWentlal construction loan. 

The term “nonresidential construction 
loan” means a loan for construction of 
other than one or more dwelling units. A 
dwelling unit is a unified combination of 
rooms designed for residence by one 
family. 

PART 563—OPERATIONS 

5. The authority citation for Part 563 is 
revised to read as follows, and the 
authority citations at the ends of the 
sections are removed. 

Authority: Sec, 10, 47 Stat. 725, as amended 
(12 U.S.C. 1421 et seq.); sec, 5A. 47 Stat 727, 
as added by sec. 1,64 Stat. 256. as amended 
(12 U.S.C. 1425a); sec. 4, 80 Stat. 824, sec. 17. 

47 Slat. 736. as amended (12 U.S.C. 1425b and 
1437); sea 2,48 Stat 128, as amended (12 
U.S.C. 1462); sec. 5,48 Stat 132, as amended 
(12 U.S.C. 1484); sec. 202. 96 Stat 1489, as 
amended (12 U.S.C. 1729(f)); secs. 401-407,48 
Stat. 1255-1200, as amended (12 U.S.C. 1724- 
1730); sec. 408. 82 Stat 5, as amended (12 
U.S.C. 1730a): Reorg. Plan No. 3 of 1947,12 FR 
4981. 3 CFR, 1943-1948 Comp., p. 1071. 

6. Section 563.13 is amended by 
revising the heading of the section and 
paragraphs (a)(l] and (b) to read as 
follows: 

§ 563.13 Regulatory capital requirement 

(a) Scope. (1) This section seta forth 
the requirements for the maintenance by 
insured institutions of regulatory capital, 
as defined in S 561.13 of this subchapter. 
Compliance with the requirements of 
this section shall be considered to be 
compliance with the reserve 
requirements of section 403(b] of the 
National Housing Act (12 U.S.C. 

1726(b)). 

* * • • • 

(b) Minimum required amount Except 
as otherwise provided in this section, 
the minimum regulatory capital 
requirement for any calendar quarter 
(commencing with the quarter ending 
March 31,1987) shall be an amount 
equal to the sum of an institution's 
liability component and contingency 
component minus its maturity matching 
credit. An institution shall not use the 
maturity matching credit to reduce its 
required amount of regulatory capital 
below 3 percent of total liabilities for the 
period from December 31,1986, until 
December 31,1989, or to reduce its 
required capital below 4 percent of total 
liabilities on or after January 1.1990. 

(1) General Definitions: For purposes 
of this section: 

(i) 'Total liabilities” means total 
assets net of loans in process, specific 
reserves, and deferred credits other than 








deferred taxes, minus regulatory capital 
as defined in 5 ^1.13 of this subchapter. 

(ii) Base liabilities'* means the lower 
of an institution's level of total liabilities 
on January 1.1987. (beginning of day) or 
the institution's total liabilities at the 
end of the quarter for which regulatory 
capital is being computed. 

(iii) "Increased liabilities" means an 
institution's total liabilities in excess of 
its base liabilities. 

(iv) "Liability component," except as 
otherwise provided in this section, 
means an amount of capital equal to 

(A) For the period commencing 
January 1.1987. and ending when an 
institution's liability factor reaches 6 
percent an institution's base liabilities 
amount plus its increased liabilities 
amount and 

(B) Thereafter, 6 percent of total 
liabilities. 

(2) Calculation of base liabilities 
amount, (i) "Base liabilities amount" 
means an amount of capital which 
equals the greater of 

(A) An institution's base liabilities 
multiplied by the liability factor for a 
quarter, or 

(B) An institution's base liabilities 
multiplied by its base ratio. 

(ii) "1987 base factor" means the 
minimum required amount of net worth 
under the former net worth regulation 
(12 era 563.13(g)(2) (1986)), ("former net 
worth regulation") calculated as of 
December 31.1986. excluding the 
contingency component and before 
reduction for qualifying balances. This is 
the institution's 1987 base factor under 
the former net worth regulation. 

(iii) "Base ratio" means a percent 
derived from a ratio (A) with a 
numerator equal to an institution's 1987 
base facton and (B) with a denominator 
equal to the institution's total liabilities 
as of December 31. 1980. 

(iv) "April calculation" means a 
percentage of the aggregate annual rate 
of return on the aggregate average level 
of assets of all insured institutions 
collectively. The percentage used for 
insured institutions in the standard 
group is 75 percent. The percentage used 
for insured institutions in the lower 
group is 90 percent. The Board will 
calculate the indu8trj’*9 rate of return 
and the resulting calculations in April of 
each year based upon the data for the 
prior calendar year. 

(v) "Liability factor" means the 
percentage rate in any given quarter 
applied to an institution's base liabilities 
at the end of that quarter to calculate its 
base liabilities amount for that quarter. 

(A) Institutions with base ratios equal 
to 3 percent (the "standard group") shall 
have im'Ual liability factors of 3 percent. 


This percentage will change each July 1 
by one-half of the most recent April 
calculation for the standard group and 
will change by the same percentage the 
following January 1. 

(B) Institutions with liability factors 
below 3 percent ("lower group") shall 
have initial liability factors equal to 
their base ratios. This percentage will 
increase each July 1 by the higher of 
one-half of the most recent April 
calculation for the lower group or 90 
percent of the institution's own return 
on assets (data based on its most recent 
annual report) for the prior calendar 
year. This liability factor will increase 
by the same percentage on the foliowring 
January 1. If for any quarter an 
institution's liability factor computed 
under this method exceeds the liability 
factor of the standard group (as 
published with the Board's April 
calculation), the institution shall from 
that time forward use the liability factor 
of the standard group. 

(C) Institutions with base ratios 
exceeding 3 percent (the "higher group") 
shall have initial liability factors equal 
to their base ratios. Such an institutiori’s 
liability factor shall remain constant 
until that liability factor is exceeded by 
the standard group's liability factor (as 
published writh the Board's April 
calculation). From that time forward, 
such an institution’s liability factor shall 
be the standard group's liability factor. 

(3) Calculation of increased liabilities 
amount. The "increased liabilities 
amount" means an amount of capital 
equal to 6 percent of an institution's 
total liabilities in excess of its base 
liabilities. 

(4) Calculation of contingency 
component-~-\\) Definitions. The terms 
defined in this paragraph are used in 
determining the contingency component, 
but may also be used elsewhere in this 
section. 

(A) "Fully phased-in requirement" 
means an amount of capital equal to 6 
percent of total liabilities plus the 
contingency component minus the 
maturity matching credit. 

(B) "Net fully phased-in requirement" 

means an amount of capita] equal to 6 
percent of total liabiliUes plus the 
incremental capital requirement on fixed 
reserve elements of the contingency 
component minus the maturity matchino 
credit. * 

(CJ "Fully phased-in institution" 
means an institution meeting its fully 
phased-in requirement. 

(D) "Fixed reserve elements" means 
scheduled items, recourse liabilities, and 
standby letters of credit 

(E) "Variable reserve elements" 
means direct investments, land loans, 
and nonresidential construction loans. 


(ii) Calculation method. Contingency 
component means the sura of: 

(A) Two (2) percent of recourse 
liabilities (as that term is defined in 

§ 561.8 of this subchapter) resulting from 
the sale of any loan; 

(B) Twenty (20) percent of the 
institution's scheduled items (as that 
Jerm is defined in S 561.15 of this 
subchapter); 

(C) Subject to the provisions of 
paragraph (b)(4)(ii)(D) of this section, 

(/) An amount equal to a percentage 
of the dollar amount of aggregate direct 
investment (as defined in 5 563.9-8(b)(l) 
of this subchapter) made after June 30, 
1988, determined as follows: 

(/) For institutions that do not meet 
their capital requirement, calculated 
without reference to the variable reserve 
elements of the contingency component, 
10 percent of all direct investments. 

[ii] For institutions that meet their 
current capital requirements but whose 
capital is less than the greater of 6 
percent of liabilities or the net fully 
phased-in requirement, 5 percent of 
direct investments that constitute up to 
and including 10 percent of assets, and 
10 percent of all other direct investments 
in excess of 10 percent. 

(i//) For institutions whose capital is 
at least equal to the greater of their net 
fuDy phased-in capital requirement or 6 
percent of liabilities, 5 percent of direct 
investments that constitute between 10 
percent and up to and including 20 
percent of assets, and 10 percent of 
direct investments that constitute more 
than 20 percent of assets; 

(D) For purposes of paragraph 
(b)(4)(ii)(C) of this section, "aggregate 
direct investment made after June 30. 
1988," 

(1) Includes: (/) All direct investments 
made after June 30.1986; and (//*) direct 
investments made on or before June 30, 
1960, that were subject to an 
incremental capital requirement under 
the contingency factor of the former net 
worth regulation (12 CFR 563.13(g)(5){iii) 
(1986)); 

(2) Does not include: 

(/) Direct investments in portfolio on 
or before June 30.1986, that were not 
subject to an incremental capital 
requirement under the contingency 
factor of the former net-worth regulation 
(12 era 563.13(g)(5)(iii)(1986)); 

(//) Direct investments to which an 
institution was legally comnutted on or 
before June 30.1988; or 
(//i') Real estate projects completed 
pursuant to definitive plans in existence 
on or before June 30,1988; and 
(iV) Investments made in any service 
corporation or operating subsidiary; 
Provided, that any direct investment 







33586 Federal Register / Vol. 51. No. 183 / Monday, September 22, 1986 / Rules and Regulations 


made by such service corporation or 
operating subsidiary which if made by 
the parent would be included in the 
parent's contingency component shall be 
included in the total of such investments 
of the parent institution; 

(E) Subject to the provisions of 
paragraph (b)(4)(ii)(E)(2) of this section, 

(1) An amount equal to a percentage 
of the dollar amount of aggregate land 
loans made after June 30,1986, 
determined as follows; 

(;■) For institutions that do not meet 
their capital requirements, calculated 
without reference to the variable reserve 
elements of the contingency component, 

4 percent of all land loans. 

(/;') For institutions that meet their 
current capital requirements but whose 
capital is less than the greater of 6 
percent of liabilities or the net fully 
phased-in requirement, 2 percent of land 
loans constituting up to and including 10 
percent of assets, and 4 percent of land 
loans above that amount. 

(//V) For institutions whose capital is 
at least equal to the greater of their fully 
phased-in capital requirement or 6 
percent of liabilities. 2 percent of land 
loans that constitute between 10 percent 
and up to and including 20 percent of 
assets, and 4 percent of land loans 
above that amount. 

[2] For purposes of paragraph 
{b)(4)(ii)(E)(J) of this section, "aggregate 
land loans made after June 30.1986," 
means all land loans made after that 
date, but does not include land loans in 
portfolio as of that date, or loans to 
which the institution was legally 
committed on or before that date: 

(F) Subject to the provisions of 
paragraph (b)(4)(ii)(F)(2) of this section, 

(7) An amount equal to a percentage 
of the dollar amount of aggregate 
nonresidential construction loans made 
after June 30,1986 determined as 
follows: 

(/) For institutions that do not meet 
their capital requirements, calculated 
without reference to the variable reserve 
elements of the contingency component, 
4 percent of all nonresidential 
construction loans. 

(//) For institutions that meet their 
current capital requirements but whose 
capital is less than the greater of 6 
percent of liabilities or the net fully 
phased-in requirement, 2 percent of 
nonresidential construction loans 
constituting up to and including 10 
percent of assets, and 4 percent of 
nonresidential construction loans above 
that amount 

(//;■) For institutions whose capital is 
at least equal to the greater of their net 
fully phased-in capital requirement or 6 
percent of liabilities, 2 percent of 
nonresidential construction loans that 


constitute between 10 percent and up to 
and including 20 percent of assets, and 4 
percent of nonresidential construction 
loans above that amount. 

(2] For the purposes of paragraph 
(b)(4)(ii)(F)(7) of this section, "aggregate 
nonresidential construction loans made 
after June 30,1986," means all 
nonresidential construction loans made 
after that date, but not nonresidential 
construction loans in portfolio as of that 
date, or nonresidential construction 
loans to which the institution was 
legally committed on or before that date; 

(G) Two (2) percent of all standby 
letters of credit. 

(5) Calculation of maturity matching 
crediL The "maturity matching credit" 
means an amount up to 2 percent of 
total liabilities by which the minimum 
regulatory capital requirement imposed 
under paragraphs (b)(2). (b)(3), and 
(b)(4) of this section may be reduced 
based upon an institution's low interest 
rate risk exposure as reflected by the 
institution’s 1 year and 3 year hedged 
gap. 

(i) Definitions, (A) "Hedged gap" 
means the difference between the dollar 
value of assets maturing or repricing 
within a defined time period and the 
liabilities maturing or repricing during 
that time period, all divided by total 
assets. Data are adjusted to reflect 
anticipated prepayments and hedging 
activities. 

(B) "One-year gap" means the 
cumulative hedged gap for liabilities and 
assets maturing or repricing within 1 
year. 

(C) "Three-year gap" means the 
cumulative hedged gap for liabilities and 
assets maturing or repricing within 3 
years. 

(ii) Calculation of maturity matching 
credit (A) The minimum regulatory 
capital requirement imposed by this 
section shall be reduced by 1 percent of 
total liabilities for a 1-year gap with an 
absolute value equal to or less than 15 
percent. The capital requirement for 
institutions with a 1-year gap with an 
absolute value greater than 15 percent 
but less than or equal to 25 percent wrill 
be reduced by an amount calculated as 
follows: (.02005—(.067X [the absolute 
value of GapJlJ multiplied by total 
liabilities. No reduction will be made for 
a 1-year gap with an absolute value 
greater than 25 percent. 

(B) The minimum regulatory capital 
requirement imposed by this section 
shall be reduced by 1 percent of total 
liabilities for a 3-year gap with an 
absolute value equal to or less than 15 
percent. The capital requirement for 
institutions with a 3-year gap with an 
absolute value greater than 15 percent 
but less than or equal to 25 percent will 


be reduced by an amount calculated as 
follows; l.02005-(.067Xlthe absolute 
value of Gap])! multiplied by total 
liabilities. No reduction will be made for 
a 3-year gap with an absolute value 
greater than 25 percent. 

(C) The total amount of deductions 
allowed pursuant to this paragraph shall 
not reduce an institution's minimum 
regulatory capital requirement under 
this section below 3 percent of total 
liabilities for any period up to and 
Including December 31,1989; or below 4 
percent of total liabilities on or after 
January 1,1990. 

(D) For purposes of determining its 
maturity matching credit, an institution 
may use the 1-year and 3-year gaps 
calculated by its internal systems or the 
cumulative hedged gap calculated by the 
institution's Federal Home Loan Bank. 
The gap will be calculated by the Bank 
or the institution based on the data in 
section H of the Quarterly Report filed 
with the Board by the institution 6 
months prior to the Quarterly Report for 
which the institution is calculating its 
minimum regulatory capital 
requirements. If the institution's 
calculation of its cumulative hedged gap 
differs significantly from its Federal 
Home Loan Bank's calculation, the PSA 
may disallow the institution's 
calculation and rely on its own 
calculation of the institution’s 
cumulative hedged gap. 

(8) Special requirements for de novo 
and certain other institutions, (i) *De 
novo institution" means an institution 
which filed with the appropriate Federal 
Home Loan Bank an application for 
insurance of accounts, a request for a 
commitment to insure accounts, or an 
application to organize a Federal 
association, that was not approved prior 
to December 2.1983, and the business of 
which has not been conducted 
previously under any charter. 

(ii) The minimum regulatory capital 
requirement for de novo institutions 
shall be an amount computed in 
accordance with the provisions of this 
section applicable to all institutions 
except that the liability factors of such 
institutions will differ from the 
requirement of other institutions. The 
liability factor of a de novo institution 
(except for a de novo institution whose 
de novo application was processed in 
accordance with { 571.6(a)(2), or a *de 
novo** institution with a liability related 
requirement of 5 percent on the effective 
date of the regulation) shall be 7 percent 
of its total liabilities from the date it 
commences operations through the last 
day of its first full fiscal year, and 6 
percent of total liabilities thereafter. A 
de novo institution with a liability 
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related capital requireinent of 5 percent 
on the effective date of this regulation 
shall be treated the same as oSicr 
institutions in the higher group. That is, 
its liability factor shall remain 5 percent 
imtil exceeded by the standard group’s 
liability factor and shall thereafter equal 
the standard group’s liability factor. 

(iii) De novo institutions which elected 
to have their applications for insurance 
of accounts processed in accordance 
with the policy set forth in § 571.6(a)(2) 
of this subchapter, but that did not also 
qualify under § 571.6(a)(3). shall 
maintain a minimum amount of 
regulatory capital computed in 
accordance with the provisions of this 
section applicable to all institutions. 
However, the liability factor for such an 
institution shall be 7 percent of its total 
liabilities for the period from the date it 
commences operations through the last 
day of its third full fiscal year, and shall 
be 6 percent of total liabilities 
thereafter. 

(iv) Institutions other than de novo 
institutions with current liability related 
capital requirements exceeding those for 
other institutions under their charters or 
agreements (including institutions 
formerly insured by the Federal Deposit 
Insurance Corporation or by privately 
funded insurance systems) shall have 
liability factors equal to the higher of the 
liabilities related portion of their 
specifically mandated capital 
requirements or the liability factor of the 
standard group. 

(7) Mergers, consolidations, or 
purchases of assets and assumptions of 
liabilities, (i) Except as provided 
elsewhere in this section, after any 
merger, consolidation, or purchase of 
assets and assumption of liabilities 
(referred to as a “merger” of the 
"merged” and “continuing” institutions), 
beginning in the quarter in which the 
merger becomes effective, the regulatory 
capital requirement of the continuing 
institution is computed immediately 
after the merger based on the combined 
assets, investments, base liabilities, and 
increased liabilities of the merged and 
continuing institutions. The liability 
factor of the continuing institution shall 
be a percent derived from a ratio 

(A) With a numerator equal to the 
combined base liability amounts of the 
institutions immediately before the 
merger and 

(B) With a denominator equal to the 
combined base liabilities of the 
institutions. The continuing institution’s 
maturity matching credit shall similarly 
be computed as a weighted average 
(using total liabilities) of the 1-year and 
3-year gaps of the merged and 
continuing institutions. 


(ii) For any acquisition of less than 
substantially all of the liabilities of an 
institution in which the selling 
institution continues in operation as a 
separate entity (including, but not 
limited to, branch acquisitions), the base 
liabilities of the acquiring institution 
beginning in the quarter in which the 
transaction becomes effective shall be 
the base liabilities of the acquiring 
institution calculated to include an 
amount equal to the liabilities so 
acquired, the institution shall apply its 
liability factor for the quarter to its 
increased level of base liabilities 
acquired from the selling institution. The 
selling institution shall deduct the 
amount of liabilities sold from its base 
liabilities and shall apply its liability 
factor for the quarter to this reduced 
level of base liabilities. 

(iii) The provisions of this paragraph 
(b)(7) may be superseded by the 
Corporation if the Corporation 
determines that such consolidation, 
merger, or purchase of assets and 
assumption of liabilities (including, but 
not limited to, branch acquisitions) is 
instituted for supervisory purposes. 

(8) Calculation period and 
maintenance requirement An 
institution shall calculate its minimum 
regulatory capital requirement pursuant 
to this section as of the end of each 
calendar quarter commencing with the 
quarter ending March 31,1987. and shall 
maintain regulatory capital in an 
amount not less than the minimum 
requirement so calculated from the end 
of the quarter for which the minimum 
requirement was calculated until the 
end of the next succeeding calendar 
quarter. 


§563.13 [Amended) 

7. Amend § 563.13 by removing 
paragraphs (e). (g), and (i). 

8. Amend § 563.13 by redesignating 
paragraphs (f) and (h) as the new 
paragraphs (e) and (f). respectively. 

9. Section 563.13-1 is revised to read 
as follows: 

§563.13-1 Liability growth. 

(a)(1) No insured institution, unless 
exempted by paragraph (b) of this 
section, shall Increase its total liabilities 
within any 2-quarter period at a rate 
greater than 12.50 percent without prior 
approval of the institution’s Principal 
Supervisory Agent (“PSA”). 

(2)(i) The rate of increase in liability 
growth under paragraph (a)(1) of this 
section shall be computed by 
subtracting an institution’s total 
liabilities as of the beginning of a 2- 
consecutive-quarter period from its total 


liabilities as of the end of the 2- 
consecutive-quarter period and by 
dividing this amount by the institution’s 
total liabilities as of the beginning of the 
2-consecutive-quarter period. 

(ii) The method of computation set 
forth in paragraph (a)(2)(i) of this section 
shall be used by an institution 
commencing operations as an insured 
institution or initially becoming subject 
to this regulation, although sudi an 
institution’s first computation under this 
section shall be made at the end of the 
second quarter during which the 
institution operates or is subject to this 
regulation for all or a portion of the 
quarter. If an institution commences 
operation or initially becomes subject to 
this regulation within a quarter, the 
institution shall be permitted to grow up 
to 6.25 percent during that quarter. 

(iii) For purposes of computing an 
institution’s growth pursuant to 
paragraphs (a)(1) and (2) of this section, 
an institution’s total liabilities as of the 
beginning of a 2-con8eculive-quarter 
period 

(A) Shall include any increases in 
liabilities during the 2-quarter period 
resulting from the acquisition of 
substantially less than all of the 
liabilities of an institution after which 
the selling institution continues in 
operation as a separate entity 
(includi^, but not limited to, branch 
acquisitions), and 

(B) Shall be equal to the total 
liabilities of merged or continuing 
institutions as of the beginning of the 2- 
quarter period in the case of a merger, 
consolidation, or purchase of assets and 
assumption of liabilities that occurs 
during the 2-con8ecutive-quarter period. 

(3) Notwithstanding the provisions of 
paragraph (a)(1) or (2) of this section, an 
insured institution that increases its 
liabilities through merger, consolidation, 
or purchase of assets and assumption of 
liabilities, for which prior review and 
approval under § 563.22 of this part is 
required, shall not be required to file an 
application under paragraph (c) unless 
such institution otherwise increases its 
liabilities by an amount in excess of 
12.50 percent within any 2-con8ecutive 
quarter period. 

(b) Any insured institution is 
exempted from the preapproval 
requirement of paragraphs (a) and (c) of 
this section if it has regulatory capital 
equal to the higher of its fully phased-in 
capital requirement (6 percent of total 
liabilities plus contingency component 
minus maturity matching credit) or 6 
percent of total liabilities. Such an 
institution must provide notice to its 
PSA of its intention to grow in excess of 
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the standard set by paragraph (a) of this 
section. 

(c) To obtain prior written approval 
from its PSA an institution shall submit 
a written growth plan. A growth plan 
shall cover a period of time not to 
exceed 1 year and shall include the 
following information: 

(1) The institution’s regulatory capital 
as of the end of the preceding calendar 
quarter and its estimated regulatory 
capital as of the end of the period 
covered by the growth plan; 

(2) The amount of liabilities the 
institution expects to obtain; 

(3) A listing of the proposed sources of 
and the methods by which the liabilities 
will be obtained; 

(4) The costs, rates, and maturities of 
liabilities to be obtained; and 

(5) The planned uses of any liabilities 
obtained. 

(d) No institution shall alter an 
approved written growth plan or 
materially diverge from such a plan 
without the prior written approval of its 
PSA. 

(e) Within 10 days after the filing of a 
growth plan or any additional 
information, the PSA shall notify the 
applicant in writing either that all 
information required under paragraph 
(b) of this section has been filed or that 
additional specified information must be 
filed. Unless the PSA takes objection to 
or conditionally approves the plan 
within 30 days of the date of written 
notice that all required information has 
been filed, the plan shall be deemed to 
be approved. Based on an institution’s 
growth plan, the PSA may require the 
institution to maintain not more than 4 
percent additional regulatory capital 
over that required by § 563.13(b)(1) on 
all or a portion of the institution’s 
growth over the 12.50 percent rate 
computed in accordance with paragraph 
(a) of this section. In determining 
whether to take objection to a growth 
plan, to approve a growth plan 
conditionally, or to require additional 
regulatory capital, the PSA shall 
consider the following factors: 

(1) The effect of the plan upon the 
institution's regulatory capital; 

(2) The risk of the corresponding 
investments, the likelihood of obtaining 
the projected return, the level of 
diversification, and the ability of the 
institution to underwrite the incremental 
volume of investments; 

(3) The relative maturities of the 
liabilities and corresponding 
investments; 

(4) The extent to which the liabilities 
are derived from or through a single 
source; 

(5) The extent to which the interest to 
be paid on the liabilities conforms with 


generally prevailing rates for similar 
liabilities; 

(6) The financial strength of the 
institution, including the level of its 
regulatory capital, which shall not be 
less than that required by § 563.13; 

(7) The stability of the institution’s 
earnings over the 6 preceding calendar 
quarters; 

(8) The extent to which the 
institution’s overall policies are 
consistent with economical home 
financing, as evidenced by whether the 
institution would comply with the 
definition of “qualified institution** set 
forth in § 584.2-2(b) of this chapten and 

(9) Whether the overall policies, 
conditions, and operation of the 
applicant afford a basis for supervisory 
objection. 

(f) Total liabilities for purposes of this 
section shall not include an amount of 
securities issued through subsidiaries 
(as defined by § 563.13-2(a)(l)) that does 
not cause the subsidiary’s level of 
outstanding securities to exceed its level 
of securities grandfathered pursuant to 
§ 563.13“2(b). Such securities shall be 
included in total liabilities as defined in 
§ 563.13(b)(l)(i) for all other purposes. 

§563.13-2 (Amended] 

10. Section 563.13-2(c)(l) is amended 
by adding after the word “management” 
the phrase “and, if issued after August 
15,1986, collateralized by assets the 
market value of which is less than 110 
percent of the gross proceeds of the 
securities issuance”. 

By the Federal Home Loan Bank Board. 

Jeff Sconyers, 

Secretary. 

[FR Doc. 86-21005 Filed 9-19-86; 8:45 am] 
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NATIONAL CREDIT UNION 
ADMINISTRATION 

12 CFR Part 790 

Description of Office—Current 
Structure and Geographic 
Responsibilities 

agency: National Credit Union 
Administration (NCUA). 
action: Final rule. 

summary: This rule revises § 790.2 of 
NCUA Rules and Regulations to reflect 
the current Central Office structure and 
the geographic responsibilities of the 
NCUA Regional Offices. 

EFFECTIVE DATE: October 1.1986. 
address: National Credit Union 
Administration. 1776 G Street, NW., 
Washington. DC 20456. 


FOR FURTHER INFORMATION CONTACT. 

Benny R. Henson, Director, 
Administrative Office or Wilmer A. 
Theard. Director, Administrative 
Procedures, at the above address or 
telephone (202) 357-1055. 

SUPPLEMENTARY INFORMATION: The 
organizational structure of the NCUA 
Central Office has undergone some 
realignment with corresponding changes 
in areas of responsibilities since this 
Part was last revised. Most significant 
has been the addition of the Office of 
the Chief Economist, and the elimination 
of the Office of Consumer Affairs. The 
geographic responsibilities of three 
regional offices have been adjusted for a 
more equitable distribution of work 
load. This revision is to make § 790.2 
reflective to the NCUA current 
organizational structure. 

Regulatory Procedures 

The NCUA Board hereby certifies that 
this final rule will not have a si^ificant 
economic impact on a substantial 
number of small credit unions. Since the 
regulation does not create any negative 
impact on credit unions, the NCUA 
Board is issuing a final rule without 
seeking comments from the public. 

Paperw'ork Reduction Act 

This rule does not impose a 
paperwork burden on the public as 
defined by the Paperwork Reduction Act 
and implementing regulations, and 
therefore, will not be submitted for OMB 
clearance. 

List of Subjects in 12 CFR Part 790 

Organization and functions. 

By the National Credit Union 
Administration on the 10th day of September. 
1986. 

Rosemary Brady, 

Secretary^ of the NCUA Board. 

PART 790—[AMENDED] 

Accordingly, NCUA has amended Part 
790, Subpart A, as follows: 

1. The authority citation for Part 790 is 
revised to read as follows and the 
authority citations following all the 
Sections of part 790, are removed. 

Authority: 12 U.S.C. 1786.12 U.S.C. 1789.12 
U.S.C. 1795f. Subparl A is also issued under 5 
U.S.C. 552. Subpart B is also issued under 5 
U.S.C. 552a. Subpart C is also issued under 5 
U.S.C. 552b. 

2. Section 790.2 is revised to read as 
follows: 

§ 790.2 Central and regional organization. 

(a) General organization. The 
National Credit Union Administration 
(hereinafter referred to as the 















*'Administration**) is composed of the 

National Credit Union Administration 
Board (hereinafter referred to as the 
“Board**), with a central office in 
Washington. DC. six regional offices, 
and a corporation known as the 
National Credit Union Administration 
Central Liquidity Facility. 

(b) Central Office-\\) The Board. The 
Board consists of three members 
appointed by the President, with the 
advice and consent of the ^nate. for sLx 
year terms (except for two of the initial 
members who will serve staggered two 
and four year terms). One Board 
member is designated by the President 
to be Chairman of the Board. A second 
member is designated by the Board to 
be Vice-Chairman. The Board also 
serves as the Board of Directors of the 
National Credit Union Administration 
Central Liquidity Facility. 

(2) Secretary of the Board. The 
Secretary of the Board is responsible for 
the secretarial functions of the National 
Credit Union Administration Board. The 
Secretary's responsibilities include 
preparation of agendas of the meetings 
of the Board, preparation and 
maintenance of the minutes of all 
official action of the Board, and signing 
and executing all documents adopted 
and issued by or on behalf of the Board. 
The Secretary also serves as the 
Secretary of the National Credit Union 
Administration Central Liquidity 
Facility. 

(3) (^fjce of the Executive Director. 

The principal duty and responsibility of 
the Executive Director is to translate 
NCUA Board policy decisions into 
workable programs, delegate 
responsibility for these programs to 
appropriate staff members, and 
coordinate the activities of the senior 
executive staff includes the General 
Counsel, Internal Auditor, Chief 
Economist, the Office Directors for 
Public and Congressional Affairs. 
Examination and Insurance. Information 
Systems and the Regional Directors. 
Because of the nature of the client/ 
lawyer relationship between the Board 
and General Counsel, and because the 
Internal Auditor serves as the “eyes and 
ears** of the Board, these executives 
may. at times, be directed by the Board 
not to disclose discussions and/or 
assignments with anyone else including 
the Executive Director. On these, and 
only these occasions, the requirement to 
keep the Executive Director informed is 
not operative. In addition to the 
foregoing, the Executive Director is 
responsible for managing the Personnel 
Office, the Controller’s Office, and 
Administrative Office. 

(4) Office of Examination and 
Insurance. The Director of this office 


performs duties relating to the 
formulation of standards and 
procedures for examination and 
supervision of the community of 
federally insured credit unions; 
administering, for the NCUA Board, the 
National Credit Union Share Insurance 
Fund and reporting upon its 
performance in the areas of premiums 
invested, income therefrom, and fund 
assistance to organizations in need of 
same. The Director reports to the NCUA 
Board the results of evaluations in the 
areas of established goals and the 
quality of the examination program. The 
Director serves as the Agency’s expert 
on matters concerning accounting 
principles and standards, auditing 
standards, and investments for credit 
unions, and represents NCUA in areas 
such as meetings/conventions, with the 
AICPA, FFIEC and GAO. Additionally, 
the Director collects data and provides 
statistical and economic reports and 
research papers on market trends 
affecting credit unions. 

(5) Office of General Counsel. The 
General Counsel has overall 
respoMibility for all legal matters 
affecting the Administration and for 
liaison with the Department of Justice. 
Specifically, the General Counsel 
represents the Administration in all 
litigation and administrative hearings 
when such direct representation is 
permitted by law and. in other 
instances, assists the attorneys 
responsible for the conduct of such 
litigation. The General Counsel also 
provides the Administration with legal 
advice and opinions on all matters of 
law. This includes the interpretation of 
the Federal Credit Union Act. Rules and 
Regulations, and other statutes and 
regulations which may affect the 
Administration and federally insured 
credit unions. The General Counsel has 
responsibility for the drafting, 
reviewing, and publication of all items 
which appear in the Federal Register. 

This includes rules, regulations, and 
notices required by law. 

(0) Office of the Internal Auditor. The 
Internal Audit is responsible for the 
scheduling and conduct of independent 
and objective audits of all NCUA 
programs and functions to determine 
compliance with statutory, regulatory 
requirements and policies for which the 
Board is responsible pursuant to the 
Federal Credit Union Act and other 
Federal statutes as well as NCUA 
operating policies. Also, the Internal 
Auditor monitors corrective actions 
taken for deficiencies detailed in audit 
reports and conducts special 
investigations as directed by the NCUA 
Board Members and Executive Director. 


(7) Office of the Chief Economist. The 
Chief ^onomist is responsible for 
development and conduct of research 
plans in support of agency programs in 
addition to preparation of periodic 
reports on research activities for the 
information and use of agency staff, 
credit union officials, state credit union 
supervisory authorities, and other 
government and private groups. 

(8) Office of Public and Congressional 
Affairs. The Director of the Office of 
Public and Congressional Affairs is 
responsible for the agency’s relationship 
with public and media and liaison with 
the U.S. Congress and for the analysis 
and development of legislative 
proposals and public affairs strategies. 
The purpose of the office is to attempt to 
enhance NCUA’s relationship with the 
Congress, credit unions, the media, its 
own employees, and the public-at-large. 
Has responsibility for liaison with other 
executive branch agencies concerning 
legislative matters. 

(9) Office of Information Systems. *1116 
Director of Office of Information 
Systems has responsibility for managing 
and operating the agency's electronic 
data processing plant and meeting the 
agency’s user needs for reports 
generated by the system. The Director 
reports to the Board concerning 
appraisal and review of analytical and 
statistical reporting systems for which 
the office is responsible and determines 
that such systems meet Administration 
needs. 

(c) Regional Offices. (1) The programs 
of the National Credit Union 
Administration are conducted through 
six regions with regional headquarters 
and assigned geographical areas as set 
forth in the following chart: 



Atm wttNn region 

OfAca addrass 

,_ 

Connoctiout Main*. 

441 Stuart Straat. 6lh 


Maaaachuaatts, Maw 

Floor. Boston. 


Hampahlra. Naw 

Massachuaana 


Naw Yocfc, 
euano Rico, RivxJa 
Island. Varmont, 

Vagin Nfand. 

oaiie. 

w .. 

Oalawara. Dtstrtct of 

1776 G Straat NW, 


Cdumbla. Maryland, 

Suita 700, 


Pannaylvania. 

Washington. DC 


Virginia. Wast 

Virgins 

20006. 

m .... 

Alabama, Arfcanaat. 

1366 Paachtraa Straat 


Fkxlda. Gaorgia. 

NE.. Suita 640. 


Kanbxfcy. Louisiana. 

Atlanta. Ooorgia 

IV . 

Mississippi, North 
Caroima. South 
Caroflna. Tannassaa. 
WrKiis. Indiana. 

30367. 

230 S Daa^^n. Suita 


Michigan, Missouri. 

3346. Chicago. 


Ohio, Wisoonsih. 

Illinois 60604. 


Arizona. Colorado. 

611 East 6th Straat 


Iowa. Kansas. 

Suita407. Austm. 


Minnasola. 

Nabraska, Naw 
Maxico. North 

Dakota. South 

Dakota. Oklahoma. 
Taxaa. Utah. 

Texas 76701. 
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Ragon 

Area within region 

OfTIca addreaa 

VI _ 

Alaska. Amarlcan 

2890 K Main Street. 


Samoa. CaRfomia. 

Suite 101 Wamm 


Guam. Hawak, 

Creek. CalUomta 


kteho. Montana. 
Nevada. Oregon, 
Washaigtoa 

9459& 


(2) A Regional Director is in charge of 
each regional operation. The Regional 
Director directs the programs of the 
Administration in the region assigned In 
accordance with established policies. 
Includes such duties as directing the 
chartering, insurance, examination, and 
supervision programs to promote and 
assure safety and soundness; managing 
regional resources to meet program 
objectives in the most economical and 
practical manner; and maintaining good 
public relations with public private, and 
governmental organizations. Federal 
credit union officials, credit union 
organizations, and other groups which 
exert influence in the assigned region. 
l*he Director maintains liaison and 
cooperation with other regional offices 
of Federal departments and agencies. 
State agencies, city and county officials, 
and other governmental units that 
impact on credit union activities. He is 
aided by a Deputy Regional Director. 
Each region is divided into Examiner 
districts; groups of examiners are 
directed by Supervisory Examiners, who 
in turn report directly to the Regional 
Director and/or Deputy Regional 
Director. 

(d) NotionoJ Credit Union 
Administration Central Liquidity 
Facility —(1) General organization. The 
National Credit Union Administration 
Central Liquidity Facility (“the Facility**) 
was created by Pub. L. 95-630 to 
improve general financial stability by 
providing funds to meet the liquidity 
needs of credit unions. It is **mixed 
ownership Government corporation** 
(Section 856 of the Government 
Corporation Control Act, 31 U.S.C. 841, 
et seq.) within the National Credit Union 
Administration. The Facility's corporate 
headquarters are located at 1776 G 
Street, NW., Washington, DC 20456. The 
Central and Regional Offices of the 
National Credit Union Administration 
provide services and information to the 
Facility on a cost-reimbursable basis 
and, depending upon need, employees of 
the Facility may be assigned to the 
Regional Offices. The Facility is also 
assisted in its operations by central 
credit unions designated as “Agent 
Members** which provide Facility 
services to other credit unions which do 
not have direct access to the Facility. 

(2) Board of Directors. The Facility is 
managed by the National Credit Union 


Administration Board which acts as the 
Facility’s Board of Directors (“the 
Board**). The Chairman of the National 
Credit Union Administration Board is 
the Chairman of the Board of Director of 
the Facility. The Board is assisted in 
managing the Facility by the following 
officers who are appointed by and are 
responsible to the Board: President, Vice 
President for Credit. Vice President for 
Finance. Secretary and Treasurer. 

(3) President. The President is the 
chief executive officer of the Facility 
and works under the general supervision 
of the Board. The President provides 
overall executive direction and guidance 
and is responsble for the ongoing 
management of the Facility. The 
President manages the Facility staff and 
their activities both in the central office 
and the regions; provides general 
supervision to the other officers of the 
Facility, and intitiates and maintains 
working relationships with the credit 
union community, other Federal and 
state government authorities, and the 
banking and investment communities. 

(4) Vice President for Credit. The Vice 
President for credit is responsible for 
planning implementing, and directing 
programs related to the Facility lending 
policies, procedures, and regulations. 

The Vice President for Credit 
responsibility for directing Facility 
lending to regular members, agent 
members and agent group 
representatives and to monitor lending 
activity throughout the Facility to assure 
conformity with policies, procedures 
and regulations. The Vice President for 
Credit also develops and maintains a 
working relationship with state 
supervisors, state insurance authorities, 
and Federal financial agencies. 

(5) Vice President for Finance. The 
Vice President for Finance is 
responsible for planning, impementing. 
and directing borrowing and investment 
programs for the purpose of financing 
Facility operations. The Vice President 
for Finance has responsiblity for 
directing Facility borrowing from the 
Federal Financing Bank, the securities 
market, and from any other source, and 
also has responsibility for the Facility*s 
investing of funds in the U.S. 
Government and agency securities. The 
Vice President for Finance develops and 
maintains working relationships with 
the investment and banking 
communities and with Federal financial 
agencies. 

(6) Treasurer. The Treasurer develops 
and manages the Facility's operational 
systems for the purposes of monitoring 
and reporting the use of the Facility 
funds. The Treasurer establishes 
accounting policies and procedures for 


the Facility, and maintains working 
relationships with Agent members, state 
supervisors, and insurance corporations, 
and Federal financial agencies. 

(7) Secretary. The Secretary of the 
National Credit Union Administration 
Board serves as the Secretary of the 
Facility. The Secretary has 
responsibility for preparing the Board*8 
agenda and giving all required notices, 
keeping the minutes of the Board, and 
maintaining all records of the Facility 
other than those of a financial nature. 

(8) Operational assistance. The 
Nation^ Credit Union Admini8tration*8 
regional and central offices provide 
services to the Facility as needed. The 
Facility reimburses the Administration 
for services provided. 

[FR Doc. 86-21368 Filed 9-19 86: 8:45 am] 
B4LUNO CODE 75S&<01-M 


DEPARTMEWT OF TRANSPORTATION 
Federal Aviation Administration 
14CFR Part 71 

[Airspace Docket No. 86-AWP-20] 

Revocation of the Red Bluff, CA, 
Control Zone 

agency: Federal Aviation 
Administration (FAA). DOT. 
action: Final rule._ 

summary: This action revokes the Red 
Bluff, California, control zone. One of 
the requirements to have a control zone 
is that hourly and special weather 
observations must be taken at the 
airport upon which the control zone is 
designated. Weather observations must 
be taken during the times and dates a 
control zone is elective. Red Bluff, 
California, will not meet the criteria for 
retention of the control zone since the 
Red Bluff Weather Service Office 
(WSO) will be closed and its functions 
transferred to the Redding. California 
WSO. This action will raise the floor of 
controlled airspace in the vicinity of Red 
Bluff Municipal Airport to 700 feet 
above ground level. 

EFFECTIVE DATE: 0901 U.tc., December 
18.1986. 

FOR FURTHER INFORMATION CONTACT. 

Frank T. Torikai, Airspace and 
Procedures Specialist, Airspace and 
Procedures Branch, AWP-530, Air 
Traffic Division, Western-Pacific 
Region, Federal Aviation 
Administration. 15000 Aviation 
Boulevard, Lawndale, California 90260; 
telephone (213) 297-1649. 
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SUPPLEMENTARY INFORMATION: 

History 

On July 11.1906, the Federal Aviation 
Administration (FAA) proposed to 
amend Part 71 of the Federal Aviation 
Regulations (14 CFR Part 71) to revoke 
the Red Bluff, California, control zone 
(51 FR 25209). Interested parties were 
invited to participate in this rulemaking 
proceeding by submitting written 
comments on the proposal to the FAA. 
No comments objecting to the proposal 
were received. Except for editorial 
changes, this amendment is the same as 
that proposed in the notice. Section 
71.171 of Part 71 of the Federal Aviation 
Regulations was republished in 
Handbook 7400.6D dated January 2. 

1986. 

The Rule 

This amendment to Part 71 of the 
Federal Aviation Regulations revokes 
the Red Bluff, California, control zone. 
This will raise the floor of controlled 
airspace to 700 feet above ground level 
in the vicinity of the Red Bluff Municipal 
Airport. 

The FAA has determined that this 
regulation only involves an established 
body of technical regulations for which 
frequent and routine amendments are 
necessary to keep them operationally 
current. It. therefore—(1) is not a "major 
rule" under Executive Order 12291; (2) is 
not a "significant rule" under DOT 
Regulatory Policies and Procedures (44 
FR 11034; February 25.1979); and (3) 
does not warrant preparation of a 
regulatory evaluation as the anticipated 
impact is so minimal. Since this is a 
routine matter that will only affect air 
traffic procedures and air navigation, it 
is certified that this rule will not have a 
significant economic impact on a 
substantial number of small entities 
under the criteria of the Regulatory 
Flexibility Act. 

List of Subjects b 14 CFR Part 71 
Aviation safety, Control zones. 
Adoption of the Amendment 
PART 71—(AMENDED] 

Accordingly, pursuant to the authority 
delegated to me. Part 71 of the Federal 
Aviation Regulations (14 CFR Part 71) is 
amended, as follows: 

§71.171 [Amended) 

1. The authority citation for Part 71 
continues to read as follows: 

Authority: 49 U.S.C. 1348(a). 1354(a), 1510; 
Executive Order 10854; 49 U.S.C. 106(g) 

(Revised Pub. L 97-^49. January 12.1983); 14 
CFR 11.69. 

2, Section 71.171 is amended as 
follows: 


Red Bluff. California (Removed] 

Issued In Los Angeles. California, on 
September 10,1986. 

Wayne C. Newcomb. 

Manager, Air Traffic Division, Western- 
Pacific Region, 

[FR Doc. 86-21327 Filed 9-19-86; 8:45 am) 

BILLING CODE 4S10.t3-M 


14 CFR Parts 71 and 75 

(Airspace Docket No. 86-AWA-9) 

Alteration of VOR Federal Airway V-77 
and Jet Route J-21—OK 

Correction 

In FR Doc. 86-19173, beginning on 
page 30334, m the issue of Thursday, 
August 26.1986, make the following 
corrections: 

On page 30334, second column, last 
paragraph, ninth line, "nor" should read 
"not", and in the thirteenth line, 

"MOSs*" should read "MOAs’ ". 

BILLING CODE 150S-01-M 


14 CFR Part 73 

(Airspace Docket No. 85-AWA-42) 

Alteration of Prohibited Area P-66 
Rancho del Clelo, Goleta, CA 

Correction 

In FR Doc. 86-19072, beginning on 
page 30208, in the issue of Monday, 
August 25.1986. make the following 
corrections: 

§ 73.93 [Corrected] 

On page 30209, second column, sixth 
line under § 73.93 (Amended), "to lat. 
3r34'00' N.," should read "to lat. 
34*31'00" N.,". 

BILLING CODE 1S05-01-M 


DEPARTMENT OF HEALTH AND 
HUMAN SERVICES 

Food and Drug Administration 

21 CFR Part 522 

Implantation or Injectable Dosage 
Form New Animal Drugs Not Subject 
to Certification; Estradiol Valerate and 
Norgestomet In Combination 

AGENCY; Food and Drug Administration. 
ACTION; Final rule. 

SUMMARY; The Food and Drug 
Atoinistration (FDA) is amending the 
animal drug regulations to reflect 
approval of supplemental new animal 
drug applications (NADA’s) filed by 


CEVA Laboratories, Inc., and C.D. 
Searle & Co. providing for safe and 
effective use of a norgestomet (synthetic 
progestogen) implant and an estradiol 
valerate/norgestomet injection for 
synchronizing estrus/ovulation in adult 
beef cows. 

EFFECTIVE DATE; September 22,1986. 

FOR FURTHER INFORMATION CONTACT; 
Jack C. Taylor, Center for Veterinary 
Medicbe (HFV-126), Food and Drug 
Administration, 5600 Fishers Lane. 
Rockville, MD 20857. 301-443-5247. 

SUPPLEMENTARY INFORMATION: CEVA 
Laboratories, be., 10560 Barkley, 
Overland Park. KS 66212, filed a 
supplement to NADA 134-930 and G.D. 
Searle h Co., P.O. Box 5110, Chicago. IL 
60680, filed a supplement to NADA 97- 
037 providing for use of an implant 
containing 6.0 milligrams (mg) of 
norgestomet and an injection contaming 
5.0 mg of estradiol valerate and 3.0 mg 
of norgestomet per 2 milliliters. The 
supplements provide for use of the 
product to control timing of estrus to 
permit synchronized breeding of cycling 
adult beef cows in addition to the 
previously approved use in cycling beef 
heifers and nondactatirg dairy heifers. 

Approval of the supplement to NADA 
134-930 is based on data and 
information contabed in Searle's 
supplement to NADA 97-037 and 
incorporated herein by reference. The 
supplements are approved and the 
regulations are amended to reflect the 
approvals. The basis of the approvals is 
discussed in the supplemental freedom 
of information summary for NADA 97- 
037. 

In accordance with the freedom of 
information provisions of Part 20 (21 
CFR Part 20) and § 514.11(e)(2)(ii) (21 
CFR 514.11(e)(2)(ii)). a summary of 
safety and effectiveness data and 
information submitted to support 
approval of this application may be seen 
in the Dockets Management Branch 
(HFA-305), Food and Drug 
Administration, Rm. 4-62, 5600 Fishers 
Lane, Rockville. MD 20857, from 9 a.m. 
to 4 p.m., Monday through Friday. 

For the supplement to NADA 97-037. 
the agency has carefully considered the 
potential environmental effects of this 
action and has concluded that the action 
will not have a significant impact on the 
human environment and that an 
environmental impact statement is not 
required. The agency's finding of no 
significant impact and the evidence 
supporting that finding may be seen in 
the Dockets Management Branch 
(address above) between 9 a.m. and 4 
p.m., Monday through Friday. Under 
FDA's regulations implementing the 
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National Environmental Policy Act (21 
CFR Part 25). an action of this type 
would require an abbreviated 
environmental assessment under 21 CFR 
25,31a(b)(4). 

For the supplement to NAD A 134-930. 
the agency has determined under 21 
CFR 25.24(d)(l)(i) that this action is of a 
Type that does not individually or 
cumulatively have a significant effect on 
the human environment. Therefore, 
neither an environmental assessment 
nor an environmental impact statement 
is required. 

List of Subjects in 21 CFR Port 522 
Animal drugs. 

Therefore, under the Federal Food. 
Drug, and Cosmetic Act and under 
authority delegated to the Commissioner 
of Food and Drugs and redelegated to 
the Center for Veterinary Medicine. Part 
522 is amended as follows: 

PAFTT 522—IMPLANTATION OR 
INJECTABLE DOSAGE FORM NEW 
ANIMAL DRUGS NOT SUBJECT TO 
CERTIFICATION 

1. The authority citation for 21 CFR 
Part 522 continues to read as follows; 

Authority: Sec. 512(1). 82 Stat. 347 (21 U.S.C 
380b(l)); 21 CFR 5.10 and 5.63. 

2. Section 522^150 is amended by 
revising paragraph (c)(2) to read as 
follows: 

§ 522.850 Estradiol vaterate and 
norgestomet In combination. 

• • • • * 

(c) • • • 

(2) Indications for use. For 
synchronization of estrus/ovulalion in 
cycling beef cattle and non-lactating 
dairy heifers. 

• « * • • 

Dated: September 12.198a 
Marvin A. Norcross, 

Associate Director for New Anima! Drug 
Evaluation. 

(FR Doc. 86-21337 Filed 9-19-80; 8:45 am] 
BILUMQ cooe 41S0-01>M 


DEPARTMENT OF JUSTICE 
Drug Enforcement Administration 
21 CFR Part 1308 

Schedules of Controlled Substances; 
Placement of 3-Methylfentanyl Into 
Schedule I 

agency: Drug Enforcement 
Administration. Justice. 
action: Final rule. 


summary: This final rule is issued by 
the Administrator of the Drug 
Enforcement Administration (DEA) to 
place the narcotic substance. 3- 
methylfentanyl. into Schedule 1 of the 
Controlled Substances Act (CSA) (21 
U.S.C. 801 et seq.). This action is based 
on findings made by the DEA 
Administrator, after a review and 
evaluation of the relevant data made by 
both DEA and the Acting Assistance 
Secretary of Health, that 3- 
methylfenlanyl meets he statutory 
criteria for inclusion In Schedule I of the 
CSA. As a result of this final rule, the 
regulatory controls and criminal 
sanctions of Schedule 1 will be 
applicable to the manufacture, 
distribution, importation and 
exportation of 3-methylfentanyl. 
EFFECTIVE DATE: September 22,1988. 

FOR FURTHER INFORMATION CONTACT: 
Howard McClain, Jr., Chief, Drug 
Control Section. Drug Enforcement 
Administration. Washington. DC 20537, 
Telephone: (202) 633-1366. 
SUPI>LEMENTARY INFORMATION: 3- 
Methylfentanyl is an extremely potent 
analog of the Schedule II synthetic 
narcotic analgesic fentanyl. Produced in 
clandestine laboratories. 3- 
melhylfentanyl has been identified in 
the illicit drug traffic and associated 
with scores of overdose deaths since 
early 1984. 

Based on the data available to him in 
early 1985. the DEA Administrator 
etermined that scheduling 3- 
methylfentanyl in Schedule I of the CSA, 
at least on a temporary basis, was 
necessary to avoid an imminent hazard 
to the public safety. Therefore, in the 
Federal Register notice (50 FR 11090- 
11692) dated March 25,1985. the DEA 
Administrator, pursuant to the 
emergency scheduling provisions of 21 
U.S.C. 811(h). placed 3-methylfcntanyl 
into Schedule I of the CSA for one year 
effective on April 25.1985. The 
temporary scheduling of 3- 
methylfentanyl was extended until 
October 25.1986 In a subsequent 
Federal Register notice (51 FR 15474- 
15475). 

On April 24.1986, in a notice of 
proposed rulemaking published in the 
Federal Register (51 ¥U 15501-15502). 
after an Independent review by DEA 
and a scientific and medical evaluation 
by the Acting Assistant Secretary for 
Health of the relevant data regarding 3- 
methylfentanyl. the DEA Administrator 
proposed to permanently place 3- 
mefiiylfentanyl into Schedule 1 of the 
CSA pursuant to 21 U.S.C. 811. 
Interested parties were given until May 
27,1980 to submit comments or 
objections in writing regarding this 


proposal. DEA received no comments or 
objections nor were there any requests 
for a hearing. 

Based upon the investigations and 
review conducted by DEA and upon the 
scientific and medical evaluation and 
recommendation of the Acting Assistant 
Secretary for Health received in 
accordance with 21 U,S.C. 811(c]. the 
DEA Administrator, pursuant to the 
provisions of 21 U.S.C. 811 (a) and (b), 
finds that: 

(1) 3-Methylfentanyl has a high 
potential for abuse: 

(2) 3-Melhylfentanyl has no currently 
accepted medical use in treatment In the 
United States: and 

(3) 3-Melhylfentanyl lacks accepted 
safety for use under medical 
supervision. 

The above findings are consistent 
with the placement of 3-methylfentanyl 
into Sch^ule 1 of the CSA. The 
Administrator further finds that 3- 
methylfentanyl is an opiate as defined in 
21 U.S.C. 802(18) since it has an 
addiction-forming and addiction- 
sustaining liability similar to that of 
morphine. Consequently, 3- 
methylfentanyl is a narcotic since the 
definition of narcotic, as stated in 21 
U.S.C. 802(17){A). includes: “Opium, 
opiates, derivatives of opium and 
opiates.** 

In accordance with 21 U.S.C. 811(h)(5) 
the emergency scheduling order for 3- 
melhylfentanyl shall be vacated on the 
effective dale of this final rule 
permanently placing 3-methylfentanyl 
into Schedule I of the CSA pursuant to 
21 U.S.C. 8tl(a). 

Since 3-methylfentanyl is already 
under temporary control in Schedule 1. 
all regulations applicable to Schedule I 
narcotic substances will continue to be 
effective as of September 22.1986. The 
current applicable regulations are as 
follows: 

1. Registration, Any person who 
manufacturers, distributes, delivers, 
imports or exports 3-methylfentanyl, or 
who engages in research or conducts 
instructional activities with respect to 
this substance, or who proposes to 
engage in such activities, must be 
registered to conduct such activities In 
accordance with Parts 1301 and 1311 of 
Title 21 of the Code of Federal 
Regulations. 

2. Security. 3-Methylfentanyl must be 
manufactured, distributed and stored in 
accordance with §{ 1301.71-1301.76 of 
Title 21 of the Code of Federal 
Regulations. 

3. Labeling and Packaging. All labels 
and labeling for commercial containers 
of 3-methylfentanyl must comply with 
the requirements of §§ 1302.03-1302.05, 
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1302.07 and 1302.08 of Title 21 of the 
Code of Federal Regulations. 

4. Quotas, All persons required to 
obtain quotas for 3-methyl£entanyl shall 
submit applications pursuant to 

§: 1303.12 and 1303.22 of Title 21 of the 
Code of Federal Regulations. 

5. Inventory, Every registrant required 
to keep records and who possesses any 
quantity of 3-methylfentanyl shall take 
an inventory pursuant to §§ 1304.11- 
1304.19 of Title 21 of the Code of Federal 
Regulations of all stocks of this 
substance on hand. 

6. Records, All registrants reqiiired to 
keep records pursuant to §5 1304.21- 
1304.27 of Title 21 of the Code of Federal 
Regulations shall maintain such records 
on 3-methyffentanyl. 

7. Reports, All registrants required to 
submit reports pursuant to §5 1304.34- 
1304.37 of Title 21 of the Code of Federal 
Regulations shall do so regarding 3- 
methyl fen tanyl. 

8. Order Forms, All registrants 
involved in the distribution of 3- 
methylfentanyl must comply with the 
order form requirements of §§ 1305.01- 
1305.16 of Title 21 of the Code of Federal 
Regulations. 

9. Importation and Exportation, All 
importation and exportation of 3* 
methylfentanyl shall be in compliance 
with Part 1312 of Title 21 of the Code of 
Federal Regulations. 

10. Criminal Liability, The 
Administrator, Drug Enforcement 
Administration^ hereby orders that any 
activity with respect to 3-methylfentanyl 
not authorized by. or in violation of, the 
Controlled Substances Act or the 
Controlled Substances Import and 
Export Act shall be unlawful. 

Pureuant to 5 U.S.C. 606(b). the 
Administrator certifies that the 
placement of 3-methyIfentanyl into 
Schedule I of the Controlled Substances 
Act will have no impact upon small 
businesses or other entities whose 
interests must be considered under the 
Regulatory Flexibility Act (Pub. L. 96- 
354). This action involves the permanent 
control of a substance with no legitimate 
medical use or manufacture in the 
United States. 

In accordance with the provisions of 
21 U.S.C. 811(a), this scheduling action is 
a formal rulemaking **on the record after 
opportunity for a hearing.** Such formal 
proceedings are conducted pursuant to 
the provisions of 5 U.S.C. 556 and 557 
and, as such, have been exempted from 
the consultation requirements of 
Executive Order 12291 (46 FR 13193). 

List of Subjects In 21 CFR Part 1308 

Administrative practice and 
procedure. Drug traffic control. 

Narcotics, Prescription drugs. 


Under the authority vested in the 
Attorney General by section 201(a) of 
the CSA (21 U.S.C. 811(a)) and delegated 
to the Administrator of DEA by 
Department of Justice Regulations (28 
CFTl 0.100], the Administrator hereby 
orders that 21 CFR 1308.11 be amended 
as follows: 

PART 1308—[AMENDED! 

1. The authority citation for 21 CFR 
Part 1308 continues to read as follows: 

Authority: 21 U.S.C. 811, 812, 871(b). 

2. Section 1308.11 is amended by 
redesignating the existing para^aphs 
(b)(31) through (b)(48) as (bX32) through 
(b)(47) and adding a new paragraph 
(b)(31] as follows: 

§1308.11 Schedule L 

• • • • * 

(b) • * • 

(31) 3-MethyIfentanyl (iV-(3-inethyI-l- 
(2-phenylethyl)-4-piperidyl]-yV- 
phenylpropanamide), 9813 

• • • * • 

3. Section 1308.11 is amended by 
removing paragraph feKl) and 
redesignating the existing paragraphs 
(g)(2) through (g](13) as (g)fl) tl^ough 
(g)(12). 

Dated: September 15.1986. 
lohn C Lawn, 

Administrator, Drug Enforcement 
A dministration, 

(FR Doc. 86-21398 Filed 9-19-86; 8;45 am] 
BIUJNQ CODE 441C>-OS-ll 


DEPARTMENT OF THE TREASURY 
Internal Revenue Service 
26 CFR Part 1 
IT.D. 81001 

Income Tax; Taxable Years Beginning 
After December 31,1953; 0MB Control 
Numbers Under the Paperwork 
Reduction Act; Cooperative Hospital 
Service Organizations 

Correction 

§ 1.501(e)—1 [Corrected] 

In FR Doc. 86-19940 beginning on page 
31613 in the issue of Thursday, 
September 4.1986, make the following 
correction: On page 31615, in $ 1.501(e)- 
1(t>)(4), in the t^d column, in the 
sixteenth line from the bottom, 
“512(b)(A)(ii)’* should read 
“512(b)(3)(A)(ii)*\ 

WLUNQ CODE 1506-01-« 


26 CFR Parts 46 and 602 
IT.D. 81021 

Excise Tax Imposed on the Issuer of 
Registration-Required Obligation Not 
In Registered Form 

AGENCY: Internal Revenue Service. 
Treasury. 

action: Final regulations. 

SUMMARY: This document contains final 
regulations relating to the excise tax 
imposed on the issuer or registration* 
required obligations which are not 
issued in registered form. *rhif action is 
necessary because of changes to the 
applicable law made by the Tax Equity 
and Fiscal Responsibility Act of 1982. 
The regulations affect issuers of 
obligations and provide them with the 
guidance needed to comply with the 
law. 

DATES: The regulations are generally 
effective for registration-required 
obligations not in registered form that 
are issued after December 31,1982. 

FOR FURTHER INFORMATION CONTACT: 
Timothy J. McKenna of the Legislation 
and Regulations Division, Office of 
Chief Counsel, Internal Revenue 
Service, 1111 Constitution Avenue NW., 
Washington, DC 20224 (Attention: 
CC:LR:T) (202-566-4336, not a toll-free 
call). 

SUPPLEMENTARY INFORMATION: 
Background 

On August 22,1964. the Federal 
Register published proposed 
amendments to the Excise Tax 
Regulations (26 CFR Part 46) under 
section 4701 of the Internal Revenue 
Code of 1954 (49 FR 33285). These 
amendments were proposed to conform 
the regulations to section 310(b)(4) of the 
Tax Equity and Fiscal Responsibility 
Act of 1982 (the Act) (Pub. L 97-248, 96 
Slat. 597). No comments were received. 

A public hearing was not requested. 
Accordingly, the proposed amendments 
are adopted as revised by this Treasury 
decision. 

In General 

Section 4701(a) provides that a tax is 
imposed on any person who issues a 
registration-required obligation which is 
not in registered form. The amount of 
the tax is one percent of the principal 
amount multiplied by the number of 
years (including portions thereof) firom 
the date of issuance to the date of 
maturity. The terms **regiBtration- 
required obligation** and “registered 
form“ are defrned in section 4701(b) as 
having the same meaning as when used 
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in section 163(f) relating to the denial of 
a deduction for interest on certain 
obligations not in registered form. 
However, a registration-required 
obligation does not include any 
obligation required to be registered 
under section 103(j). Thus, the tax does 
not apply to those obligations which 
would otherwise be exempt from 
Federal income tax under section 103(a) 
of any other provision of law. While 
section 4701 applies generally to 
obligations issued after December 31. 
1982, section 310(d)(3) of the Act also 
provides that section 4701 does not 
apply to any obligation issued after 
December 31,1982, pursuant to the 
exercise of a warrant or the conversion 
of a convertible obligation, if the 
warrant or convertible obligation was 
issued before August 10.1982, and 
offered or sold outside the United States 
without registration under the Securities 
Act of 1933. 

In addition. § 46.6011 (a)“l(a) relating 
to the general requirement of making a 
return, statement or list by a person 
made liable for any tax imposed by this 
title, is amended to provide for the filing 
of Form 720 (Quarterly Federal Excise 
Tax Return) by those persons liable for 
the tax under section 4701. 

Change in the Regulation 

A minor clarification is made in these 
final regulations under § 46.4701-1(b)(5). 
relating to the definition of "issuer**. The 
regulations make a cross-reference to 
§ 1.163-5T(d), which generally treats the 
recipient of the proceeds from the 
issuance of a pass-through certificate as 
the issuer of such pass-through 
certificate. Temporary regulation 
§ 1.163-5T(d) was published in the 
Federal Register on August 20.1985 (50 
FR 33522), along with a cross-referenced 
notice of proposed rulemaking (50 FR 
33552) with respect to which public 
comments were solicited. When the 
proposed regulations are published as 
final regulations, the cross-reference in 
§ 46.4701-l(b)(5) will be revised to refer 
to those final regulations. 

In addition, a new paragraph (b)(7) 
was added to cross-reference to the 
definition of "issue price" in section 
1273(b). 

Regulatory Flexibility Act 

Although a notice of proposed 
rulemaking that solicited public 
comment was issued, the Internal 
Revenue Service concluded when the 
notice was issued that the regulations 
are interpretative and that the notice 
and public procedure requirements of 5 
U.S.C. 553 did not apply. Accordingly, 
the final regulations do not constitute 


regulations subject to the Regulatory 
Flexibility Act (5 U.S.C. chapter 6). 
Executive Order 12291 

The Commissioner of Internal 
Revenue has determined that this final 
rule is not a major rule as defined in 
Executive Order 12291 and that a 
regulatory impact analysis therefore is 
not required. 

Paperwork Reduction Act 

The collection of information 
requirements contained in these 
regulations have been submitted to the 
Office of Management and Budget in 
accordance with the requirements of the 
Paperwork Reduction Act of 1980. These 
requirements have been approved by 
OMB under control number 1545-0023. 
Drafting Information 

The principal authors of these final 
regulations are Ada S. Rousso and 
Timothy J. McKenna of the Legislation 
and Regulations Division of the Office of 
Chief Counsel, Internal Revenue 
Service. However, personnel from other 
offices of the Internal Revenue Service 
and Treasury Department participated 
in developing the regulations, both on 
matters of substance and style. 

List of Subjects 

26 CFR Part 46 

Banks. Banking, Excise taxes. 
Insurance, Sugar, Registration-required 
obligations. 

26 CFR Part 602 

Reporting and recordkeeping 
requirements. 

Adoption of Amendments to the 
Regulations 

Accordingly, 26 CFR Parts 46 and 602 
are amended as follows: 

PART 46—(AMENDED] 

Paragraph 1. The authority for Part 46 
continues to read in part: 

Authority'; 26 U.S.C. 7805. * * * Sections 
46.6011(a)-l and 46.6011(a)-2 also issued 
under 26 U.S.C. 6011. • * * 

Par. 2. Section 46.0-1 is amended as 
follows. 

a. Paragraphs (a) (3) and (a)(4) are 
redesignated as paragraphs (a)(4) and 
(a)(5), respectively, and a new 
paragraph (a)(3) is inserted immediately 
after paragraph (a)(2) to read as set 
forth below. 

b. Paragraph (b) is amended by 
removing the phrase "Subpart C of this 
part is reserv’ed,** and adding in its place 
"Subpart C of this part relates to the 
excise tax imposed by section 4701 on 
issuers of registration-required 
obligations not issued in registered 
form." 


§ 46.0-1 introduction. 

(a) • • * 

(3) The tax on the issuer of 
registration-required obligations not 
issued in registered form imposed by 
chapter 39 of the Internal Revenue Code 
of 1954 and* * * 

• • • • * 

Par. 3. A new Subpart C consisting of 
§46.4701-1 is added immediately after 
§ 46.4504-1 to read as set forth below. 

Subpart C—Excise Tax on Obligations 
Not In Registered Form 

§ 46.4701-1 Tax on Issuer of registration- 
required obiigation not in registered form. 

(a) In general Section 4701 imposes a 
tax (determined under paragraph (c) of 
this section) on any person (referred to 
as the issuer) who issues an obligation 
that— 

(1) Is a registration-required 
obligation, and 

(2) Is not issued in registered form. 

(b) Definitions —(1) Person, The term 
"person** includes all governmental 
entities. 

(2) Obligation, The term "obligation" 
includes bonds debentures, notes, 
certificates and other evidences of 
indebtedness regardless of how 
denominated. 

(3) Registration-required obligation. 
The term "registration-required 
obligation*’ has the same meaning as 
when used in section 163(f) (and the 
regulations thereunder) which relates to 
the denial of a deduction for interest on 
certain obligations not in registered 
form. How'ever, the term "registration- 
required obligation" does not include 
any obligation which would otherwise 
be exempt from Federal income tax 
under section 103(a) or any other 
provision of law. 

(4) Registered form. The term 
•‘registered form" has the same meaning 
as when used in section 103(j) (and the 
regulations thereunder) which relates to 
obligations which must be in registered 
form to be tax-exempt. 

(5) Issuer. Except as provided in 

§ 1.163-5T (d) (relating to pass-through 
certificates), the "issuer" is the person 
whose interest deduction would be 
disallowed solely by reason of section 
163(f)(1). 

(6) Date of Issuance, (i) For 
obligations intended to be offered to the 
public, the term "date of issuance** 
means the date the obligation is first 
sold to the public at the issue price. 

(ii) For an obligation which is 
privately placed, the term "date of 
issuance" is the obligation is first sold 
by the issuer. 












(7) Issue price. See section 1273 (b) 
and the regulations thereunder for the 
definition of “issue price'*. 

(c) Rale and computation of tax. The 
lax under section 4701(a) is imposed in 
an amount equal to the product of— 

(1) 1 percent of the principal amount 
of the obligation, multiplied by 

(2) The number of calendar years (or 
portions thereof) during the period 
beginning on the date of issuance of the 
obligation and ending on the date of 
maturity. 

For purposes of this paragraph, the 
term “principal amount** for a 
discounted obligation is the issue price, 
and for all other obligations, including 
obligations sold at a premium, the term 
“principal amount" is the stated 
redemption price at maturity. 

(d) Payment of tax. Every person who 
incurs liability for the tax imposed by 
section 4701 is required to file a return in 
accordance with section 6011 and 
§ 46.601l(a)“l relating to the general 
requirement of a return, statement or 
list. 

(®) Effective date. The provisions of 
this section shall apply to obligations 
issued after December 31,1982, unless 
issued on the exercise of a warrant or 
the conversion of a convertible 
obligation if the warrant or obligation 
was offered or sold outside the United 
States without registration under the 
Securities Act of 1933 and was issued 
before August 10,1982, See section 
310(d)(3) of the Tax Equity and Fiscal 
Responsibility Act of 1982. 

§46.6011 [Amended] 

Par. 4. Section 46.601 l(a)-l(a) is 
amended by removing the phrase “4371 
or 4501(a)" from paragraph (a) wherever 
it appears and replacing it with the 
phrase **4371, 4501(a) and 4701". 

Par. 5. The authority for Part 602 
continues to read as follows: 

Authority: 26 U.S.C. 7805. 

Par. 6. SecHon 602.101(c) is amended 
by inserting in the appropriate place in 
the table: 

'§ 46.4701-1 (d).1545-0023*’. 

Roscoe L Egger. Jr.. 

Commissioner of Interna/ Revenue. 

Approved: 

1 Roger Menu, 

Assistant Secretary of the Treasury. 

August 29,1986. 

[FR Doc. 86-21442 Filed 9-19-86; 8:45 am) 

BiLLlNO COO€ 4031<01.M 


DEPARTMENT OF DEFENSE 
Defense Logistics Agency 
32 CFR Part 1286 


(DLAR 5400.21] 


Defense Logistics Agency Privacy 
Program 

agency: Defense Logistics Agency, DoD. 
ACTION: Revision of final rule. 

summary: This final rule revises the 
Defense I.Ggjstics Agency Privacy 
Program which implements the Privacy 
Act of 1974, as amended (5 U.S.C. 552a), 
within the Agency. This revision 
supersedes a final rule (42 FR 45907) 
published on September 13,1977, 32 CFR 
Part 1286—“Personal Privacy and Rights 
of Individuals Regarding Their Personal 
Records.’* 

EFFECTIVE DATE: September 22,1986. 
ADDRESS: Headquarters. Defense 
Logistics Agency. ATTENTION: DLA- 
XAM, Cameron Station, Alexandria, VA 
22304. 

FOR FURTHER INFORMATION CONTACT: 

Mr. Dave Henshall, (202) 274-8234. 
SUPPLEMENTARY INFORMATION: This rule 
implements the provisions of DoD 
Directive 5400.11 and DoD Regulation 
5400,11-R as published (51 FR 2364) on 
January 16.1986, 32 CFR Part 286a— 
Privacy Act of 1974*. As Amended: 
Department of Defense Privacy Program. 

List of Subjects in 32 CFR Part 1286 
Privacy. 

Accordingly, Title 32 is amended by 
revising Part 1286 to read as follows: 

PART 1286—DEFENSE LOGISTICS 
AGENCY PRIVACY PROGRAM 


Sec. 

1286.1 Purpose and scope. 

1286.2 Policy, 

1286.3 Definitions. 

1286.4 Responsibilities. 

1286.5 Procedures. 

1286.8 Forms and reports. 

APPENDIX A—Instructions for Preparation 
of System Notices 

APPENDIX B— Criteria for New and Altered 
Record Systems 

APPENDIX C—Instructions for Preparation of 
Reports to New or Altered Systems 

APPEINDIX D—Word Processing Center 
(WPG) Safeguards 

APPENDIX E—OMB Guidelines for Matching 
Programs 

APPENDIX F—Litigation Status Sheet 

APPENDIX G—Privacy Act Enforcement 
Actions 


APPENDIX H—DLA Exemption Rules 
Authority: Privacy Act of 1974. Pub. L. 93- 
579, Stat. 1896 (5 U.S,C. 552a). 


§ 1288.1 Puipose and scope. 

This Part 1286 implements the Privacy 
Act of 1974 (5 U.S.C. 552a) and DoD 
Directive and DoD Regulation 540011, 
De partm ent of Defense Privacy Program 
(32 CFR Part 286a). It applies to 
Headquarters, Defense Logistics Agency 
(HQ DLA) and all DLA field activities. 

§ 1286.2 Policy. 

It is the policy of DLA to safeguard 
personal information contained in any 
^ system of records maintained by DLA 
activities and to make that information 
available to the individual to whom it 
pertains to the maximum extent 
practicable. DLA policy specifically 
requires that DLA activities: 

(a) Collect maintain, use, and 
disseminate personal information only 
when it is relevant and necessary to 
achieve a purpose required by statute or 
Executive Order. 

(b) Collect personal information 
directly from the individuals to whom it 
pertains to the greatest extent practical 

(c) Inform individuals who are asked 
to supply personal information for 
inclusion in any system of records: 

(1) The authority for the solicitation. 

(2) Whether furnishing the infomiatfon 
is mandatory or voluntary. 

(3) The intended uses of the 
information. 

(4) The routine disclosures of the 
information that may be made outside 
DoD. 

(5) The effect on the individual of not 
providing all of any part of the 
requested information. 

(d) Ensure that all records used in 
making determinations about 
individuals are accurate, relevanL 
timely, and complete. 

(e) Make reasonable efforts to ensure 
^at records containing personal 
information are accurate, relevant, 
timely, and complete for the purposes 
for which they are being maintained 
before making them available to any 
recipients outside DoD. other than a 
Federal agency, unless the disclosure is 
made under DLAR 5400.14. Availability 
to the Public of Official Information (32 
CFR Part 1285). 

(^ Keep no record that describes how 
individuals exercise their rights 
guaranteed by the First Amendment of 
the U.S. Constitution, unless expressly 
authorized by statute or by the 
individual to whom the records pertain 
or is pertinent to and within the scope of 
an authorized law enforcement activity. 

(g) Make reasonable efforts, when 
appropriate, to notify individuals 
whenever records pertaining to them are 
made available under compulsory legal 
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process, if such process is a matter of 
public record. 

(h) Establish safeguards to ensure the 
security of personal information and to 
protect this information from threats or 
hazards that might result in substantial 
harm, embarrassment, inconvenience, or 
unfairness to the individual. 

(i) Establish rules of conduct for DoD 
personnel involved in the design, 
development, operation, or maintenance 
of any system of records and train them 
in these rules of conduct. 

(j) Assist individuals in determining 
what records pertaining to them are 
being collected, maintained, used, or 
disseminated. 

(k) Permit individual access to the 
information pertaining to them 
maintained in any system of records, 
and to correct or amend that 
information, unless an exemption for the 
system has been properly established 
for an important public purpose. 

(l) Provide, on request, an accounting 
of all disclosures of the information 
pertaining to them except when 
disclosures are made: 

(1) To DoD personnel in the course of 
their official duties. 

(2) Under 32 CFR Part 1285 (DLAR 
5400.14). 

(m) Advise individuals on their rights 
to appeal any refusal to grant access to 
or amend any record pertaining to them, 
and to file a statement of disagreement 
with the record in the event amendment 
is refused. 

§ 1286.3 Definitions. 

(a) Access. The review of a record or 
a copy of a record or parts thereof in a 
system of records by any individual. 

(b) Agency. For the purpose of 
disclosing records subject to the Privacy 
Act among DoD Components, the 
Department of Defense is considered a 
single agency. For all other purposes 
including applications for access and 
amendment, denial of access or 
amendment, appeals from denials, and 
recordkeeping as regards release to non- 
DoD agencies, DLA is considered an 
agency within the meaning of the 
Privacy Act. 

(c) Confidential source. A person or 
organization who has furnished 
information to the Federal Government 
under an express promise that the 
person’s or the organization’s identity 
will be held in confidence or under an 
implied promise of such confidentiality 
if this implied promise was made before 
September 27,1975. 

(d) Disclosure. The transfer of any 
personal information from a system of 
records by any means of communication 
to any person, private entity, or 
Government agency, other than the 


subject of the record, the subject’s 
designated agent or the subject’s legal 
guardian. 

(e) Individual A living citizen of the 
United States or an alien lawfully 
admitted to the United States for 
permanent residence. The legal guardian 
of an individual has the same rights as 
the individual and may act on his or her 
behalf. 

(f) Individual access. Access to 
information pertaining to the individual 
by the individual or his or her 
designated agent or legal guardian. 

(g) Maintain. Includes maintain, 
collect, use, or disseminate. 

(h) Member of the public. Any 
individual or party acting in a private 
capacity to include Federal employees 
or military personnel. 

(i) Official use. Within the context of 
this part, this term is used when officials 
and employees of a DLA activity have a 
demonstrated need for the use of any 
record or the information contained 
therein in the performance of their 
official duties. 

(j) Personal information. Information 
about an individual that is intimate or 
private to the individual, as 
distinguished from information related 
solely to the individual’s official 
functions or public life. 

(k) Privacy Act. The Privacy Act of 
1974. as amended, 5 U.S.C. 552a. 

(l) Privacy Act request. A request 
from an individual for notification as to 
the existence of, access to, or 
amendment of records pertaining to that 
individual. These records must be 
maintained in a system of records. The 
request must indicate that it is being 
made under the Privacy Act to be 
considered a Privacy Act request. 

(m) Record. Any item, collection, or 
grouping of information about an 
individual that is maintained by DLA, 
including, but not limited to, the 
individual’s education, financial 
transactions, medical history, and 
criminal or employment history, and 
that contains the individual’s name, or 
the identifying number, symbol, or other 
identifying particular assigned to the 
individual, such as a finger or voice 
print or a photograph. 

(n) Risk assessment. An analysis 
considering information sensitivity, 
vulnerabilities, and the cost to a 
computer facility or word processing 
activity in safeguarding personal 
information processed or stored in the 
facility or activity. 

(o) Routine use. The disclosure of a 
record outside DoD for a use that is 
compatible with the purpose for which 
the information was collected and 
maintained by DoD. The routine use 
must be included in the published 


system notice for the system of records 
involved. 

(p) Statistical record. A record 
maintained only for statistical research 
or reporting purposes and not used in 
whole or in part in making 
determinations about specific 
individuals. 

(q) System of Records. A group of 
records under the control of a DLA 
activity from which information is 
retrieved by the individual’s name or by 
some identifying number, symbol, or 
other identifying particular assigned to 
the individual. System notices for all 
Privacy Act systems of records must be 
published in the Federal Register. 

§ 1286.4 Responsibilities. 

(a) Headquarters Defense Logistics 
Agency. 

(1) The Chief. Resources Management 
Division, Office of Administration 
(DLA-XA) will: 

(1) Formulate policies, procedures, and 
standards necessary for uniform 
compliance with the Privacy Act by 
DLA activities. 

(ii) Serve as the DLA Privacy Act 
Officer and DLA representative on the 
Defense Privacy Board. 

(iii) Maintain a master registry of 
system notices published by DIA. 

(iv) Develop or compile the rules, 
notices, and reports required under this 
part. 

(2) The General Counsel, DLA (DLA- 
G) will: 

(i) Serve as the appellate authority for 
denials of individual access and 
amendment of records. 

(ii) Provide representation to the 
Defense Privacy Board Legal Committee. 

(iii) Advise the Defense Privacy Office 
on the status of DLA privacy litigation. 

(3) The Command Security Officer, 
Office of Command Security, DLA 
(DIA-T) will formulate and implement 
protective standards for personal 
information maintained in automated 
data processing systems and facilities. 

(b) The Heads of DLA Primary Level 
Field Activities (PLFAs) will: 

(1) Ensure that the collection, 
maintenance, use, or dissemination of 
records of identifiable personal 
information is in a manner that assures 
that such action is for a necessary and 
lawful purpose; that the Information is 
timely and accurate for its Intended use; 
and that adequate safeguards are 
provided to prevent misuse of such 
information. 

(2) Designate a Privacy Act Officer to 
serve as the principal point of contact 
on privacy matters. 










(3) Ensure the internal operating 

procedures provide for effective 
compliance with the Privacy Act 

(4) Establish a training program for 
those personnel whose duties involve 
responsibilities for systems of records 
affected by the Privacy Act 

§ 1208.5 Procedures. 

(a) individual access, (1) The access 
provisions of this part are intended for 
use by individuals whose records are 
maintained in systems of records. 
Release of personal information to 
individuals under this part is not 
considered public release of 
information. 

(2) Individuals will address requests 
for access to personal information about 
themselves in a system of records to the 
system manager or to the office 
designated in the system notice. Before 
being panted access to personal data, 
an individual may be required to 
provide reasonable verification of his or 
her identity. Identity verification 
procedures will be simple so as not to 
discourage individuals from seeking 
access to uiformation about themselves; 
or be required of an individual seeking 
access to records which normally would 
be available under 32 CFR Part 1285 
(DI^ 5400,14). 

(i) Normally, when individuals seek 
personal access to records pertaining to 
themselves, identification will be made 
from documents that normally are 
really available, such as employee and 
military identification cards, driver’s 
license, other licenses, permits, or 
passes used for routine identification 
purposes. 

(ii) When access is requested by mail, 
identity verification may consist of the 
individual providing certain minimum 
identifying data, such as full name, date 
and place of birth, or such other 
personal information necessary to locate 
the record sought. If the information 
sought is sensitive, additional 
identifyii^ data may be required. If 
notarization of requests is required, 
procedures will be established for an 
alternate method of verification for 
individuals who do not have access to 
notary services, such as military 
members overseas. 

{3} If an individual wishes to be 
accompanied by a third party when 
seeking access to his or her records or to 
have the records released directly to a 
third party, the individual may be 
required to furnish a signed access 
authorization panting the third party 
access. An individual will not be refused 
access to his or her record solely for 
failure to divulge his or her social 
security number (SSN) unless it is the 
only method by which retrieval can be 


made. The individual is not required to 
explain or justify his or her need for 
access to any record under this part 

(4) Disclose medical records to the 
individual to whom they pertain, even if 
a minor, unless a jud^ent is made that 
access to such records could have an 
adverse effect on the mental or physical 
health of the individual. Normally, this 
determination will be made in 
consultation with a medical doctor. If it 
Is determined that the release of the 
medical information may be harmful to 
Ae mental or physical health of the 
individual, send the record to a 
physician named by the individual and 
in the transmittal letter to the physician, 
explain why access by the individual 
without proper professional supervision 
could be harmful (unless it is obvious 
from the record). Do not require the 
physician to request the records for the 
individual. If the individual refuses or 
fails to designate a physician, the record 
will not be provided. Such re^sal of 
access is not considered a denial for 
reporting purposes. 

(5) Requests by individuals for access 
to investigatory records pertaining to 
themselves and compiled for law 
enforcement purposes are processed 
under this part or 32 CFR Part 1285 
depending on which part gives them the 
greatest depee of access. 

(6) Certain documents under the 
physical control of DoD personnel and 
used to assist them in performing official 
functions, are not considered ’’agency 
records” within the meaning of this part. 
Uncirculated personal notes and records 
that are not disseminated or circulated 
to any person or organization (for 
example, personal telephone lists or 
memory aids) that are retained or 
discarded at the author’s discretion and 
over which DLA exercises no direct 
control, are not considered agency 
records. However, if personnel are 
officially directed or encouraged, either 
in writing or orally, to maintain such 
records, they may become ’’agency 
records,” and may be subject to the 
Privacy Act of 1974 (5 U.S.C. 552a) and 
this part. 

(7) Acknowledge requests for access 
ivithin 10 working days after receipt and 
provide access within 30 working days. 

(b) Denial of individual access. ( 1 ) 
Individuals may be formally denied 
access to a record pertaining to them 
only if the record was compiled in 
reasonable anticipation of civil action: is 
in a system of records that has been 
exempted from the access provisions of 
this part under one of the permitted 
exemptions; contains classified 
information that has been exempted 
from the access provision of this part 
under the blanket exemption for such 


material claimed for all DoD records 
systems; or is contained in a system of 
records for which access may be denied 
under some other Federal statute. Only 
deny the individual access to those 
portions of the records from which the 
denial of access serves some legitimate 
Governmental purpose. 

(2) An individual may be refused 
access if the record is not described well 
enough to enable it to be located with a 
reasonable amount of effort on the part 
of an employee familiar with the file; or 
access is sought by an Individual who 
fails or refuses to comply with the 
established procedural requirements, 
Including refusing to name a physician 
to receive medical records when 
required or to pay fees. Always explain 
to the individual the specific reason 
access has been refused and how he or 
she may obtain access. 

(3) Formal denials of access must be 
in writing and include as a minimum: 

(i) The name, title or position, and 
signature of the appropriate Head of the 
HQ DLA principal staff element or 
primary level field activity. 

(ii) Tlie date of the denial. 

(iii) The specific reason for the denial, 
including specific citation to the 
appropriate sections of the Privacy Act 
of 1974 (5 U.S.C. 652a) or other statutes, 
this part, or DLAR 5400.21 authorizing 
the denial. 

(iv) Notice to the individual of his or 
her right to appeal the denial within 60 
calendar days. 

(v) The tide or position and address of 
the Privacy Act appeals official, DLA-G. 
Cameron Station. Alexandria, VA 
22304-6100. 

(4) The individual will file any appeals 
from denial of access within 60 calendar 
days of receipt of the denial notification. 
DLA-G will process all appeals within 
30 days of receipt unless a fair and 
equitable review cannot be made within 
that period. The written appeal 
notification granting or denying access 
is the final DLA action on access. 

(5) The records in all systems of 
records maintained in accordance with 
the Office of Personnel Management 
(OPM) Government-wide system notices 
are technically only in the temporary 
custody of DLA. All requests for access 
to these records must be processed in 
accordance with the Federal Personnel 
Manual (5 CFR Parts 293. 294, 297 and 
735) as well as this part. DLA-G is 
responsible for the appellate review of 
denial of access to such records. 

(c) Amendment of records. (1) 
Individuals are encouraged to review 
the personal information being 
maintained about them by DLA and to 
avail themselves of the procedures 
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established by this part to update their 
records. An individual may request the 
amendment of any record contained in a 
system of records pertaining to him or 
her unless the system of record has been 
exempted specifically from the 
amendment procedures of this part. 
Normally, amendments under this part 
are limited to correcting factual matters 
and not matters of official judgment 
such as performance ratings promotion 
potential and job performance 
appraisals. 

(2) The applicant must adequately 
support his or her claim and may be 
required to provide identification to 
ensure that they are indeed seeking to 
amend a record pertaining to themselves 
and not inadvertently or intentionally, 
the record of others. Consider the 
following factors when evaluating the 
sufficiency of a request to amend: 

(i) The accuracy of the information 
itself. 

(ii) The relevancy, timeliness, 
completeness, and necessity of the 
recorded information for accomplishing 
an assigned mission or purpose. 

(3) Provide written acknowledgement 
of a request to amend within 10 working 
days of its receipt by the appropriate 
systems manager. There is no need to 
acknowledge a request if the action is 
completed within 10 working days and 
the individual is so informed. The letter 
of acknowledgement shall clearly 
identify the request and advise the 
Individual when he or she may expect to 
be notified of the completed action. 

Only under the most exceptional 
circumstances will more than 30 days be 
required to reach a decision on a request 
to amend. 

(4) If the decision is made to grant all 
or part of the request for amendmenl 
amend the record accordingly and notify 
the requester. Notify all previous 
recipients of the information, as 
reflected in the disclosure accounting 
records, that an amendment has been 
made and the substance of the 
amendment Recipients who are known 
to be no longer retaining the information 
need not be advised of the amendment 
All DoD Components and Federal 
agencies known to be retaining the 
record or information, even if not 
reflected in disclosure records, will be 
notified of the amendment. Advise the 
requester of these notifications, and 
honor all requests by the requester to 
notify specific Federal agencies of the 
amendment action. 

(5) If the request for amendment is 
denied in whole or in part promptly 
advise the individual In writing of the 
decision to include: 

(i) The specific reason and authority 
for not amending. 


(ii) Notification that he or she may 
seek further Independent review of the 
decision by the Office of General 
Counsel, DLA (DLA-G). 

(6) Individual appeals of amendment 
denials must be submitted to the Office 
of General Counsel, DLA (DLA-C), 
Cameron Station, Alexandria. Vir^nia, 
22304-6100 with all supporting 
materials. DLA-G will process all 
appeals within 30 days unless a fair 
review cannot be made within this time 
limit 

(i) If the appeal is granted, DLA-G 
will promptly notify the requester and 
system manager of the decision. The 
system manager will amend the 
recordfs) as directed and ensure that all 
prior known recipients of the records 
who are known to be retaining the 
record are notifed of the decision and 
the specific nature of the amendment 
and that the requester is notified as to 
which DoD Components and Federal 
agencies have been told of the 
amendment. 

(ii) If the appeal is denied completely 
or in part, the individual is notified in 
writing by the reviewing official that: 

(A) The appeal has been denied and 
the specific reason and authority for the 
denial. 

(B) The individual may file a 
statement of disagreement with the 
appropriate authority and the 
procedures for filing this statement. 

(C) If filed properly, the statement of 
disagreement shall be included in the 
records, furnished to all future recipients 
of the records, and provided to all prior 
recipients of the disputed records who 
are known to hold the record. 

(D) The individual may seek a judicial 
review of the decision not to amend. 

(7) The records in all systems of 
records controlled by the Office of 
Personnel Management (0PM) 
Govemment-wide system notices are 
technically only temporarily in the 
custody of DLA. All requests for 
amendment of these records must be 
processed in accordance with the 
Federal Personnel Manual (FPM). A 
DLA denial authority may deny a 
request However, the appeal process 
for all such denials must include a 
review by the Assistant Director for 
Agency Compliance and Evaluation, 
Office of Personnel Management 1900 E 
Street, NW., Washington. DC 20415. 
When an appeal is received from a DLA 
denial of amendment of the OPM 
controlled record, process the appeal in 
accordance with the FPM and notify the 
OPM appeal authority listed above. The 
individual may appe^ any DLA 
decision not to amend the OPM records 
directly to OPM. OPM is the final review 


authority for any appeal from a denial to 
amend the OPM records. 

(0) If the reviewing authority refuses 
to amend the record as requested, the 
individual may submit a concise 
statement of cfisagreemenl setting forth 
his or her reasons for disagreeing with 
the decision not to amend. 

(i) If an individual chooses to file a 
statement of disagreement, annotate the 
record to indicate that the statement has 
been filed. Furnish copies of the 
statement of disagreement to all DoD 
Components and Federal agencies that 
have been provided copies of the 
disputed information and who may be 
maintaining the information. 

(ii) When possible, incorporate the 
statement of disagreement into the 
record. If the statement cannot be made 
a part of the record, establish 
procedures to ensure that it is apparent 
from the records that a statement of 
disagreement has been filed and 
maintain the statement so that it can be 
obtained readily when the disputed 
information is used or disclosed. 
Automated record systems that are not 
programmed to accept statements of 
disagreement shall be annotated or 
coded so that they clearly indicate that 
a statement of disagreement is on file, 
and clearly identify the statement with 
the disputed information in the system. 
Provide a copy of the statement of 
disagreement whenever the disputed 
information is disclosed for any purpose. 

(9) A summary of reasons for refusing 
to amend may included with any 
record for which a statement of 
disagreement is filed. Include in this 
summary only the reasons furnished to 
the individual for not amending the 
record. Do not include comments on the 
statement of disagreement Normally, 
the summary and statement of 
disagreement are filed together. When 
disclosing information for which a 
summary has been filed, a copy of the 
summary may be included In the 
release, if desired. 

(d) Documentation. Establish a 
separate Privacy Case File to retain the 
documentation received and generated 
during the amendment or access 
process. There is no need to establish a 
Privacy Case File If the Individual has 
not died the Privacy Act or this part. 
Privacy Case Files shall not be furnished 
or disclosed to anyone for use in making 
any determination about the individual 
other than determinations made under 
this part Only the items listed below 
may be included in the system of 
records challenged for amendment or for 
which access is sought Do not retain 
copies of unamended records in the 








basis record system if the request for 
amendment is granted. 

(1) The following items relating to an 
amendment request may be included in 
the disputed record system: 

(1) Copies of the amended record. 

(ii) Copies of the individual's 
statement of disagreement. 

(iii) Copies of activity summaries. 

(iv) Supporting documentation 
submitted by the individual 

(2) The following items relating to an 
access request may be included in the 
basic records system; 

(i) Copies of the request. 

(ii) Copies of the activity action 
granting total access. (Note: A separate 
Privacy Case File need not be created in 
such cases.) 

(iii) Copies of the activity action 
denying access. 

(iv) Copies of any appeals filed. 

(v) Copies of the reply to the appeal 

(e) Fees, An individual may be 

charged only for the direct cost of 
copying and reproduction, computed 
using the appropriate portions of the fee 
schedule in DLAR 5400.14 (32 CFR Part 
1285) under the provisions of this part. 
Normally, fees arc waived automatically 
if the direct costs of a given request is 
less than $30. This fee waiver provision 
does not apply when a waiver has been 
granted to the individual before, and 
later requests appear to be an extension 
or duplication of that original request. 
DUV activities may, however, set aside 
this automatic fee waiver provision 
when on the basis of good evidence it 
determines that the waiver of fees is not 
in the public interest Decisions to waive 
or reduce fees that exceed the automatic 
waiver threshold will be made on a 
case-by-case basis. Fees may not be 
charged when: 

(1) Copying is performed for the 
convenience of the Government or is the 
only means to make the record available 
to the individual 

(2) The record may be obtained 
without charge under any other part, 
directive, or statute. 

(3) Providing documents to members 
of Congress for copying records 
furnished even when the records are 
requested under the Privacy Act on 
behalf of a constituent 

(f) Disclosures of personal 
information. (1) For the purposes of 
disclosure and disclosure accounting, 
the Department of Defense is considered 
a single agency. Records pertaining to 
an individual may be disclosed without 
the consent of the individual to any DoD 
official who has need for the record in 
the performance of his or her assigned 
duties. Do not disclose personnel 
information from a system of records 
outside the Department of Defense 


unless the record has been requested by 
the individual to whom it pertains; the 
written consent of the individual to 
whom the record pertains has been 
obtained for release of the record to the 
requesting agency, activity, or 
individual; or the release is for one of 
the specific nonconsensual purposes set 
forth in this part or DLAR 5400.14, (32 
CFR Part 1285). 

(2) Except for releases made in 
accordance with DLAR 5400.14. (32 CFR 
Part 1285) before disclosing any 
personal information to any recipient 
outside DoD other than a Federal 
agency or the individual to whom it 
pertains; 

(i) Ensure that the records are 
accurate, timely, complete, and relevant 
for agency purposes. 

(ii) Contact the individual if 
reasonably available, to verify the 
accuracy, timeliness, completeness, and 
relevancy of the information, if this 
caimol be determined from the record. 

(iii) If the information is not current 
and the individual is not reasonably 
available, advise the recipient that the 
information is believed accurate as of a 
specific date and any other known 
factors bearing on its accuracy and 
relevancy. 

(3) All records must be disclosed if 
their release is required by the Freedom 
of Information Act. DLAR 5400.14, (32 
CFR Part 1285) requires that records be 
made available to the public unless 
exempted from disclosure by one of the 
nine exemptions found in the Freedom 
of Information Act. The standard for 
exempting most personal records, such 
as personnel records, medical records, 
and similar records, is found in DLAR 
5400.14. section lIIGe (32 CFR 
1285.3(g)(f). Under the exemption, 
release of personal information can only 
be denied when its release would be a 
“clearly unwarranted invasion of 
personal privacy.** 

(i) All disclosures of personal 
information regarding Federal civilian 
employees will be made in accordance 
with the Federal Personnel Manual. 

Some examples of personal information 
regarding DoD civilian employees that 
normally may be released without a 
clearly unwarranted invasion of 
personal privacy include: 

(A) Name. 

(B) Present and past position titles. 

(C) Present and past grades. 

(D) Present and past salaries. 

(E) Present and past duty stations. 

(F) Office and duty telephone 
numbers. 

(ii) All release of personal Information 
regarding military members shall be 
made in accordance with the standards 
established by DLAR 5400.14. (32 CFR 


Part 1285). While it is not possible to 
identify categorically information that 
must be released or withheld from 
military personnel records in every 
instance, the following items of personal 
information regarding military members 
normally may be disclosed without a 
clearly unwarranted invasion of their 
personal privacy: 

(A) Full name. 

(B) Rank. 

(C) Date of rank. 

(D) Gross salary. 

(E) Past duty assignments. 

(F) Present duty assignment. 

(G) Future assignments that are 
officially established. 

(H) Office or duty telephone numbers. 

(I) Source of commission. 

(J) Promotion sequence number. 

(K) Awards and decorations. 

(L) Attendance at professional 
military schools. 

(M) Duty status at any given time. 

(iii) All releases of personal 

information regarding civilian personnel 
not subject to the FPM shall be made in 
accordance with the standards 
established by DLAR 5400.14 (32 CFR 
Part 1285). While it is not possible to 
identify categorically those items of 
personal information that must be 
released regarding civilian employees 
not subject to the FPM, such as 
nonappropriated fund employees, 
normally the following items may be 
released without a clearly unwarranted 
invasion of personal privacy: 

(A) Full name. 

(B) Grade or position. 

(C) Date of grade. 

(D) Gross salary. 

(E) Present and past assignments. 

(F) Future assignments, if officially 
established. 

(G) Office or duty telephone numbers. 

(4) A request for a home address or 

telephone number may be referred to the 
last known address of the individual for 
a direct reply by him or her to the 
requester. In such cases the requester 
will be notified of the referral The 
release of home addresses and home 
telephone numbers normally is 
considered a clearly unwarranted 
invasion of personal privacy and is 
prohibited. However, these may be 
released without prior specific consent 
of the individual if: 

(i) The individual has indicated 
previously that he or she has no 
objection to their release. 

(ii) The source of the information to be 
released is a public document such as 
commercial telephone directory or other 
public listing. 

(iii) The release is required by Federal 
statute (for example, pursuant to 
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Federally-funded state programs to 
locate parents wtio have defaulted on 
child support payments (42 U.S.C 
Section 653)) 

(iv) The releasing official releases the 
information under the provisions of 
DLA1< 540ai4. (32 CFR Part 1285). 

(5) Records may be disclosed outside 
DoD without consent of the individual to 
whom they pertain for an established 
routine use. Routine uses may be 
established, discontinued, or amended 
without the consent of the individuals 
involved. However, new or changed 
routine uses must be published in the 
Federal Register at least 30 days before 
actually disclosing any records under 
their provisions. In addition to the 
routine uses established by the 
individual system notices, common 
blanket routine uses for all DLA- 
maintained systems of records have 
been established. These blanket routine 
uses are published in DLAH 5400.1.* 

DLA Systems of Records Handbook. 
Unless a system notice specifically 
excludes a system from a given blanket 
routine use, all blanket routine uses 
apply. 

(6) Records in DLA systems of records 
may be disclosed without the consent of 
the individuals to whom they pertain to 
the Bureau of the Census for purposes of 
planning or carrying out a census survey 
or related activities. 

(7) Records may be disclosed for 
statistical research and reporting 
v\rithout the consent of the individuals to 
whom they pertain. Before such 
disclosures, the recipient must provide 
advance written assurance that the 
records will be used as statistical 
research or reporting records; the 
records will only be transferred in a 
form that is not individually identifiable; 
and the records will not be used, in 
whole or in part, to make any 
determination about the rights, benefits, 
or entitlements of specific individuals. A 
disclosure accounting is not required. 

(6) Records may be disclosed without 
the consent of the individual to whom 
they pertain to the National Archives 
and Records Administration (NARA) if 
they have histohcal or other value to 
warrant continued preservation; or for 
evaluation by NARA to detennine if a 
record has such historical or other value. 
Records transferred to a Federal Record 
Center (FRC) for safekeeping and 
storage do not fall within this category. 
These remain under the control of the 
transferring activity, and the FRC 
personnel are considered agents of the 
activity which retain control over the 


*■ Copies may be obtained, if needed, from the 
Uelense Logistics Agency. ATTN: OLA-XP. 
Cameron Station, Alexandria. VA 22304. 


records. No disclosure accounting is 
required for the transfer of records to 

racs. 

(9) Records may be disclosed without 
the consent of the Individual to whom 
they pertain to another agency or an 
instrumentality of any governmental 
jurisdiction within or under the control 
of the United States for a civil or - 
criminal law enforcement activity, 
provided the civil or crimmal law 
enforcement activity is authorized by 
law; the head of the law enforcement 
acitivity or a designee has made a 
written request specifying the particular 
records desired and the law 
enforcement purpose (such as criminal 
investigations, enforcement of civil law, 
or a similar propose) for which the 
record is sought; and there is no Federal 
statute that prohibits the disclosure of 
the records. Normally, blanket requests 
for access to any and all records 
pertaining to an individual are not 
honored. When a record is released to a 
law enforcement activity, maintain a 
disclosure accounting. This disclosure 
accounting will not be made available to 
the individual to whom the record 
pertains if the law enforcement activity 
requests that the disclosure not be 
released. 

(10) Records may be disclosed without 
the consent of the individual to whom 
they pertain if disclosure is made under 
compelling circumstances affecting the 
health or safety of any individual. The 
affected individual need not be the 
subject of the record disclosed. When 
suc^ a disclosure is made, notify the 
individual who is the subject of the 
record. Notification sent to the last 
known address of the individual as 
reflected in the records is sufficient 

(tt) Records may be disclosed without 
the consent of the individual to whom 
they pertain to either House of the 
Congress or to any committee, joint 
committee or subcommittee of Congress 
if the release pertains to a matter within 
the jurisdiction of the committee. 

Records may also be disclosed to the 
General Accounting Office (GAO) in the 
course of the activities of GAO. 

(12) Records may be disclosed without 
the consent of the person to whom they 
pertain under a court order signed by a 
judge of a court of competent 
jurisdiction. Releases may also be made 
under the compulsory legal process of 
Federal or state bodies having authority 
to issue such process. 

(i) When a record is disclosed under 
this provision, make reasonable efforts 
to notify the individual to whom the 
record pertains, if the legal process is a 
matter of public record. 


(ii) If the process is not a matter of 
public record at the time it is issued, 
seek to be advised when the process is 
made public and make reasonable 
efforts to notify the individual at that 
time. 

(iii) Notification sent to the last 
known address of the individual as 
reflected in the records is considered 
reasonable effort to notify. Make a 
disclosure accounting each time a record 
is disclosed under a court order or 
compulsory legal process. 

(13) Certain personal Information may 
be disclosed to consumer reporting 
agencies as defined by the Federal 
Claims Collection Act. Information 
which may be disclosed to a consumer 
reporting agency includes: 

(1) Name, address, taxpayer 
identification number (SSN), and other 
information necessary to establish the 
identity of the individual 

(ii) The amount, status, and history of 
the daim. 

(iii) The agency or program under 
which the claim arose. 

(g) Disclosure accounting. (1) Keep an 
accurate record of ail disclosures made 
from any system of records except 
disclosures to DoD personnel for use in 
the performance of their official duties 
or under DIAR 5400.14 (32 CFR Part 
1265). In all other cases a disclosure 
accounting is required even if the 
individual has consented to the 
disclosure of the information pertaining 
to him or her. 

(2) Use any system of disclosure 
accounting that will provide the 
necessary disclosure information. As a 
minimum, disclosure accoimting will 
contain the date of the disclosure, a 
description of the information released, 
the purpose of the disclosure, the name 
and address of the person or agency to 
whom the disclosure was made. When 
numerous similar records are released 
(such as transmittal of payroll checks to 
a bank), identify the category of records 
disclosed and include the data required 
in some form that can be used to 
construct an accounting disclosure 
record for individual records if required. 
Retain disclosure accounting records for 
5 years after the disclosure or the life of 
the record, whichever is longer. 

(3) Make available to the Individual to 
whom the record pertains all disclosure 
accountings except when the disclosure 
has been made to a law enforcement 
activity and the law enforcement 
activity has requested that disclosure 
not be made, or the system of records 
has been exempted from the 
requirement to furnish the disclosure 
accounting. If disclosure accountings are 
not maintained with the record and the 











individual requests access to the 
accounting, prepare a listing of all 
disclosures and provide this to the 
individual upon request 
(h) Collecting personal information, 

(1) Collect to the greatest extent 
practicable personal information 
directly from the individual to whom it 
pertains if the information may be used 
in making any determination about the 
rights, privileges, or benefits of the 
individual under any Federal program. 

(2) When an individual is requested to 
furnish personal information about 
himself or herself for inclusion in a 
system of records, a Privacy Act 
Statement is required regardless of the 
medium used to collect die information 
(forms, personal interviews, stylized 
formats, telephonic interviews, or other 
methods). The statement enables the 
individual to make an informed decision 
whether to provide the information 
requested. If the personal information 
solicited is not to be incorporated into a 
system of records, the statement need 
not be given. The Privacy Act Statement 
shall be concise, current, and easily 
understood. It must include: 

(i) The specific Federal statute or 
Executive Order that authorizes 
collection of the requested information. 

(ii) The principal purpose or purposes 
for which the information is to be used. 

(iii) The routine uses that will be 
made of the infonnation. 

(iv) Whether providing the 
information is voluntary or mandatory. 

(v) The effects on the individual if he 
or she chooses not to provide the 
requested information. 

(3) The Privacy Act Statement may 
appear as a public notice (sign or 
poster), conspicuously displayed in the 
area where the information is collected, 
such as at check-cashing facilities or 
identification photograph facilities. The 
individual normally is not required to 
sign the Privacy Act Statement. Provide 
the individual a written copy of the 
Privacy Act Statement upon request. 

This must be done regardless of the 
method chosen to finish the initial 
advisement. » 

(4) Include in the Privacy Act 
Statement specifically whether 
furnishing the requested personal data is 
mandatory or voluntary. A requirement 
to furnish personal data is mandatory 
only when a Federal statute. Executive 
order, regulation, or other lawful order 
specifically imposes a duty on the 
individual to provide the information 
sought, and the individual is subject to a 
penalty if he or she fails to provide the 
requested information. If providing the 
information is only a condition of a 
prerequisite to granting a benefit or 
privilege and the individual has the 


option of requesting the benefit or 
privilege, providing the infonnation is 
always voluntary. However, the loss or 
denial of the privilege, benefit, or 
entitlement sought may be listed as a 
consequence of not furnishing the 
requested information. 

(5) It is unlawful for any Federal 
state, or local government agency to 
deny an individual any right benefit or 
privilege provided by law because the 
individual refuses to provide his or her 
social security number (SSN). However, 
if a Federal statute requires that the SSN 
be furnished or if the SSN is required to 
verify the identity of the individual in a 
system of records that was established 
and in use before January 1 , 1975. and 
the SSN was required as an identifier by 
a statute or regulation adopted before 
that date, this restriction does not apply. 

(i) When an individual is requested to 
provide his or her SSN, he or she must 
be told: 

(A) The uses that will be made of the 
SSN. 

(B) The statute, regulation, or rule 
authorizing the solicitation of the SSN. 

(C) Whether providing the SSN is 
voluntary or mandatory. 

(ii) Include in any systems notice for 
any system of records that contains 
SSNs a statement indicating the 
authority for maintaining the SSN and 
the source of the SSNs in the system. If 
the SSN is obtained directly from the 
individual indicate whether this is 
voluntary or mandatory. 

(iii) Upon entrance into Military 
Service of civilian employment with 
DoD, individuals are asked to provide 
their SSNs. The SSN becomes the 
service or employment number for the 
individual and is used to establish 
personnel financial medical, and other 
official records. After an individual has 
provided his or her SSN for the.purpose 
of establishing a record, a Privacy Act 
Statement is not required if the 
individual is only requested to furnish or 
verify the SSNs for identification 
purposes in connection with the normal 
use of his or her records. However, if the 
SSN is to be written down and retained 
for any purpose by the requesting 
official the individual must be provided 
a Privacy Act Statement 

(6) DLAR 7760.1, Forms Management 
Program.* provides guidance on 
administrative requirements for Privacy 
Act Statements used with DLA forms. 
Forms subject to the Privacy Act issued 
by other Federal agencies have a 
Privacy Act Statement attached or 
included. Always ensure that the 
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statement prepared by the originating 
agency is adequate for the purpose for 
which the form will be used by the DoD 
activity. If the Privacy Act Statement 
provided is inadequate, the activity 
concerned will prepare a new statement 
of a supplement to the existing 
statement before using the form. Forms 
issued by agencies not subject to the 
Privacy Act (state, municipal, and other 
local agencies) do not contain Privacy 
Act Statements. Before using a form 
prepared by such agencies to collect 
personal data subject to this part, an 
appropriate Privacy Act Statement must 
be added. 

(1) Systems of records, (1) To be 
subject to this pari a “system of 
records’* must consist of records 
retrieved by the name of an individual 
or some other personal identifier and be 
under the control of a DLA activity. 
Records in a group of records that may 
be retrieved by a name or personal 
identifier are not covered by this part. 
The records must be, in facl retrieved 
by name or other personal identifier to 
become a system of records for the 
purpose of this part. 

(2) Retain in a system of records only 
that personal information which is 
relevant and necessary to accomplish a 
purpose required by a Federal statute or 
an Executive Order. The existence of a 
statute or Executive order mandating 
that maintenance of a system of records 
does not abrogate the responsibility to 
ensure that the information in the 
system of records is relevant and 
necessary. 

(3) Do not maintain any records 
describing how an individual exercises 
his or her rights guaranteed by the First 
Amendment of the U.S. Constitution 
unless expressly authorized by Federal 
statute or the individual. First 
Amendment rights include, but axe not 
limited to, freedom of religion, freedom 
of political beliefs, freedom of speech, 
freedom of the press, the right to 
assemble, and the right to petition. 

(4) Maintain all personal information 
used to make any determination about 
an individual with such accuracy, 
relevance, timeliness, and completeness 
as is reasonably necessary to ensure 
fairness to the individual in making any 
such determination. Before 
disseminating any personal information 
from a system of records to any person 
outside DoD, other than a Federal 
agency, make reasonable efforts to 
ensure that the information to be 
disclosed is accurate, relevanl timely, 
and complete for the purpuse it is being 
maintained. 

(5) Establish appropriate 
administrative, technical and physical 
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safeguards to ensure that the records in 
every system of records are protected 
from unauthorized alteration or 
disclosure and that their confidentiality 
is protected. Protect the records against 
reasonably anticipated threats or 
hazards. Tailor safeguards specifically 
to the vulnerabilities of the system and 
the type of records in the system, the 
sensitivity of the personal information 
stored, the storage medium used and, to 
a degree, the number of records 
maintained. 

(i) Treat all unclassified records that 
contain personal information that 
normally would be withheld from the 
public as if they were designated “For 
Official Use Only*' and safeguard them 
in accordance with the standards 
established by DLAR 5400.14 (32 CFR 
Part 1285) even if they are not marked 
“For Official Use Only.** 

(ii) Special administrative, physical, 
and technical procedures are required to 
protect data that are stored or being 
processed temporarily in an automated 
data processing (ADP) system or in a 
word processing activity to protect it 
against threats unique to those 
environments (see DLAM 5200.1, ADP 
Security Manual,* and Appendix D of 
this part). 

(6) Dispose of records containing 
personal data so as to prevent 
inadvertent compromise. Disposal 
methods such as tearing, burning, 
melting, chemical decomposition, 
pulping, pulverizing, shredding, or 
mutilation are considered adequate if 
the personal data is rendered 
unrecognizable or beyond 
reconstruction. 

(i) The transfer of large quantities of 
records containing personal data (for 
example, computer cards and printouts) 
in bulk to a disposal activity, such as the 
Defense Property Disposal Office, is not 
a release of personal information under 
this part. The sheer volume of such 
transfers makes it difficult or impossible 
to identify readily specific individual 
records. 

(ii) When disposing of or destroying 
large quantities of records containing 
personal information, care must be 
exercised to ensure that the bulk of the 
records is maintained so as prevent 
specific records from being readily 
identified. If bulk is maintained, no 
special procedures are required. 

(7) When DLA contracts for the 
operation or maintenance of a system of 
records or a portion of a system of 
records by a contractor, the record 
system or the portion of the record 


* Copies may be obtained, if needed, from the 
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system affected are considered to be 
maintained by DLA and are subject to 
this part. The activity concerned is 
responsible for applying the 
requirements of this part to the 
contractor. The contractor and its 
employees are to be considered 
employees of DLA for purposes of the 
sanction provisions of the Privacy Act 
during the performance of the contract. 
See the Federal Acquisition Regulation 
(FAR), section 24.000 (48 CFR Chapter 
!)• 

(i) System Notices. (1) A notice of the 
existence of each system of records 
must be published in the Federal 
Register. While system notices are not 
subject to formal rulemaking 
procedures, advance public notice must 
be given before an activity may begin to 
collect personal information or use a 
new system of records. The notice 
procedures require that: 

(1) The system notice describes the 
contents of the record system and the 
routine uses for which the information in 
the system may be released. 

(ii) The public be given 30 days to 
comment on any proposed routine uses 
before implementation. 

(iii) The notice contains the date on 
which the system will become effective. 

(2) Appendix A of this part discusses 
the specific elements required in a 
system notice. DLAH 5400.1^ contains 
systems notices published by DLA. 

(3) In addition to system notices, 
reports arc required for new and altered 
systems of records. The criteria of these 
reports are outlined in Appendixes B 
and C of this part. No report is required 
for amendments to existing systems 
which do not meet the criteria for 
altered record systems. 

(4) System managers shall evaluate 
the information to be included in each 
new system before establishing the 
system and evaluate periodically the 
information contained in each existing 
system of records for relevancy and 
necessity. Such a review will also occur 
when a system notice amendment or 
alteration is prepared. Consider the 
following: 

(i) The relationship of each item of 
information retained and collected to 
the purpose for which the system is 
maintained. 

(ii) The specific impact on the purpose 
or mission of not collecting each 
category of information contained in the 
system. 

(iii) The possibility of meeting the 
informational requirements through use 
of information not individually 
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identifiable or through other techniques, 
such as sampling. 

(iv) The length of time each item of 
personal information must be retained. 

(v) The cost of maintaining the 
information. 

(vi) The necessity and relevancy of 
the information to the purpose for which 
it was collected. 

(5) Systems notices and reports of 
new and altered systems will be 
submitted to DLA-XA as required. 

(k) Exemptions. The Director, DLA 
will designate the DLA records which 
are to be exempted from certain 
provisions of the Privacy Act. DLA-XA 
will publish in the Federal Register 
information specifying the name of each 
designated system, the specific 
provisions of the Privacy Act from 
which each system is to be exempted, 
the reasons for each exemption, and the 
reason for each exemption of the record 
system. 

(l) General Exemptions. To qualify for 
a general exemption, as defined in the 
Privacy Act, the system of records must 
be maintained by a system manager 
who performs as his/her principal 
function any activity pertaining to the 
enforcement of criminal laws, including 
police efforts to prevent, control, or 
reduce crime or to apprehend criminals, 
and the activities or prosecutors, courts, 
correctional, probation, pardon, or 
parole authorities. Such system of 
records must consist of: 

(1) Information compiled for the 
purpose of identifying individual 
criminal offenders and alleged offenders 
and containing only identifying data and 
notations or arrests, the nature and 
disposition of criminal charges, 
sentencing, confinement, release, and 
parole, and probation status. 

(ii) Information compiled for the 
purpose of a criminal investigation, 
including reports of informants and 
Investigators, and associated with an 
identifiable Individual. 

(iii) Reports identifiable to an 
individual compiled at any stage of the 
process of enforcement of the criminal 
laws from arrest or indictment through 
release from supervision. 

(2) Specific exemption. To qualify for 
a specfic exemption, as defined by the 
Privacy Act, the systems of records must 
be: 

(i) Specifically authorized under 
criteria established by an Executive 
Order to be kept classified in the 
interest of national defense or foreign 
policy and are in fact properly classified 
pursuant to such Executive Order. 

(ii) Investigatory material compiled 
for law enforcement purposes other than 
material covered under a general 
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exemption. However, an individual will 
not be denied access to information 
vyhich has been used to deny him/her a 
right or privilege unless disclosure 
would reveal a source who furnished 
information to the Government under a 
promise that the identity of the source 
would be held in confidence. For 
investigations made after September 27, 
1975, the identity of the source may be 
treated as confidential only if based on 
the expressed guarantee that the 
identity would not be revealed. 

(iii) Maintained in connection with 
providing protective services to the 
President of the United States or other 
individuals protected pursuant to 18 
U.S.C. 3056. 

(iy) Used only to generate aggregate 
statistical data or for other similarly 
evaluative or analytic purposes, and 
which are not used to make decisions on 
the rights, benefits, or entitlements of 
individuals except for the disclosure of a 
census record permitted by 13 U.S.C. 8. 

(v) Investigatory material compiled 
solely for the purpose of determining 
suitability, eligibility, or qualifications 
for Federal civilian employment. 

Military Service. Federal contracts, or 
access to classified information, but 
only to the extent that the disclosure of 
such material would reveal the identity 
of a source who furnished information to 
the Government under an express 
promise that the source would be held in 
confidence, or prior to September 27 
1975, under an implied promise that the 
identity of the source would be held in 
confidence. 

(vi) Testing or examination material 
used solely to determine individual 
qualifications for appointment or 
promotion in the Federal service, the 
disclosure of which would compromise 
the objectivity or fairness of the testing 
or elimination process. 

(vii) Evaluation material used to 
determine potential for promotion in the 
Military Services, but only the extent 
that the disclosure of such material 
would reveal the identity of a source 
who furnished information to the 
Government under an express promise 
that the identity of the source would be 
held in confidence or prior to September 
27.1975. under an implied promise that 
the identity of the source would be held 
in confidence. System managers will 
specify those categories of individuals 
for whom pledges of confidentiality may 
be made when obtaining information on 
an individuars suitability for promotion. 

(viii) Exemption rules for DLA 
systems of records are published in 
Appendix H of this part. 

(1) Matching Program Procedures. 

The OMB has issued special guidelines 
to be followed in programs that matc^ 


the personal records in the computerized 
data bases of two or more Federal 
agencies by computer (see Appendix E). 
These guidelines are Intended to strike a 
balance between the interest of the 
Government in maintaining the integrity 
of Federal programs and the need to 
protect individual privacy expectations. 
They do not authorize matching 
programs as such and each matching 
program must be justified individually in 
accordance with the OMB guidelines. 

(1) Forward all requests for matching 
programs to include necessary routine 
use amendments and analysis and 
proposed matching program reports to 
DLA-XA. Changes to existing matching 
programs shall be processed in the same 
manner as a new matching program 
report. 

(2) No time limits are set by the OMB 
guidelines. However, in order to 
establish a new routine use for a 
matching program, the amended system 
notice must have been published in the 
Federal Register at least 30 days before 
implementation. Submit the 
documentation required above to DLA- 
XA at least 80 days before the proposed 
initiation date of the matching program. 
Waivers to the 60 days* deadline may be 
granted for good cause shown. Requests 
for waivers will be in writing a fully 
justified. 

(3) For the purpose of the OMB 
guidelines. DoD and all DoD 
Components are considered a single 
agency. Before initiating a matching 
program using only the records of two or 
more DoD activities, notify DLA-XA 
that the match is to occur. Further 
information may be requested from the 
activity proposing the match. 

(4) System managers shall review 
annually each system of records to 
determine if records from the system are 
being used in matching programs and 
whether the OMB Guidelines have been 
complied with. 

§ 1286.6 Forms and reports. 

DLA activities may be required to 
provide data under reporting 
requirements established by the Defense 
Privacy Office and DLA-XA. Any report 
established shall be assigned Report 
Control Symbol DD-COMP(A) 1379. 

Appendix A—Instructions for Preparation of 
System Notices 

A. System identification. See DLAH 
5400.1.» 
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B. System name. The name of the system 
reasonably identifies the general purpose of 
the system and. if possible, the general 
categories of individuals involved. Use 
acronyms only parenthetically following the 
title or any portion thereof, such as. "Joint 
Uniform Military Pay System (JUMPS)." Do 
not use acronyms that are not commonly 
known unless they are preceded by an 
explanation. The system name may not 
exceed 55 character positions including 
punctuation and spacing. 

C. System location 1. For systems 
maintained in a single location provided the 

xact office name, organizational identity, 
nd address or routing symbol. For 
geographically or organizationally 
decentralized systems, specify each level of 
organization or element that maintains a 
segment of the system. For automated data 
systems with a central computer facility and 
input/output terminals at several 
geographically separated location, list each 
location by category. 

2. When multiple locations are identified 
by type of organization, the system location 
may indicate that official mailing addresses 
are contained in an address directory 
published as an appendix to DLAH 5400.1.* 
DLA-XA will obtain information concerning 
format requirements for preparation of an 
address directory from the let Information 
Systems Croup (lISG), Room 3A-1O60. The 
Pentagon, Washington. D.C. 20336-6345, 

3. If no address directory is used or the 
addresses in the directory are incomplete, the 
address of each location where a segment of 
the record system is maintained must appear 
under the "System Location" caption. 
Classified addresses are not listed, but the 
fact that they are classified is indicated. Use 
the standard U.S. Postal Service two letter 
state abbreviation symbols and zip codes for 
all domestic addresses. 

(D) Categories of individuals covered by 
the system. Set forth the specific categories of 
individuals to whom records in the system 
pertain in clear, easily understood, 
nontechnical terms. Avoid the use of broad 
over-general descriptions, such as "all DLA 
personnel" or "all civilian personnel" unless 
this actually reflects the category of 
Individuals involved. 

E. Categories of records in the system. 
Describe in dear, nontechnical terms the 
types of records maintained in the system. 
Only documents actually retained in the 
system of records will be described, not 
source documents that are used only to 
collect data and the destroyed. 

F. Authority for maintenance of the system. 

1- Cite the spedfic provisions of the Federal 
statute or Executive Order that authorizes the 
maintenance of the system. Include with 
citations for statutes the popular names, 
when appropriate (for example. Title 51, 
United States Code. Section 2103, ‘Tea- 
Tasters Licensing Act"), and for Executive 
Orders, the official title (for example. 
Executive Order No. 9397, "Numbering 
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System for Federal Accounts Relative to 
Individual Persons"). 

2. For administrative housekeeping records, 
cite the directive establishing DLA as well as 
the Secretary of Defense authority to issue 
the directive. For example, "Pursuant to the 
authority contained in the National Security 
Act of 1947, as amended (10 U.S.C. 133d), the 
Secretary of Defense has issued DoD 
Directive 5105.22 (32 CFR Part 359), Defense 
Logistics Agency (DLA). the charter of the 
Defense Logistics Agency (DLA) as a 
separate agency of the Department of 
Defense under his control. Therein, the 
Director, DLA, is charged with the 
responsibility of maintaining all necessary 
and appropriate records.** 

G. A/rpose or purposes. List the specific 
purposes for maintaining the system of 
records by the activity. Include the use made 
of the information within DLA and the 
Department of Defense (so-called "internal 
routine uses"). 

H. Routine uses. 1. The blanket routine 
uses that appear in DLAf! 5400.1 ’ apply to 
all systems notices unless the individual 
system notice specincally states that one or 
more of them do not apply to the system. For 
all other routine uses, when practical, list the 
specific activity to which the record may be 
released, to Include any routine automated 
system interface (for example, *'lo the 
Department of justice. Civil Rights 
Compliance Division," "to the Veterans 
Administration, Office of Disability Benefits," 
or "to state and local health agencies"). 

2. For each routine use identified, include a 
statement as to the purpose or purposes for 
which the record is to be released to the 
activity. Do not use general statements, such 
as. *'lo other Federal agencies as required’* 
and "to any other appropriate Federal 
agency." 

L Policies and practices for storing, 
retiring, accessing, retaining, and disposing 
of records. This caption is subdivided into 
four parts: 

I. Storage. Indicate the medium in which 
the records are maintained. (For example, a 
system may be "automated, maintained on 
magnetic tapes or disks," "manual, 
maintained in paper files," or "hybrid, 
maintained in a combination of paper and 
automated form.") Storage does not refer to 
the container or facility in which the records 
are kept. 

2. Retrievobility. Specify how the records 
are retrieved (for example, name and SSN, 
name, SSN) and indicate whether a manual 
or computerized index is required to retrieve 
individual records. 

3. Safeguards. List the categories of DLA 
personnel having immediate access and these 
responsible for safeguards (such as storage in 
safes, vaults, locked cabinets or rooms, use of 
guards, visitors registers, personnel 
screening, or computer "fail-safe" systems 
software). Do not describe safeguards in such 
detail as to compromise system security, 

4. Retention and disposal. Indicate how 
long the record is retained. When 
appropriate, state the length of time the 
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records are maintained by the activity, when 
they are transferred to a Federal Records 
Center, length of retention at the Records 
Center and when they are transferred to the 
National Archives or are destroyed. A 
reference to DLAM 5015.1,• Files 
Maintenance and Disposition, or other 
issuances without further detailed 
information is insufficient. 

J. System manager or manogers and 
address. 1. List the title and address of the 
official responsible for the management of 
the system. If the title of the specific official 
is unknown, such as for a local system, 
specify the local commander or office head as 
the systems manager. 

2. For geographically separated or 
ogranizationally decentralized activities for 
wliich individuals may deal directly with 
officials at each location in exercising their 
ri^ts, list the position or duty title of each 
category of officials responsible for the 
system or a segment thereof. 

3. Do not indude business or duty 
addresses if they are listed in DIAH 5400.1. 

K. Notification procedures. 1. If the record 
system has been exempted from subsection 
(e)(4)(G) the Privacy Act. so indicate. 

2. For all nonexempt systems, describe how 
an individual may determine if there are 
records pertaining to him or her in the 
system. The procedurd rules may be dted, 
but include a brief procedural description of 
the needed data. Provide sufficient 
information in the notice to allow an 
individual to exercise his or her rights 
without referrals to this part. 

3. As a minimum, the caption will include: 

a. The official title (normally the system 
manager) and official address to which 
request is to be directed. 

b. The specific information required to 
determine if there is a record of the 
individual in the system. 

c. Identification of the offices through 
which the individual may obtain access. 

d. A description of any proof of identity 
required. 

4. When appropriate, the individual may be 
referred to an activity official who shall 
provide this data to him or her. 

L. Record access procedures. 1. If the 
record system has been exempted from 
subsection (e)(4)(H) of the Privacy Act, so 
indicate. 

2. For all nonexempt record systems, 
describe the procedures under which 
individuals may obtain access to the record 
pertaining to them in the system. When 
appropriate, the individual may be referred to 
the system manager or activity official to 
obtain access procedures. Do not repeat the 
addresses listed in DLAH 5400.1, but refer the 
individual to that directory. 

M. Contesting record procedures. 1. If the 
record system has been exempted bom 
subsection (e)(4)(H) of the Privacy Act so 
indicate. 

2. For all nonexempt systems of records, 
state briefiy how an individual may contest 
the content of a record pertaining to him or 
her in the system. The detailed procedures for 
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contesting record accuracy, refusal of access 
or amendment, or initial review and appeal 
need not be Included if they are readily 
available elsewhere and can be referred to 
by the public. (For example. "The Defense 
Logistics Agency rules for contesting contents 
and for appealing initial determinations are 
contained in 32 CFR Part.") (DLAR 5400.21). 

3. The Individual may also be referred to 
the system manager to determine these 
procedures. 

N. Record source categories. 1. If the 
record system has been exempted from 
subsection (e)(4)(I) of the Privacy Act. so 
indicate. 

2. For ail nonexempt systems of records, 
list the sources of the information in the 
system. Specific individuals or institutions 
need not be identified by name, particularly if 
these sources have been granted 
confidentiality. 

O. System exempted from certain 
provisions of the MvacyAct 1. If no 
exemption has been claimed for the system. 
Indicate "None," 

2. If there Is an exemption claimed, indicate 
specifically under which subsection of the 
Privacy Act is is claimed. Cite the regulation 
and CFR section containing the exemption 
rule for the system. (For example, "Parts of 
this record system may be exempt under Title 
6. United States Code. Sections 552a(k)2. and 
(5). as applicable. See exemption rules 
contained in 32 CFR Part 1286.") (DLAR 
5400.21). 

Appendix B—Criteria for New and Altered 
Record Systems 

A, Criteria for a new record system. A new 
system of records is one for which there has 
been no system notice published in the 
Federal Register. If a notice for a system, of 
records has been canceled or deleted, before 
reinstating or reusing the system, a new 
system notice must be published in the 
Federal Register. 

B. Criteria for an altered record system. A 
system is considered altered whenever one of 
the following actions occurs or is proposed: 

1. A significant increase or change in the 
number or type of indiviudals about whom 
records are maintained. 

a. Only changes that alter significantly the 
character and purpose of the records system 
are considered alterations. 

b. Increases in numbers of individuals due 
to normal growth are not considered 
alterations unless they truly alter the 
character and purpose of the system. 

c. Increases that change significantly the 
scope of population covered (for example, 
expansion of a system of records covering a 
single PLFA'a enlisted personnel to include 
all of DLA enlisted personnel would be 
considered an alteration). 

d. A reduction in the number of individual 
covered is not an alteration, but only an 
amendment. 

e. All changes that add new categories of 
individuals to system coverage require a 
change to the "Categories of individuals 
covered by the system" caption of the notice 
and may require changes to the "Purposels)" 
caption. 











2. An expansion in the types or categories 
of information maintained. 

a. The addition of any new category of 
records not described under the “Categories 
of Records in System** caption is considered 
an alteration. 

b. Adding a new data element which is 
clearly within the scope of the categories of 
records described in the existing notice Is an 
amendment. 

c. All changes under this criterion require a 
change to the “Categories of Records In 
System** caption of the notice. 

3. An alteration in the manner in which the 
records are organized or the manner in which 
the records are indexed and retrieved. 

a. The change must alter the nature of use 
or scope of the records involved (for example, 
combining records systems in a 
reorganization). 

b. Any change under this critera requires a 
change in the “Retrievability” caption of the 
system notice. 

c. If the records are no longer retrieved by 
name or personal identifier, cancel the 
system notice. 

4. A change in the purpose for which the 
information in the system is used. 

a. The new purpose must not be compatible 
with the existing purposes for which the 
system is maintained or a use that would not 
reasonably be expected to be an alteration. 

b. If the use is compatible and reasonably 
expected, there is no change in purpose and 
no alteration occurs. 

c. Any change under this criterion requires 
a change in the “PurposeCs)** caption and may 
require a change in the ‘‘Authority for 
maintenance of the system'* caption. 

5. Changes that alter the computer 
environment (such as changes to equipment 
configuration, software, or procedures) so as 
to create the potential for greater or easier 
access. 

a. Increasing the number of offices with 
direct access is an alteration. 

b. Software releases, such as operating 
systems and system utilities that provide for 
easier access are considered alterations. 

c. The addition of an on-line capability to a 
previously batch-oriented system is an 
alteration. 

d. The addition of peripheral devices such 
as tape devices, disk devices, card readers, 
printers, and similar devices to an existing 
ADP system constitute an amendment if 
system security is preserved. 

e. Changes to existing equipment 
configuration with on-line capability need not 
be considered alterations to the system if: 

(1) The change does not alter the present 
security posture. 

(2) The addition of terminals does not 
extend the capacity of the current operating 
system and existing security is preserved. 

f. The connecting of two or more formerly 
independent automated systems or networks 
together creating a potential for greater 
access is an alteration. 

g. Any change under this caption requires a 
change to the “Storage** caption element of 
the systems notice. 

C. Reports of new and altered systems. 
Submit a report of a new or altered system to 
DLA-^ before collecting information and 
for using a new system or altering an existing 
system. 


D. Time restrictions on the operation of a 
new or altered system. 1. All time periods 
begin from the date OSD signs the transmittal 
letters on the reports to OMB and Congress. 
The specific time limits are: 

a. Sixty days must elapse before collection 
forms or fomal instructions pertaining to the 
system may be issued. 

b. Sixty days must elapse before the 
system may become operational. 

c. Sixty days must elapse before any public 
issuance of a Request for Proposal or 
Invitation to Bid for a new ADP or 
telecommunication system. 

Note.—Requests for delegation of 
procurement authority may be submitted to 
the General Services Administration during 
the 60 days* waiting period, but these will 
include lan^age that the Privacy Act 
reporting criteria have been reviewed and 
that a system report is required for such 
procurement. 

d. Normally 30 days must elapse before 
publication in the Federal Register of the 
notice of a new or altered system and the 
preamble to the Federal Register notice must 
reflect the date the transmittal letters to OMB 
and Congress were signed by OSD. 

2. Do not operate a system of records until 
the waiting periods have expired. 

E. Outside review of new and altered 
systems reports. If no objections are received 
within 30 days of a submission to the 
President of the Senate. Speaker of the House 
of Representatives, and the Director, OMB, of 
a new' or altered system report, it is presumed 
that the new or altered systems have been 
approved as submitted. 

F. Waiver of time restrictions. 1 . The OMB 
may authorize a Federal agency to begin 
operation of a system of records before the 
expiration of time limits described above. 
When seeking such a waiver. Include in the 
letter of transmittal to DLA-XA an 
explanation why a delay of 60 days in 
establishing the system of records would not 
be in the public interest. The transmittal must 
include: 

a. How the public interest will be affected 
adversely if the established time limits arc 
followed. 

b. Why earlier notice was not provided. 

2. Under no circumstances will the routine 
uses for a new or altered system be 
implemented before 30 days have elapsed 
after publication of the system notice 
containing the routine uses In the Federal 
Register. This period cannot be waived. 

Appendix C—Instructions for 
Preparation of Reports to New or 
Altered Systems 

The report on a new or altered system will 
consist of a transmittal letter, a narrative 
statement, and include supporting 
documentation. 

A. Transmittal Letter. The transmittal 
letter shall include any request for waivers. 

The narrative statement will be attached. 

B. Narrative Statement. The narrative 
statement is typed in double space on 
standard bond paper. The statement includes: 

1. System identification and name. This 
caption sets forth the identification and name 
of the system. 


2. Responsible official. The name, title, 
address, and telephone number of the official 
responsible for the report and to whom 
inquiries and comments about the report may 
be directed by Congress, the Office of 
Management and Budget, or Defense Privacy 
Office. 

3. Purpose of the system or nature of the 
change proposed. Describe the purpose of the 
new system. For an altered system, describe 
the nature of the change being proposed. 

4. Authority for the system. See enclosure 1 
of this part. 

5. Number of individuals. The approximate 
number of individuals about whom records 
are to be maintained. 

6. Information on First Amendment 
activities. Describe any information to be 
kept on the exercise of the individual’s First 
Amendment rights and the basis for 
maintaining it. 

7. Measures to ensure information 
accuracy. If the system is to be used to make 
determinations about the rights, benefits, or 
entitlements of individuals, describe the 
measures being established to ensure the 
accuracy, currency, relevance, and 
completeness of the information used for 
these purposes. 

8. Other measures to ensure system 
security. Describe the steps taken to 
minimize the risk of unauthorized access to 
the system. A more detailed assessment of 
security risks and specific administrative, 
technical, and physical safeguards will be 
available for review upon request 

9. Relationship to state and local 
government activities. Describe the 
relationship of the system to state or local 
government activities that are the sources, 
recipients, or users of the information in the 
system. 

C. Supporting Documentation. Item 10 of 
the narrative is captioned Supporting 
Documents. A positive statement for this 
caption is essential for those enclosures that 
are not required to be enclosed. For example, 
“No changes to the existing DLA procedural 
or exemption rules (32 CFR Part 1286) are 
required for this proposed system.” List in 
numerical sequence only those enclosures 
that are actually furnished. The following are 
typical enclosures that may be required: 

1. For a new system, an advance copy of 
the system notice which is proposed for 
publication: for an altered system an advance 
copy of the notice reflecting the specific 
changes proposed. 

2. An advance copy of any proposed 
exemption rule if the new or altered system is 
to be exempted. If there Is no exemption, so 
state in the narrative. 

3. Any other supporting documentation that 
may be pertinent or helpful in understanding 
the need for the system or clarifying its 
intended use. While not required, such 
documentation, when available, is helpful in 
evaluating the new or altered system. 

Appendix D—Word Processing Center (WPC) 
Safeguards 

A. Minimum Standards of Protection. All 
personal data processed using word 
processing equipment will be afforded the 
standards of protection required by this 
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regulation. The special conaiderations 
discussed in this enclosure are primarily for 
Word Processing Centers (WPCs) operating 
independent of the customer's function. 
However, managers of word processing 
systems are encouraged to consider and 
adopt, when appropriate, the special 
considerations described. WP^ that are not 
independent of a customer's function are not 
required to prepare forma! written risk 
assessments. 

B. WPC Information flow. In analyzing 
procedures required to safeguard adequately 
personal information in a WPC, the basic 
elements of WPC information flow and 
control must be considered. These are: 
Information receipt, information processing, 
information return, information storage and 
filing. WPCs do not control information 
acquisition or its ultimate use by the 
customers and. therefore, these are not 
addressed. 

C. Safeguarding Information During 
Receipt 1. The word processing manager will 
establish procedures: 

a. Tliat require each customer who requests 
that information subject to this DLAR be 
processed to identify specifically that 
information to the WPC personnel. This may 
be done by: 

(1) Providing a check-off type entry on the 
WPC work requests. 

(2) Requiring that the WPC work requests 
be stamped with a special legend, or that a 
special notation be made on the work 
requests. 

(3) Predesignating specifically a class of 
documents as coming within the provisions of 
this DLAR (such as, all officer effectiveness 
reports, all recall rosters, and all medical 
protocols). 

(4) Using a special cover sheet both to alert 
the WPC personnel as to the type 
information, and to protect the document 
during transmittal. 

(5) Requiring an oral warning on all 
dictation. 

(6) Any other procedures that ensure the 
WPC personnel are alerted to the fact that 
personal data subject to this DLAR is to be 
processed. 

b. To ensure that the operators or other 
WPC personnel who receive data for 
processing not identified as being under the 
provisions of this DLAR. but that appear to 
be personal, promptly call the information to 
the attention of the WPC supervisor or the 
customer. 

c. To ensure that any request for the 
processing of personal data which the 
customer has not identified as being in a 
system of record, and that appears to meet 
the criteria set forth in this regulation, is 
called to the attention of the appropriate 
supervisory personnel and system manager. 

2. The WPC supervisor will ensure that 
personal information is not inadvertently 
compromised within the WPC 

D. Safeguarding Information During 
Processing. 1 . Each WPC supervisor will 
establish internal safeguards that will protect 
personal data from compromise while it is 
being processed. 

2. Physical safeguards may include: 

a. Controls on individual access to the 
center. 


b. Machine configurations that reduce 
external access to the informalion being 
processed, or arrangements that alert the 
operator to the presence of others. 

c. Using certain specific machines to 
process personnal data. 

d. Any other physical safeguards, to 
include special technical arrangements that 
will protect the data during processing. 

3. Other safeguards may include: 

a. Using only certain selected operators to 
process personal data. 

b. Processing personal data only at certain 
times during the day without the WPC 
manager's specific authorizatioQ. 

c. Using only certain tapes or diskettes to 
process and store personal data. 

d. Using continuous tapes for dictation of 
personal data. 

e. Requiring all WPC copies of documents 
to be marked specifically so ss to prevent 
Inadvertent compromise. 

f. Returing extra copies and mistakes to the 
customer with the product 

g. Disposing of waste containing personal 
data in a special maimer. 

h. Any other local procedures that provide 
adequate protection to the data being 
processed. 

E. Safeguarding Information During Return. 
The WPC shall protect the data until it is 
returned to the customer or it placed into a 
formal distribution channel, in conjunction 
with the appropriate administrative support 
personnel and the WPC customers, the WPC 
manager will establish procedures that 
protect the information from the time word 
processing is completed until it is returned to 
the customer. Safeguarding procedures may 
include: 

1. Releasing products only to specifically 
identified individuals. 

2. Using sealed envelopes to transmit 
products to the customer. 

3. Using special cover sheets to protect 
products similar to the one discussed in 
above. 

4. Hand-carrying products to the customers. 

5. Using special messengers to return the 
products. 

6. Any other procedures that adequately 
protect products from compromise while they 
are awaiting return or being returned to the 
customer. 

F. Safeguards During Storage. The WPC 
manager shall ensure that all personal data 
retained in the center for any purpose 
(including samples) are protected properly. 
Safeguarding procedures may include: 

1. Marking will hard copies retained with 
special legends or designators. 

2. Storing media containing personal data 
in separate files or areas. 

3. Marking the storage containers for media 
containing personal data with special legends 
or notations. 

4. Restricting the reuse of media used to 
process personal data or erasing the media 
before reuse. 

5. Establishing special criteria for the WPC 
retention of media used to store and process 
personal data. 

6. Returning the media to the customer for 
retention with the file copies of the finished 
products. 


7. Discouraging, when practical, the long¬ 
term storage of personnal data in any form 
within the WPC. 

B. Any other filing or stora^je procedures 
that safeguard adequately any personal 
information retained or filed within the WPC 

G. Risk Assessment for WPCs. 1, Each 
WPC manager will ensure that a forxnaL 
written risk assessment is prepared for each 
WPC that processes personal information 
subject to this regulation. The assessment 
will address the areas discussed in this 
enclosure, as well as any special risks that 
the WPC location, configuration, or 
organization may present to the compromise 
or alteration of personal data being 
processed or stored. 

2. A risk assessment will be conducted at 
least every 5 years or whenever there is a 
change of equipment equipment 
configuration. WPC location, WPC 
configuration or modification of the WPC 
facilities that either increases or decreases 
the bkelihood or compromise of personal 
data. 

3. Copies of the risk assessment will be 
retained by the WPC manager and made 
available to appropriate inspectors, as well 
as to personnel studying equipment for 
facility upgrading of personal data. 

H. Special Considerations in WPC Design 
and Modification. Procedures vrill be 
established to ensure that all personnel 
involved in the design of WPCs or the 
acquisition of word processing equipment are 
aware of the special considerations required 
when processing personal data subject to this 
DLAR. 

Appendix E—OMB Guidelines for Matching 
Programs 

A. Purpose. These guidelines supplement 
and will be used in conjunction with OMB 
Guidelines on the Administration of the 
Privacy Act of 1974, Issued on July 1,1975» 
and supplemented on November 21,1975. 
They replace earlier guidance on conducting 
computerized matching programs issued on 
March 30.1979. They are intended to help 
agencies relate the procedural requirements 
of the Privacy Act to the operational 
requirements of computerized matching. They 
are designed to address the concern 
expressed by the Congress in the Privacy Act 
of 1974 that "the increasing use of computers 
and sophisticated information technology, 
while essential to the efficient operation of 
the Government has greatly magnified the 
harm to individual privacy that can occur 
&om any collection, maintenance, use, or 
dissemination of personal information." 
These guidelines do not authorize activities 
that are not permitted by law. nor do they 
prohibit activities expressly required to ^ 
performed by law. Complying with these 
guidelines, however, does not relieve a 
Federal agency of the obligation to comply 
with the provisions of the Privacy Act, 
including any provisions not cited in these 
guidelines. 

B. Scope. These guidelines apply to all 
agencies subject to the Privacy Act of 1974 (5 
U.S.C. 552a) and to all matching programs: 











1. Performed by a Federal agency, whether 
the personal records used in the match are 
Federal or nonfederal. 

2. For which a Federal agency discloses 
any personal records for use in a matching 
program performed by any other Federal 
agency or any nonfederal organization. 

C. Effective Dote. These guidelines were 
effective on May 11.1982. 

p. Definitions. For the purpose of the 
Guidelines, all the terms defined in the 
Privacy Act of 1974 apply. 

1. Personal Record. Any information 
pertaining to an individual that is stored in an 
automated system of records; for example, a 
data base which contains information about 
individuals that is retrieved by name or some 
other personal identifier. 

2. Matching Program. A procedure in which 
a computer is used to compare two or more 
automated systems of records or a system of 
recojxls with a set of nonfederal records to 
find individuals who are common to more 
than one system or set. The procedure 
includes all of the steps associated with the 
match, including obtaining the records to be 
matched, actual use of the computer, 
administrative and investigative action on 
the hits, and disposition of the personal 
records maintained in connection with the 
match. It should be noted that a single 
matching program may involve several 
match^ among a number of participants. 
Watching programs do not include the 
following: 

a. Matches which compare a substantial 
number of records, such as, comparison of 
the Department of Education’s defaulted 
student loan data base with the Office of 
Personnel Management’s Federal employee 
data base would be covered; comparison of 
six individual student loan defaultees with 
the OPM file would not be covered. 

b. Checks on specific individuals to verify 
data in an application for benefits done 
reasonably soon after the application is 
received. 

c. Checks on specific individuals based on 
information whi^ raises questions about an 
individual’s eligibility for benefits or 
payments done reasonably soon after the 
information is received. 

d. Matches done to produce aggregate 
statistical data without any personal 
identifiers. 

e. Matches done to support any research or 
statistical project when the specfic data are 
not to be used to make decisions about the 
rights, benefits, or privileges of specific 
individuals. 

f. Matches done by an agency using its owm 
records. 

3. Matching Agency. The Federal agency 
which actually performs the match. 

4. Source Agency. The Federal agency 
which discloses records from a system of 
records to be used in the match. Note that in 
some circumstances a source agency may be 
the instigator and ultimate beneficiary of the 
matching program, as when an agency 
lacking computer resources uses another 
agency to perform the match. The disclosure 
of records to the matching agency and any 
later disclosure of “hits” (by either the 
matching or the source agencies] must be 
done in accordance with the provisions of 
paragraph (b) of the Privacy Act. 


5. Hit. The identification, through a 
matching program, of a specific individual. 

E. Guidelines for Agencies Participating in 
Matching Programs. Agencies should acquire 
and disclose matching records and conduct 
matching programs in accordance with the 
provisions of this section and the Privacy 
Act. 

1. Disclosing Personal Records for 
Matching Programs — 

a. To another Federal agency. Source 
agencies are responsible for determining 
whether or not to disclose personal records 
from their systems and for making sure they 
meet the necessary Privacy Act disclosure 
provisions when they do. Among the factors 
source agencies should consider are: 

(1) Legal authority for the match. 

(2) Purpose and description of the match. 

(3) Description of the records to be 
matched. 

(4) Whether the record subjects have 
consented to the match; or whether 
disclosure of records for the match would be 
compatible with the purpose for which the 
records were originally collected: that is. 
whether disclosure under a “routine use” 
would be appropriate; whether the soliciting 
agency is seeking the records for a legitimate 
law enforcement activity—whichever is 
appropriate; or any other provision of the 
Privacy Act under which disclosure may be 
made. 

(5) Description of additional information 
which may be subsequently disclosed in 
relation to “hits.” 

(6) Subsequent actions expected of the 
source (for example, verification of the 
identity of the ’’hits” or followup with 
individuals who are “hits”). 

(7) Safeguards to be afforded the records 
involved, including disposition. 

b. If the agency is satisfied that disclosure 
of the records would not violate its 
responsibilities under the Privacy Act, it may 
proceed to make the disclosure to the 
matchii^ agency. It should ensure that only 
the minimum information necessary to 
conduct the match is provided. If disclosure 
is to be made pursuant to a “routine use” 
(SecUon b.3. of the Privacy Act), it should 
ensure that the system of records contains 
such a use, or it should publish a routine use 
notice in the Federal Register. The agency 
should also be sure to maintain an accounting 
of the disclosure pursuant to Section (c) of 
the Privacy Act. 

c. To a nonfederal entity. Before disclosing 
records to a nonfederal entity for a matching 
program to be carried out by that entity, a 
source agency should, in addition to all of the 
consideration in subparagraph a. above, also 
make reasonable efforts, pursuant to Section 
(e)(6) of the Privacy Act. to “assure that such 
records are accurate, complete, timely, and 
relevant for agency purposes.” 

2. Written Agreements. Before disclosing to 
either a Federal or non-Federal entity, the 
source agency should require the matching 
entity to agree in writing to certain conditions 
governing the use of the matching file; for 
example, that the matching file will remain 
the property of the source agency and be 
returned at the end of the matching program 
(or destroyed as appropriate); that the file 
will be used and accessed only to match the 


file or files previously agreed to; that it will 
not be used to extract information concerning 
“non-hit” individuals for any purpose, and 
that it will not be duplicated or disseminated 
within or outside the matching agency unless 
authorized in writing by the source agency. 

3. Performing Matching Programs — 

a. Matching agencies should maintain 
reasonable administrative, technical, and 
physical security safeguards on all files 
involved in the matching program. 

b. Matching agencies should ensure that 
_ they have appropriate systems of records 

Including those containing “hits." and that 
such systems and any routine uses have been 
appropriately notices in the Federal Register 
and reported to OMB and the Congress. 

4. Disposition of Records — 

a. Matching agencies will return or destroy 
source matching files (by mutual agreement] 
immediately after the match. 

b. Records relating to this will be kept only 
so long as an investigation, either criminal or 
administrative, is active, and will be disposed 
of in accordance with the requirements of the 
Privacy Act and the Federal Records Act. 

5. Publication Requirements — 

a. Agencies, before disclosing records 
outside the agency, will publish appropriate 
“routine use” notices in the Federal Register, 
if necessary. 

b. If the matching program will result in the 
creation of a new or the substantial alteration 
of an existing system of records, the agency 
involved should publish the appropriate 
Federal Register notice and submit the 
requisite report to OMB and the Congress 
pursuant to OMB Circular No. A-108. 

6. Reporting Requirements — 

a. As close to the initiation of the matching 
program as possible, matching agencies will 
publish in the Federal Register a brief public 
notice describing the matching program. The 
notice should include: 

1. The legal authority under which the 
match is being conducted. 

2. A description of the matching program 
including whether the program is one time or 
continuing, the organizations involved, the 
purpose or purposes for which the program is 
being conducted, and the procedures to be 
used in matching and following up on the 
“hits.” 

3. A complete description of the personal 
records to be matched, including the source 
or sources, system of records identifying 
data, date or dates and page number of the 
most recent Federal Register full text 
publication when appropriate. 

4. The projected start and ending dates of 
the program. 

5. The security safeguards to be used to 
protect against unauthorized access or 
disclosure of the personal records. 

6. Plans for disposition of the source 
records and “hits.” 

7. Agencies should send a copy of this 
notice to the Congress and to OMB at the 
same time it is sent to the Federal Register. 

a. Agencies should report new or altered 
systems of records as described in 
subparagraph 5b, above, as necessary. 

b. Agencies should also be prepared to 
report on matching programs pursuant to the 
reporting requirements of either the Privacy 
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Act or the Paperwork Reduction Act. Reports 
will be solicited by the Office of Information 
and Regulatory Affairs and will focus on both 
the protection of individual privacy and 
Govemmenrs effective use of infonnation 
technology. Reporting instructions will be 
disseminated to the agencies as part of either 
the reports required by paragraph (p) of the 
Privacy Act, or section 3514 of ^b, L. 96-511. 

8. Use of Contractors. Matching programs 
should, as far as practicable, be conducted 
*'in-hou8e" by Fe^ral agencies using agency 
personnel, rather than by contract When 
contractors are used: 

a. The matching agency should, consistent 
with paragraph [m) of the Privacy Act cause 
the requirements of that Privacy Act to be 
applied to the contractor's performance of the 
matching program. The contract should 
include the Privacy Act clause required by 
Federal Personnel Regulation Amendment 
155 (41 CFR 1-1.337-5). 

b. The terms of the contract should include 
appropriate privacy and security provisions 
consistent with policies, regulations, 
standards, and guidelines issued by OMB. 
CSA. and the Department of Commerce. 

c. The terms of the contract should 
preclude the contractor from using, 
disclosing, copying, or retaining records 
associated with the matching program for the 
contractor's own use. 

d. Contractor personnel involved in the 
matching program shall be made explicitly 
aware of their obligations under the Privacy 
Act and of these guidelines, agency rules, and 
any special safegurds in relation to each 
specific match performed. 

e. Any disclosures of records by the agency 
to the contractor should be made pursuant to 
a ‘'routine use” (5 U.S.C. 552a(b)[3J). 

F. Implementation and Oversight OMB 
will oversee the implementation of these 
guidelines and will interpret and advise upon 
agency proposals and actions within their 
scope, consistent with section 6 of the 
Privacy Act. 

Apendix F—Litigation Status Sheet 

1. Case Number.* * 

2. Requester. 

3. Document Title or Description.* 

4. Litigation. 

a. Date Complaint Filed. 

b. Court. 

c. Case File Number.* 

5. Defendants (DoD Component and 
individual). 

6. Remarks (brief explanation of what the 
case is about). 

7. Court Action. 

a. Court's Finding. 

b. Disciplinary Action (as appropriate). 

8. Appeal (as appropriate). 

a. Date Complaint Hie. 

b. Court. 

c. Case File Number.* 

d. Court's Finding. 

e. Disciplinary Action (as appropriate). 


* Number used by the Component for reference 
purposes. 

* Indicate the nature of the case, such as “Denial 
of access.*' “Refusal to amend,” "Incorrcci records,” 
or other violations of the Act (specify). 


Appendix G—Privacy Act Enforcement 
Actions 

A. Administrative Remedies. Any 
individual who feels he or she has a 
legitimate complaint or grievance against the 
Defense Logistics Agency or any DLA 
employee concerning any right granted by 
this DLAR will be permitted to seek relief 
through appropriate administrative channels. 

B. Civil Actions. An individual may file a 
civil suit against DLA or its employees if the 
individual feels certain provisions of the 
Privacy Act have been violated (see 5 U.S.C. 
552a(g), reference (b).) 

C. Civil Remedies. In addition to specific 
remedial actions, the Privacy Act provides for 
the payment of damages, court cost, and 
attorney fees in some cases. 

D. Criminal Penalties — 

1. The Privacy Act also provides for 
crimmal penalties (see 5 U.S.C. 552a(l).) Any 
official or employee may be found g^ty of a 
misdemeanor and fined not more than ^.(XX) 
if he or she willfully discloses personal 
information to anyone not entitled to receive 
the information, or maintains a system of 
records without publishing the required 
public notice in Federal Register. 

2. A person who requests or obtains access 
to any record concerning another individual 
under false pretenses may be found guilty of 
a misdemeanor and fined up to $5,000. 

Appendix DLA Exemption Rules 

Exempted Records Systems. All systems of 
records maintained by the Defense Logistics 
Agency will be exempt from the requirements 
of 5 U.S.C. 552a(d) pursuant to 5 U.S.C 
552a(k)(l) to the extent that the system 
contains any information properly classified 
under Executive Order 12356, and which is 
required by the Executive Order to be kept 
secret in the interest of national defense or 
foreign policy. This exemption, which may be 
applicable to parts of ail systems of records, 
is necessary because certain record systems 
not otherwise speciBcally designated for 
exemptions herein may contain isolated 
items of infonnation which have been 
properly classiBedL 

a. ID: S153.01 DLA-T (Specific Exemption) 

1. System name: Personnel Security Files. 

2. Exemption: This system of records is 
exempted from the following provisions of 
title 5, United States Code, section 552a: 
(c)(3); (d); and (e)(l}. 

3. Authority: 5 U.S.C 552a(k}(2). 

4. Reasons: The investigatory reports are 
used by appropriate Security Officers and 
Commanders or other designated officials as 
a basis for determining a persons's eligibility 
for access to infonnation classified in the 
interests of national defense, 

b. ID: S160.50 DLA(T) (Specific Exemption) 

1. System name: Criminal Incident/ 
Investigations File. 

2. Exemption: This system of records is 
exempted from the following provisions of 
the Title 5. United States Codk section 552a: 
{c)(3); (d); and (e)(1), 

3. Authority: 5 U.S.C 552a(k)(2). 

4. Reasons: Granting individuals access to 
infonnation collected and maintained by this 
component relating to the enforcement of 


criminal laws could interfere with orderly 
investigations, with the orderly 
administration of justice, and possibly enable 
suspects to avoid detection or apprehension. 
Disclosure of this information could result in 
the concealment, destruction or fabrication of 
evidence and jeopardize the safety and well 
being of informants, witnesses and their 
families, and law enforcement personnel and 
their families. Disclosure of this information 
could also reveal and render Ineffectual 
investigative techniques, sources and 
methods used by this component and could 
result in the invasion of privacy of 
individuals only Incidentally related to an 
investigation. Investigatory material is 
exempt to the extent that the disclosure of 
such material would reveal the identity of a 
source who furnished the information to the 
Government under an express promise that 
the identity of the source would be held in 
confidence, or prior to September 27,1975 
under an implied promise that the Identity of 
the source would be held in confidence. This 
exemption will protect the identities of 
certain sources who would be otherwise 
unwilling to provide information to the 
Government. The exemption of the 
individual's right of access to his records and 
the reasons therefore necessitate the 
exemptions of this system of records from the 
requirements of the other cited provisions. 

For the Director. 

Preston B. Speed, 

Chief, Administrative Management Branch. 
[FR Doc. 86-21320 Filed 9-19-86; 8:45 am) 

BILLING CODE Se20-01-M 


POSTAL SERVICE 
39 CFR Part 111 

Domestic Mall Manual; Eilgibllity to 
Mail Issues of a Publication at Second- 
Class Rates 

agency: Postal Service. 

action: Final rule.__ 

summary: This final rule changes postal 
regulations to make it clear that so- 
called Plus publications must 
independently qualify for second-class 
mailing privileges even though they are 
not regularly published on the same day 
as a regular issue of the parent 
periodical. The rule also requires 
publishers to supply additional 
information when a change in frequency 
of Issuance is filed or when a new entry 
application is filed. The regulations 
included in this final rule completely 
replace the interim regulations 
discussed herein. 

EFFECTIVE DATE: September 22.1988. 

FOR FURTHER INFORMATION CONTACT! 
Ms. Cheryl Beller. (202) 268-5160. 
SUPPLEMENTARY INFORMA'nON: On 
January 24.1988, the Postal Rate 
Commission (Commission) 














recommended to the Governors of the 
Postal Service (Governors) that the 
Domestic Mail Classification Schedule 
be amended by the addition of 
§ 200.0123. The Governors, on March 3, 
1983, approved the recommended 
decision. Section 200.0123 was made 
effective on June 8.1988, giving mailers 
more than three months to come into 
compliance with it. 

Section 200.0123 acts to prevent a Plus 
publication from being mailed under the 
second-class permit of a so-called 
parent publication whenever the Plus 
publication is regularly published as the 
second “issue” of the parent publication 
on any given day. The Commission, in 
its recommended decision, said that 
§ 200.0123 was limited to daily 
newspapers because the record showed 
that it was daily newspapers which 
were entering Plus publications as 
second-class mail even though they 
were not eligible for that class. The 
Commission also said that its 
recommended decision should not be 
read as authorizing newspapers 
publishing less frequently than daily to 
mail Plus publications as second-class 
mail, and that if such a practice should 
develop, it believed that the Postal 
Service could handle it administratively, 
using the guidelines established in the 
Commission's recommended decision. 

After the Governors* decision, the 
Postal Service was made aware of plans 
by two daily newspapers which had 
separate entry permits for their Sunday- 
only issues to combine their Monday- 
Ihrough-Saturday issues under one name 
and one entry permit, and to add a 
midweek Plus issue to their Sunday-only 
issue under a slightly different name and 
under the second entry permit. Other 
daily newspapers began to follow sm't 
They would thus circumvent the letter of 
section 2004)123. They would, however, 
be violating the clearly expressed intent 
of the Commission and Governors in 
reconunending, approving, and 
implementing it. In order to protect and 
to continue to give effect to that intent, 
the Postal Service, on July 15,1986, 
adopted an interim rule, effective July 
20, to prevent the entry of Plus 
publications which did not appear on 
the same day as another regular issue of 
the parent publication, under the 
second-class permit of the parent 
publication. 51 FR 25525. Comments 
were invited on the interim rule, and in 
response to requests for additional time 
in which to comment, the comment 
period was extended to August 28, 51 FR 
29922 (August 21.1986). 

Notices were also published in the 
July 17 and July 24.1986. issues of the 
Postal Bulletin, explaining the provisions 


of the interim rule and adding a 
requirement that publishers submit a 
Second-Class Certification Form, PS 
Form 3541-DX, with each mailing of a 
publication that is published more often 
than weekly and with each Form 3510 
when the frequency of a publication is 
changed to more often than weekly. The 
Information on this form is to be used to 
determine whether an “issue” 
constitutes a separate publication under 
the criteria prescribed in the interim 
rule. 

The Postal Service received 14 written 
comments in response to the interim 
rule. Summaries of those comments, as 
well as the disposition of those 
comments in the final rule, are included 
in the following paragraphs of this final 
rule. 

Of concern to the greatest number of 
commenters was the requirement for 
submission of PS Form 3541-DX to each 
office of mailing with all mailing 
statements for each issue of a second- 
class publication that is published more 
often than weekly. Of the 14 
commenters, 5 second-class publishers 
indicated that the additional paperwork 
they would be required to file would 
prove to be an unreasonable and 
unnecessary burden since they do not 
mail the type of "issue” which the form 
is intended to identify, namely Plus 
publications. 

One commenter, representing four 
second-class newspaper publishers, 
suggested that the interim rule 
constitutes a reclassification for second 
class that was not specifically dealt 
with In the Commission's recommended 
decision because it does not rely on the 
same criteria used to identify Plus 
publications that are published on the 
same day as another regular "issue” of a 
parent periodical. This commenter said 
that it would be necessary to retium to 
the Commission to request approval of 
the changes sought by the Interim rule. 

Several commenters representing the 
second-class newspaper industry were 
concerned that the interim rule, as 
published, is too broad and that its 
effect would be to curtail certain 
traditional second-class mailing 
practices that are unrelated to the rule’s 
intent of curbing the mailing of Plus 
publications at second-class rates. Of 
primary concern is the restriction that 
would be placed on the percentage of 
copies of a sii^e regular issue that 
could be distributed through the mails to 
nonsubscribers on the same day each 
week, such as every Tuesday. They 
emphasized that even though they may 
regularly sample to more than ten 
percent nonsubscribers, they consider 
the issues they use for sampling 


purposes to be regular issues, since they 
are the only issues prepared for 
circulation to their regular subscribers 
on the sampling days. They contend that 
these are not separate publications that 
have been created for circulation to 
nonsubscribers. One of these publishers 
further noted that once he exceeds the 
annual ten percent limit provided for 
nonsubscriber copies that may be 
mailed at preferred rates, such as in¬ 
county rates, the postage paid at the 
regular rates on these copies is only 
slightly less than the amount that would 
be paid if the copies were mailed at the 
third-class rates. One of these 
commenters also feared that the rule 
would prohibit publishers from 
continuing a long standing publishing 
practice of distributing regularly 
published theme issues, such as 
Christmas, Easter, or county fair issues, 
extensively to nonsubscribers. 

A third-class mailer commented that 
the Interim rule will correct unfair 
competitive advantage enjoyed by those 
second-class publishers that produce 
publications tiiat closely resemble third- 
class shoppers, but that can circumvent 
the rule pertaining to multiple same-day 
issues and continue to take advantage of 
the lower second-class rates and better 
service. 

Two third-class mailer associations 
generally supported the interim rule but 
felt that the language needs to be 
refined. One area that needs 
clarification relates to the question of 
whether the interim rule would be 
applied as a separate test or in 
conjunction with the rule pertaining to 
same-day issues. DMM section 425.225. 

In addition, they noted that the omission 
of the test of reader demand to 
differentiate between legitimate issues 
and separate publications may place 
more severe restrictions on second-class 
mail than the Commission intended and 
may also lead to claims of 
discrimination by some publishers. 

These commenters favored inclusion of 
a criterion based on reader demand. 

The Postal Service believes there is 
merit to the suggestion that both DMM 
sections that deal with Plus 
publications—sections 425.225 and 
425.226—should rely principally on the 
same identification criterion— 
demonstrated evidence of demand. We 
are therefore replacing interim section 
425.226 with new section 425.220. It 
identifies a Plus publication that is not 
regularly published on the same day as 
a regular issue of the parent periodical 
by comparing Its nonsubscriber 
distribution with the nonsubscriber 
distribution of regular issues of the 
publication. It applies the same 
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percentage factors to the identification 
process that section 425.225 does. Plus 
publications which are so identified may 
not be entered under the second-class 
permit of the parent periodical, but must 
independently qualify for second-class 
rates. 

Although the Postal Service does not 
agree that interim section 425,226 
constituted an unauthorized 
reclassification, final section 425.226 
answers this criticism by tracking as 
closely as possible the factors used by 
the Commission to identify same-day 
Plus publications. Moreover, final 
section 425.226 expressly states that it is 
not to be applied to same-day Plus 
publications already covered by section 
425.225. 

Some commenters pointed out that it 
has been a long standing practice of 
smaller rural publications to distribute 
sample copies of a legitimate issue on a 
regular, but less frequent than weekly, 
basis in order to expand their 
subscription lists. This practice predated 
the Plus publication phenomenon, and 
there is no evidence that it is used 
primarily as a total market coverage 
tool. Section 425.226(b) would therefore 
allow this sampling practice to continue 
with limited frequency. 

There is also merit to the comments 
that requiring publications that appear 
more often than weekly to file Forms 
3541-DX with every issue is 
burdensome, both to the mailer and to 
our personnel. We are therefore revising 
sections 441.121 and 444.1 to require that 
Form 3541-DX be filed only when a 
Form 3510 is filed to change a 
publication's frequency, and when an 
entry application is filed. A change in a 
publication's frequency of appearance 
and an application for new entr>' may 
both reasonably trigger further 
investigation, requiring the filing of Form 
3541-DX, just as the regular appearance 
of two issues on the same day may 
trigger further investigation under DMM 
§ 425.225. 

This final rule is being made effective 
upon publication so as to relieve the 
restrictions on legitimate sampling 
practices and the burdensome reporting 
requirements of the interim regulations 
as soon as possible. 

Accordingly, the Postal Service 
hereby adopts the following final 
regulations on this subject as 
amendments to the Domestic Mail 
Manual, which are incorporated by 
reference in the Code of Federal 
Regulations. See CFR 111.1. 


List of Subjects In 39 CFR Part 111 

Postal Service. 

PART 111—{AMENDED! 

1. The authority for 39 CFR Part 111 
continues to read as follows: 

Authority; 5 U.S.C. 552(a); 39 U.S.C. 101, 

401. 404, 407, 408, 3001-3011, 3201-3219. 3403- 
3405. 3621, 5001; 42 U.S.C. 1973CC-13.1973CO- 
14. 

PART 4—SECOND CLASS MAIL 

2. In 425, a note is added immediately 
after 425.225b and new 425.226 is added 
to read as follows: 

425.2 Issues and Editions 

.22 Issues 

.225 

* • • « • 

Note.—See sections 441.121 and 484 for 
requirements for filing certification form to 
establish eligibility of an "issue” under this 
section. 

.226 An "issue” of a newspaper or other 
periodical shall also be deemed to be a 
separate publication, for postal purposes, and 
must independently meet the applicable 
second-class eligibility qualiHcations in 421.2 
through 421.4 and 422. when the following 
conditions are met: 

a. the "issue” is published at a regular 
frequency, such as once each week but not 
on the same day as another regular "issue” of 
the same publication, and 

b. more than 10 percent of the total nximber 
of copies of the "issue" are distributed on a 
regular basis, more frequently than once each 
month, to recipients that do not subscribe to 
it, and 

c. the number of copies of the "issue" 
distributed to nonsubscribers is more than 
twice the number of any other regular Issue 
distributed to nonsubscribers during the same 
week. 

Note.—See sections 441.121 and 444.1 for 
requirements for filing certification form to 
establish eligibility of an "issue” under this 
section. 

3. Revise 441.121 to read as follows: 

441.1 Application Forms and Copies 
Filed 

* * * • • 

.12 General Publications 

.121 Application. An application for 
a publication which seeks authorization 
under 422.2 must be filed on Form 3501, 
Application for Second-Class Mail 
Privileges (pink form), at the post office 
servicing the known office of 
publication. The publisher must 
complete all applicable items on Form 
3501. When one-half or more of the total 
copies distributed are purchased by 
news agents for resale or are consigned 
to news agents for sale, postmasters will 
not accept an application on Form 3501, 


unless the publisher has completed the 
application by furnishing all of the 
Information called for by questions 30 
and 31. If the frequency of the 
publication will include more than one 
issue during a week, PS Form 3541-DX 
(see Exhibit 447, page 3) must be 
completed by the publisher and 
submitted with Form 3501. 

4. Revise 444.1 to read as follows: 

444.1 Change in Title, Frequency, or 
Office of Publication. An application for 
reentry must be filed on Form 3510, 
Application for Additional Entry or 
Reentry of Second-Class Publication, 
whenever the name, frequency of 
issuance, location of the known office of 
publication, or qualification category 
(see 422) is changed. When the name or 
frequency of issuance of a publication is 
changed, a Form 3510 must be filed at 
the post office or original entry with two 
copies of the publication showing the 
new name or frequency. When the 
frequency is being changed to one that 
includes more than one issue during a 
week, PS Form 3541-DX (see Exhibit 
447, page 3) must be completed by the 
publisher and submitted with Form 3510. 
When the frequency is being changed to 
include more than one regular "issue” 
on any day, PS Form 3541-CX (see 
Exhibit 484a) must be completed by the 
publisher instead of PS Form 3541-DX 
and submitted with Form 3510. When 
the location of the known office of 
publication is changed, a Form 3510 
must be filed at the new mailing office 
with two copies of the publication 
showing the name of the new office as 
the kno%vn office of publication. These 
copies must be marked to show the 
percentage of advertising as prescribed 
in 483. A reentry application need not be 
filed if the known office of publication is 
moved to a location served by the same 
post office. An application for reentry is 
not required when only the ownership of 
a publication is changed unless the 
change disqualifies the publication for 
an entry which was authorized under 
422.3. 

A transmittal letter making these 
changes in the pages of the Domestic 
Mail Manual will be published and will 
be transmitted to subscribers 
automatically. Notice of issuance of the 
transmittal letter will be published in 
the Federal Register as provided in 39 
CFR 111.3. 

Fred Eggleston, 

Assistant General Counsel, Legislative 
Division, 

BiLLINO COD€ 7710-12-41 









U.S. POSTAL SERVICE 
SECOND-CLASS CERTIFICATION 


LSSIRUCTICfiS 

Ccaplete this fan and attach it to Fora 35l0> Appiicatm 3# If 
for Additional £ntry> Reentryi or Special Rate Fetjuesi for saj 
Second^lasa Publicationt when the frequency of a second- «« 
class publication is being changed to one that includes tore put 
than one issue during a ueeL 

This fort lust also be sobsitted tith Fort 3501, Application in 
for Second-Class Hail Privileges, if the frequency of the or 
publication till include tore than one issue during a teek. 


PAST A - TO B£ COJffUTEO BY PUBlISHtR/A5cMT 


itbir VI rutlicitiun 

lEPS Hufber Cate of Issue 

(Issue with greatest nonsubscriber 
distribution during the week — 
report the figures in 1 & 2 below.) 


1. Total nuiber of copies of issue of above date distributed by all todes of distribution. 1. 

2. Total nutber of copies of above issue distributed to ncnsubscnbers (See DRH 2. 

3. Greatest nuober of copies of any other single issue of the parent publication distributed 3. 

to nonsubscribers during saee .eek. 


1 certify that the ioforiatioo furnished on this fort is correct. 

(Signature of Publisher/Agent required) 


PARI B - TO BE COHPLETEB BT EMIR* POST OFFICE 
(Us« tbe figures furnished by the publisher in PART A) 


Post Office and Stale of Hailing 


^0 Line 2 divided by line 1 « , i too « 

4. 1 

5. Line 3 i 2 s 

5. 




for purposes of deter.ining eligibility to eei! at second-class rates 

!!«!*^ ! '*»*S*^* **** **"* * ** *’"* *''* ***''* represented by the figures in PARI A. lines I and 2 

oust be treated as a separate publication. 

PS For. 3541-01, Septe.bcr 1W6 ■■ ---- 


Exhibit AA7 (p. 31 * For. 3SM*0Xi Eecond'Cliss Certification 
(FR Doc. 86-21349 Filed 0-19-88; 8:4S am] 

BILUNQ COO€ 7710-12-C 
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ENVIRONMENTAL PROTECTION 
AGENCY 

40 CFR Part 261 

(SWH-FRL-3082-6) 

Hazardous Waste Management 
System; Identification and Listing of 
Hazardous Waste 

agency: Environmental Protecton 
Agency. 

action: Final rule; correction. 

summary: On May 28.1986 (51 FR 
19320), EPA promulgated a rule to 
amend the regulations for hazardous 
waste management under the Resources 
Conservation and Recovery Act by 
stating more clearly that the listing for 
spent pickle liquor from steel finishing 
operations (EPA Hazardous Waste No. 
K062) applies only to wastes generated 
by iron and steel facilities. Since 
promulgation, the Agency has received 
several questions and comments as to 
the scope of the modified listing. This 
notice clarifies the listing and corrects 
an error. 

date: This rule becomes effective on 
September 22,1986. 

FOR FURTHER INFORMATION CONTACT: 

For general information contact: the 
RCRA Hotline at (800) 424-9346 toll-free 
or (202) 382-3000. For information on 
specific aspects of this rule contact: 
Jacqueline Sales, Office of Solid Waste 
(WH-562B), U.S. Environmental 
Protection Agency, 401 M Street SW., 
Washington, DC. 20460, (202) 382-4440. 

I. SUPPLEMENTARY INFORMATION 

A. Background 

On May 28.1986 (51 FR 19320), EPA 
promulgated a Hnal rule amending the 
listing for spent pickle liquor (EPA 
Hazardous Waste No. K062) ^om steel 
finishing operations to apply only to 
spent pickle liquor wastes generated by 
iron and steel facilities. Previously, the 
Agency has been interpreting the listing 
to apply to all industries engaged in 
steel finishing operations. As a result of 
this broad interpretation, the Agency 
received a rulemaking petition from 
several porcelain enamel companies to 
amend or clarify the listing to apply only 
to spent pickle liquor generated by the 
iron and steel industry. These 
companies did not agree with the 
Agency that the piclde liquor generated 
from their processes was covered under 
the sperit pickle liquor listing. Rather, 
they assested that spent pickle liquor 
generated by non-iron and steel 


industries would be considered 
hazardous only if it exhibited one or 
more of the characteristics of hazardous 
wastes such as corrosivity or extraction 
procedure (EP) toxicity. After reviewing 
the original listing, the background 
documents, and the additional 
information supplied as a result of the 
rulemaking petition, the Agency 
concluded that the correct reading of the 
scope of the listing would apply the 
listing only to spent pickle liquor 
generated by the iron and steel industry. 

However, in promulgating the final 
rule to amend the spent pickle liquor 
listing, an error was made in defining 
the scope of the listing. In one section of 
the preamble and in the regulatory 
language, the listing was stated 
incorrectly as applying only to those 
steel finishing operations that “produce” 
iron and steel. The Agency had intended 
the listing to apply to ail facilities within 
the iron and steel industry that generate 
spent pickle liquor. In fact, this is 
specified in several other areas of the 
preamble to the final rule (see 51 FR 
19320/1 (summary), 51 FR 19321/1, and 
51 FR 12 19301/2). In addition, by 
applying the listing to spent pickle liquor 
generated from steel finishing 
operations of all facilities within the 
iron and steel industry, the Agency is 
being consistent with the June 5,1984, 
final rule (49 FR 23284) which excludes 
lime stabilized waste pickle liquor 
sludge (LSWPLS) generated by plants in 
the iron and steel industry from the 
“derived-from” rule in 40 CFR 261.3 
^ (c)(2)(i). (LSWPLS is the residue from 


(FR Doc. 86-21387 FUed 9-19-86: 8;45 amj 

BILLING CODE 6560-50-H 


INTERSTATE COMMERCE 
COMMISSION 

49 CFR Part 1152 

Additions to List of Abandonment 
Docket Numbers 

agency: Interstate Commerce 

Commission. 

action: Final rules. 


the treatment of spent pickle liquor.) We 
thus are correcting and clarifying the 
language of the final rule to reflect the 
Agency*s stated interest. 

B. Correction 

The following error has been 
identified in the preamble of this rule: 

On page 19321, column, 2, second 
complete paragraph, line 15—change 
“finishing operations of plants that 
produce iron and steel” to “finishing 
operations of facilities within the iron 
and steel industry (SIC codes and 331 
and 332)”. 

Dated: September 11,1986. 

J.W. McGraw, 

Acting Assistant Administrator 

The following correction is made in 
FR Doc. 86-11869. 51 FR 19320 (May 28, 
1986). 

PART 261—IDENTIFICATION AND 
LISTING OF HAZARDOUS WASTE 

1. The authority citation for Part 261 
continues to reads follows: 

Authority: Secs. 1006. 2002(8), 3001, and 
3002 of the Solid Waste Disposal Act, as 
amended by the Resource Conservation and 
Recovery Act of 1976, as amended [42 U.S.C. 
6905. 6912(a). 6921. and 6922]. 

2. Section 261.32 is amended by 
revising the entry under the iron and 
steel Industry for the hazardous waste 
listing K062 to read as follows: 

§ 261.32 Hazardous Wastes From Specific 
Sources. 


summary: In the appendix to Part 1152 
of the Interstate Commerce Commission 
regulations in the Code of Federal 
Regulations, there is a list of 
abandoiunent docket numbers (AB 
numbers) to be used by rail lines as 
identification numbers when filing an 
abandonment application with the 
Commission. The list of numbers 
currently in the appendix has not been 
updated since 1976. This notice adds to 
that list of AB numbers. 

EFFECTIVE DATE: This notice is effective 
upon publication in the Federal Register 

FOR FURTHER INFORMATION CONTACr. 

Wyjean Garrett (202) 275-7141. 


Industry and EPA hazardous arasta No. 

Hazardous wasta 


Hazard code 

Iron and Siael: x x x kOSZ......... 

Spant pickle Iquor genaratod by steal fin¬ 
ishing operations of fadities within the 
von and steel Industry (SiC Codes S31 
and 332). 

(C.T) 















SUPPLEMENTARY INFORMATION: No prior 
notice of this rule change is necessary 
since this notice merely updates existing 
information. 

This notice will not affect the quality 
of the human environment, the 
conservation of energy resources, or 
small entities. 

List of Subjects in 49 CFR Part 1152 
Railroads. 

Rule changes appear in the appendix 
to this notice. 

By the Commission. 

Noreta R. McGee. 

Secretory. 

Title 49 of the Code of Federal 
Regulations is amended as follows: 

PART 1152—ABANDONMENT AND 
DISCONTINUANCE OF RAIL LINES 
AND RAIL TRANSPORTATION UNDER 
49 U.S.C. 10903 

1. T^e authority citation for Part 1152 
is revised to read as follows: 

Authority: 5 U.S.C. 553. 559, and 704; 16 
U.S.C. 1247(d); 31 U.S.C. 9701; 45 U.S.C. 904 
and 915; and 49 U.S.C. 10321.10362.10505 
and 10903 et seg. 

Appendix (Amended] 

2. The appendix to Part 1152 is 
amended as follows: 

(a) The names of the rail lines 
numbered AB 24 and AB 86 are revised 
to read as follows: 


AB24.... 
AB 86.... 


... Fort Worth Belt Railway Co. 

... Cheswick and Harmar RR. Co. 


(b) AB numbers 132 through 278 are 
added to the appendix to read as 
follows: 

Appendix 


AB No. 


Name of Gamer 


132.. ... 

133.. ... 

134. 


136... 

136.. . 

137.. . 
138 

139 .. . 
140_ 

141.. . 

142.. . 

143.. . 

144.. .. 
145_ 

146.. . 

147.. . 
148_ 

149.. . 

150.. . 

151. 

152.. . 

153. 

154.. ... 

155. 

166.. .. 


The Akror^ A 6a/t>enon Bet! RR Co 
Warren and Ouachita VaMey Ry. Co. 

Vermont (Aoency of Transportation. 
0^. of Rafl, Waterway A Motor Carriera). 
Condon, lOngria A Southern RR. Co. 

Chicago South Shore A Sooth Bett RR Co 
Augusta RR. Co. 

McCloud River RR Co. 

Prt>widenca A Worcester RR. Co. 

Hoboken Shore RR. Ca 
Kanawha Central RR. Co. 

New Orfuana Lower Coast RR. Co. 

*1«ckaonvj»le Termln* *l Co. 

Tidewater Southern Ry. Co 
Carromon RR. Ca 

Columbia Newberry A Laurens Ra Co 
Gainesvitte-Midland RR. Co. 

Durham A Southern RR. Co. 

Wnsto n Satem Southbound RR. Co 
Highpoint Thomasville and Denton RR Co 
RR. Co. 

Clinchfteld RR. Co 
Mount Hood Ry. Co. 

Texas. Oklahoma A Eastern RR. Co 
OeOueen and Eastern RR. Co. 

Delaware A Hudeon Ry. Co. 


Appendix— Continued 


AB No 


Name of Carrier 


157.. . 

158.. . 

159.. . 
160_ 

161.. .. 
182... 

163 

164 ... 

165.. .. 
166-,. 

167.. .. 
168-.. 
169-.. 
170_... 

171.. .- 

172.- 
173. 

174.. -, 

175. — 

176. — 

177. — 

178. 

179-- 

180.—. 

181.. .-. 

182. 

183 . 

184 _ 

185 _ 

186...... 

187 _ 

188 _ 

189 _ 

190 _ 

191 _ 

192 _ 

193 - 

194 _ 

195 __ 

196,_ 

197_ 

196 


200... 

201-. 

202 - 

203.- 

204- 

205- 
208.-. 

207.7- 

208-.. 
209— 
210 .... 
211 — 
212 ..- 

213— 

214- - 
215.-. 

216. 

217.- 

218—. 

219— , 

220 — . 
221 —. 
222 -... 

223.. - 

224.. .- 
225.— 
226-.. 

227_ 

228--. 
229—.. 
230_ 

2317. J 

232_ 

233.. — 

234 _ 

235 _ 

236 _ 

237 _ 

238 . 

239.. .71 

240 _ 

241 . 

242 _ 

243 _ 

244._ 

245-. 

248-..-. 

247 _ 

248 _ 


I Richmond, Frederick. Potomac RR. Ca 
Pittsburgh A Lake Erie RR. Co. 

4 Monongaheia Ry. Co. 

I Montour RR. Co. 

Pittsburgh. Chartiers A Youghiogheny RR Co 
4 Youngstown A Southern RR. Co. 

Raritan River RR. Co. 

Texas South Eastern RR Co. 

East Troy Municipai RR. Co. 

I Vermont Ry Co. 

Conrall (Consokdated Rail Corp.) 

I Lake Erie A Eastern RR. Co. 

Toledo. Angole A Western RR. Co 
J Sunset Ry. Co. 

Faioiort. Painetviile A Eastern Ry Co 
4 Fort Wayne Union Ry. Co 
OetroiL Toledo Shore Une RR Co. 

Central Vermont Ry. Co. 

. OukJth, Winnipeg A Pacific RR. Co. 

VaOey A Siletz RR. Co. 

Minnesota, Dakota A Western Ry Co 
. Hillsdale County Ry. Co. 

I The Apache Ry. Co. 

The Lowville A Beaver RR Co. 

East Camden A Highland RR Co. 

I The Youngstown and Northern RR Co. 

Union RR. Co. 

McKeesport Connecting RR. Co 
. The Lake Terminal RR. Co. 

The Newburgh A South Shore Ry. Co. 

J Northhampton A Bath RR. Co. 

J Johnstown A Stony Creek RR. Co. 
Connellsvilie A Monongaheia Ry. Co. 

Carton County Ry. Co. 

4 Colorado Southern Ry. Co. 

J Birmingham Southern RR. Co. 

J Canton RR. Co. 

I Grafton A Upton RR. Co. 

I The Mobile A Guff RR. Co. 

Atlanta A Saint Andrews Bay Ry. Co 
Cedar Rapids and Iowa Ry. Co. 

Chicago A Illinois Midland Ry. Co 
The Long Island RR. Co. 

I Escanaba A Lake Superior RR. Co. 

J Minneapolis Northfield A Southern Ry. Co 
Montpelier A Bane RR. Co. 

Mississjppi Ry Co. 

J Cape Fear Ry. Co. 

I Washington. Idaho A Montana RR. Co. 

The Louisiana A Pine Biutf Ry. Co. 

J Arkansas A Louisiana Missouri Ry. Co 
J Woffeboro Rail Road Ca. Ina 
1 Brooklyn Eastern District Terminal 
New York, Susquehanna A Western RR. Co 
J Rahway Valley RR. Co. 

4 Kansas City Public RR 
J Canadian Pacific 
J Vandarburg County RR. Co. 

I New Jersey. Indiana, Hknois RR Co. 

Norfolk A FrankMn A OanvHia Ry. Co. 

.1 South Brooklyn Ry. Co. 

J Livonia. Avon A Ukeville RR. Co. 

I New York Dock Ry. Co. 

Skaneateies Short Line RR Co. 

Toole Valley Ry. Co. 

J San Francisco Bett RR. 

Narragansett Pier RR. Co. Inc. 

4 Port Authority of New York A New Jersey. 

I Portland Traction Co. 

I The Toledo Terminal RR Co. (Toledo RR.L 
Wheeling A Lake Erie Ry. Co.—WLE. 

Chelatchie Prairie Railroad. Inc.—Ca 
Praire Central Ry Co. 

J Washington County RR Ca 
I Staten Island RaBroad Corporation—SIRC 
Kansas Southwestern Ry. Co. 

I Fresno Interurban Ry. Co. 

J Prairie Trunk Ry. Ca 
Butte Anaconda PacHic Ry Co. 

Camas Prairie RR. Co 
Pend Orville Valley RR.. Ir>c 
Port Everglades Ry. 

Sierra RR. Co. 

. Cambria and Indiana. RR. Co. 
j Areata and Mad River RR. Co. 

Maryland and Penntylvanta RR. Co. 

Virginia Blue Ridge 

Oklahoma. Kansas and Texas RR. Co 
I Oregon. Pacific and Eastern RR. Co. 

Yreka Western RR. Co. 

I Alabama Southern RR Co.. Inc 
J Bolivar Southern RR. Co. 


Appendix— Continued 
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249.. . 

250- 

251- , 

252- 

252.. . 
254.„ 

255.. . 

256.. . 
257- 
258 


259.. 

260.... 

281_ 

— 

262_ 

263 

— 

264 _ 

265 . 


266.„. 1 

267 ... 


268_ 

_ 1 

269_ 

- 1 

270_ 

—, ! 

271. 

_ ( 

272. 

.... 1 

273. 1 

274 _ 

- ( 

275. 

.— f 

276. 


277.. 

-. V 

278_ 

_1 


Name Of Carrier 


The Mobile A Guff RR. Co. 

Cadiz RR. Co. 

Umisiana Midland Ry Co. 

Northern Missouri RR. Co. 

Bear Creek Mainline RR. 

Prtwidence A Worcester RR. Co. 

Frankport A Ctodnnati RR. 

Ottumwa Connecting RR 
Sand Springs Ry. Ca 
Central Califomia Traction Co. 

Vermont Ry. Inc 
Parus Ry. Corp 

"taten Island Rapid Transit Operating Author¬ 
ity. 

Norfolk and Portsmouth Bett Une RR Co. 


(FR Doc. 86-21380 Filed 0-l&-8e: 8:45 ami 
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DEPARTMENT OF COMMERCE 

National Oceanic and Atmospheric 
Administration 


50 CFR Parts 611 and 675 

(Docket No. 51180-5180] 

Foreign Fishing; Groundfish of the 
Bering Sea and Aleutian Islands Area; 
Inseason Adjustments 

AGENCY: National Marine Fisheries 
Service (NMFS). NOAA, Commerce. 
ACTION: Notice of inseason adjustments. 

SUMMARY: NOAA announces the 
apportionment of amounts of the Alaska 
groundfish reserve to supplement 
domestic annual harvest (DAH) and 
total allowable level of foreign fishing 
(TALFF) of sablefish and conditions the 
supplemental amount of the reserve to 
be used only for bycatch while 
harvesting other Alaska groundfish 
species in the Bering Sea subdistrict. 
Groundfish are apportioned according to 
the regulations implementing the fishery 
management plan (FMP) for the 
Groundfish Fishery of the Bering Sea 
and Aleutian Islands Area (FMP). The 
intent of this action is to assure optimum 
use of all Alaskan groundfish species 
while conserving sablefish stocks. 
EFFECTIVE DATE: September 17,1986. 
ADDRESSES: Comments should be 
mailed to Robert W. MeVey. Alaska 
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Region, National Marine Fisheries 
Service {Regional Director). P.O. Box 
1668, Juneau, Alaska 99802, or be 
delivered to Room 453, Federal Building. 
709 West Ninth Street, Juneau. Alaska. 

FOR FURTHER INFORMATION CONTACT: 

Janet Smoker (Resource Management 
Specialist, Alaska Region, NMFS), 907- 
586-7229. 

SUPPLEMENTARY INFORMATION: 
Background 

The total allowable catches (TACs) 
for various groundfish species are 
established under the FMP which was 
developed by the North Pacific Fishery 
Management Council under the 
Magnuson Fishery Conservation and 
Management Act and is implemented by 
regulations appearing at 50 CFR 611.93 
and Part 675. The TACs are apportioned 
initially among DAH, reserve, and 
TALFF. DAH, in term, is composed of 
domestic annual processing (DAP) and 
joint venture processing (JVP) fisheries. 

Under §§ 611.93(b)(2) and 675.20(b). 
the reserve amount is to be apportioned 
to DAH and/or TALFF during the fishing 
year. As soon as practicable after April 
1, June 1, and August 1. or on other dates 
as are deemed necessary, the Secretary 
of Commerce apportions to DAH all or 
part of the reserve that he finds will be 
harvested by U.S. vessels during the 
remainder of the year, and apportions to 
TALFF the remaining portion of the 
reserve that will not be apportioned to 
DAH, except that part or all of the 
reserve may be withheld if an 
apportionment would advsrsely^ affect 
the conservation of groundfish resources 
or prohibited species. When the initial 
DAH and TALFF for 1986 were 
established (51 FR 950, January 9.1986), 
DAH and TALFF were supplemented 
with 29,857 metric tons (mt) from the 
initial 300,000 mt reserve, reducing the 
reserve to 270,143 mt. On April 25,1988, 
the JVP portion of DAH for pollock 
(Aleutian Islands subarea), yellowfin 
sole, and other flatfish and TALFF for 
pollock (Bering Sea subarea) were 
supplemented by 135,072 mt from the 
reserve (April 30,1986, 51 FR 16058). On 
May 14,1986, the Bering Sea area 
sablefish DAP portion of DAH was 
supplemented with 500 mt from the 
reserve (May 19.1988, 51 FR 18333). On 
July 10, the Bering Sea area sablefish 
and Pacific Ocean perch DAP portions 
of DAH were supplemented by 400 mt 
and 250 mt, respectively, from the 
reserve (July 15,1988, 51 FR 25529). On 
July 31, DAH and TALFF were 
supplemented by 112,280 mt from the 
reserve, reducing it to 21,641 mt (July 31, 
1986, 51 FR 27412) as follows: 


Apportionments from reserve were 
made to the following Aleutian Island 
subarea categories: 15,380 mt was 
transferred to JVPs for pollock (15,000 
mt), rockfish (250 mt), sablefish (80 mt), 
and squid (50 mt). In the Bering Sea 
subarea, 40,000 mt of DAP and 20,000 mt 
of reserve for pollock was transferred to 
pollock JVP and the DAP category 
“other species** was supplemented by 
500 mt from reserves. 

Apportionments to TALFF were made 
from the nonspecific reserves of Bering 
Sea subarea pollock (51,228 mt), 
yellowfin sole (14,425 mt), “other 
flounders” (4,330 mt). and Pacific cod 
(16,417 mt). 

Apportionments to DAH 

In the Bering Sea subdistrict the DAP 
catch of sablefish through August 23. 
1986. had reached 2,707 mt The 
Director. NMFS Alaska Region 
(Regional Director), projects that the 
sablefish TAG of 3.067 mt will be taken 
by September 8.1988. The Regional 
Director has determined that continued 
landing of limited amounts of sablefish 
as bycatch incidental to the harvest of 
other groundfish species would not 
result in overfishing of sablefish stocks. 

Therefore, NOAA apportions 200 mt 
of reserve to the DAP portion of 
sablefish DAH on the condition that it 
be used for bycatch only in the DAP 
fisheries. Thus. U.S. vessels may 
continue fishing for other groundfish 
species provided that their take of 
sablefish does not exceed 20 percent of 
their take as defined at § 675.2 under 
Directed fishing. 


result of achieving previously specified 
TACs for sablefish. However, interested 
persons are invited to submit comments 
in writing to the address above for 15 
days after the effective date of this 
notice. 

Other Matters 

This action is taken under the 
authority of 50 CFR 675.20(b) and 50 
CFR 611.93(b), and complies with 
Executive Order 12291. 

List of Subjects in 50 CFR Parts 611 and 
675 

Fisheries. 

(16 U.S.C, 1801 et seq.) 

Dated: September 17,1986. 
lames E. Douglas, Jr., 

Acting Deputy Assistant Administrator for 
FisherieSf National Marine Fisheries Service. 


Table 1.—Bering Sea/Aleutian Islands 
Reapportionments of TAG 
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•21.841 
•567.847 
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1,123,763 

21.431 

667,857 


»From fKXice published July 15. 1986 (51 g 255») 
•From rwtioe published July 31. 1986 (51 FR 27412). 


[FR Doc. 86-21411 Filed 9-17-88; 3:41 pm) 
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Apportionments to TALFF 

NOAA also apportions 10 mt of 
reserve to the Bering Sea subarea 
sablefish TALFF. The initial 
specification of 95 mt was calculated 
using a rate thought to provide sufficient 
bycatch of sablefish for the original 
368,295 mt total TALFF amount. 
However, actual sablefish bycatch rates 
have been slightly higher than 
anticipated in certain foreign fisheries, 
and the total TALFF has been increased 
to 567,847 mt. Therefore, a small 
supplement to the Bering Sea subdistrict 
sablefish TALFF is required to allow the 
TALFF fisheries to continue. 

Comments and Responses 

The Assistant Administrator finds for 
good cause that it is Impractical and 
contrary to the public interest to provide 
prior notice and comment. Immecliate 
effectiveness of this notice is necessary 
to benefit groundfish fishermen who 
otherwise would have to forego 
substantial amounts of other groundfish 
species if all fisheries were closed as a 


50 CFR Part 672 

(Docket No. 60597-6097) 

Groundfish of the Gulf of Alaska; 

Notice of closure 

agency: National Marine Fisheries 
Service (NMFS), NOAA, Commerce. 
action: Notice of closure._ 

SUMMARY: The Director. Alaska Region. 
NMFS (Regional Director), has 
determined that the share of the 
sablefish optimum yield (OY) allocated 
to trawl gear as retainable incidental 
catch (bycatch) in the Eastern 
Regulatory Area of the Gulf of Alaska 
has been reached and that further 
retention of sablefish by trawl gear must 
be prohibited as of September 17.1986. 
Closure of the area to the retention of 
sablefish by trawl gear is necessary to 
limit the harvest of sablefish to the 5 
percent of the OY that is specified under 
Federal regulations. This closure is a 
management measure intended to 
allocate the sablefish resource between 





















hook-and-line and trawl gear as 
required by the Fishery Management 
Plan for the Groundfish Fishery of the 
Gulf of Alaska (FMP), 

dates: Effective at noon (1200 hours), 
Alaska Daylight Time (ADT), September 

17.1986. until midnight (2400 hours), 
Alaska Standard Time (AST). December 

31.1986. Public comments are invited on 
this closure until October 2,1986. 
ADDRESS: Comments should be sent to 
Robert W. McVey, Director, Alaska 
Region, National Marine Fisheries 
Service. P.O. Box 1668. Juneau. AK 
99802. During the 15-day comment 
period, the data upon which this notice 
is based will be available for public 
inspection during business hours (8:00 
a.m. to 4:30 p.m., Monday through 
Friday) at the Alaska Regional Office. 
NMFS, Federal Builidng. Room 453, 709 
West Ninth Street, Juneau, Alaska. 

FOR FURTHER INFORMATION CONTACT: 
William L Robinson (Chief, Fisheries 
Management Operations Division. 

NMFS), 907-586-7228. 

SUPPLEMENTARY INFORMATION: The 
FMP. which governs the groundfish 
fishery in the fishery conservation zone 
under the Magnuson Fishery 
Conservation and Management Act 
(Magnuson Act) provides for inseason 
adjustments of fishing seasons and 
areas. Regulations at § 672.22(a) specify 
that these adjustments will be made by 
the Secretary of Commerce under 
procedures set out in that section. 

Section 672.2 defines three regulatory 
areas in the Gulf of Alaska. One of these 
is the Eastern Regulatory Area. The OY 
for sablefish in this area is 6000 metric 


tons (mt). SecUon 672.24(b)(1) of the 
regulations restricts the take of sablefish 
in this area by trawl gear to 5 percent of 
the OY as bycatch only, or 300 mt. 

Catch data compiled by the Regional 
Director from weekly catch reports from 
catcher/processors operating in the 
Eastern Gulf of Alaska indicate that the 
trawl catch in this area has exceeded 
300 mt. 

On June 3.1986, the Secretary 
promulgated an Emergency interim rule 
(51 FR 20659, June 6.1986) providing that 
sablefish must be treated as a proWbited 
species after the trawl bycatch 
allocation of 5 percent of the OY had 
been taken. The purpose of this 
regulation was to allow trawlers to 
continue to harvest other groundfish 
species in the management area, 
provided that the incidental catch and 
discard of sablefish did not result in 
overfishing of sablefish. This emergency 
regulation expired on September 2.1986. 
but was extended for a second 90-day 
period on September 2,1986 (51 FR 
30663, August 28,1986). 

The Regional Director has reviewed 
the status of sablefish stocks in the Gulf 
of Alaska and the bycatches of sablefish 
that might be taken in other directed 
groundfish trawl fisheries in the Eastern 
Regulatory Area and finds that declaring 
sablefish a prohibited species will not 
result in overfishing of sablefish. 
Therefore, the retention of sablefish by 
vessels fishing with trawl gear is 
prohibited after noon (1200 hours) on 
September 17,1986. 

This closure will be effective when 
this notice is filed for public inspection 
with the Federal Register and after it 


has been publicized for 48 hours through 
procedures of the Alaska Department of 
Fish and Game. Public comments on this 
notice of closure may be submitted to 
the Regional Director at the ADDRESS 
above. Comments received, and the 
necessity of this closure will be 
reconsidered and a subsequent notice 
will be published in the Federal 
Register, either confirming this notice’s 
continued effect, modifying it or 
rescinding it 

Other Matters 

Allocation of the sablefish resource 
between hook-and-Iine and trawl gear in 
the Eastern Regulatory Area as required 
by the FMP will be jeopardized unless 
this closure takes effect promptly. 

NOAA therefore finds for good cause 
that prior opportunity for public 
comment on this notice is contrary to 
the public interest and that Its effective 
date should not be delayed. 

This action is taken under the 
authority of §§ 672.22 and 672.24 and is 
taken in compliance with Executive 
Order 12291. 

List of Subjects in 50 CFR Part 672 

Fisheries. Reporting and 
recordkeeping requirements. 

Authority: 16 U.S.C 1801, et seq. 

Dated: September 17.1986. 

James E. Douglas, 

Acting Deputy Assistant Administrator for 
Fisheries, National Marine Fisheries Service. 
[FR Doc. 86-21412 Filed 9-17-86; 3:42 pmj 
SILUNG CODE 3610-2^^ 
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Proposed Rules 


Federal Register 
Vol. 51. No. 183 
Monday, September 22, 1986 


This section of the FEDERAL REGISTER 
contains notices to the public of the 
proposed issuance of rules and 
regulations. The purpose of these notices 
is to give interested persons an 
opportunity to participate in the rule 
n>aking prior to the adoption of the final 
rules. 


DEPARTMENT OF AGRICULTURE 
Agricultural Marketing Service 
7 CFR Part 980 

Vegetable Import Regulations for 
Onions; Proposed Change in Effective 
Period 

agency: Agricultural Marketing Service. 
USDA. 

ACTION: Proposed rule and request for 
comments. 

SUMMARY: This proposed rule would 
change the effecth’e period of the onion 
import regulation to reflect a change in 
the effective period of the quality 
requirements of Idaho-Eastern Oregon 
onions under Marketing Order 958. This 
action is required under section 8e of the 
Agricultural Marketing Agreement Act 
of 1937, as amended. 

DATE: Comments are due by October 22, 
1986. 

ADDRESS: Interested persons are invited 
to submit written comments concerning 
tills action. Comments should be sent in 
duplicate to the Docket Clerk, F&V, 

AMS, Room 2085~S, U.S. Department of 
Agriculture. Washington, DC 20250. 
Comments should reference the date 
and page number of this issue of the 
Federal Register, and will be made 
available for public inspection at the 
office of the Docket Clerk during regular 
business hours. 

FOR FURTHER INFORMATION CONTACT: 

Ronald L Cioffi, Chief, Marketing Order 
Administration Branch. F&V, AMS, 
USDA, Washington, DC 20250, 
telephone (202) 447-5697. 
SUPPLEMENTARY INFORMATION: This 
proposed rule has been reviewed under 
Executive Order 12291 and 
Departmental Regulation 1512-1 and has 
been determined to be a “non-major** 
rule under criteria contained therein. 

Pursuant to requirements set forth in 
the Regulatory Flexibility Act (RFA), the 
Administrator of the Agricultural 
Marketing Service has determined that 
this action would not have a significant 


economic impact on a substantial 
number of small entities. 

The purpose of the RFA is to fit 
regulatory actions to the scale of 
business subject to such actions in order 
that small businesses will not be unduly 
or disproportionately burdened. 
Marketing orders issued pursuant to the 
Agricultural Marketing Agreement Act, 
and rules issued thereimder, are unique 
in that they are brou^t about throu^ 
group action of essentially small entities 
acting on their own behalf Thus, both 
statutes have small entity orientation 
and compatibility. 

The onion import regulation has been 
in effect since December 4,1961 (26 FR 
10632, November 14,1961) and has 
helped assure the importation of good 
quality onions. 

This proposal would change 
paragraphs (a)(l)(ii), (a)(2), and (b)(1) of 
the onion import regulation (7 CFR 
980.117; 43 FR 5499, February 9,1978) to 
reflect a change in the effective period 
of the quality requirements established 
under Marketing Order 958 for Idaho- 
Eastern Oregon onions (7 CFR 958.328; 

50 FR 50157, December 9.1985). This 
proposal is required under section 6e of 
the Agricultural Marketing Agreement 
Act of 1937, as amended (7 U.S.C. 601- 
674), hereinafter referred to as the 
**Act.’' Section 8e provides that 
whenever a Federal marketing order is 
in effect for onions, the importation of 
onions shall be prohibited unless the 
onions meet the grade, size, quality, and 
maturity provisions of that order. 
Furthermore, section 8e provides that 
whenever two marketing orders 
regulating onions produced in different 
areas of the United States are 
conciurently in effect the Secretary 
shall determine which of the areas 
produces onions in most direct 
competition with the imported onions. 

The requirements for onion imports 
are comparable to those effective under 
Marketing Order 958 for Idaho-Eastern 
Oregon onions (7 CFR Part 958) or those 
effective under Marketing Order 959 for 
South Texas onions (7 CFR Part 959). 
depending upon which area happens to 
be the dominant shipper and in most 
direct competition with the imported 
commodity. Both Federal marketing 
orders are effective under the Act. 

The change in quality requirements 
for Idaho-Eastern Oregon onions 
extended their effective period from 10 
consecutive months (August 1 to June 1) 


to a year. That change requires this 
proposed rule so that the onion import 
regulation would be based upon the 
Idaho-Eastern Oregon requirements in 
all months except the approximately 
mid-March through May period when 
South Texas has historically been the 
dominant shipper. South Texas onions 
are regulated ^m March 10 through 
June 15, except that after June 1 there 
are no applicable grade, size, quality, 
and maturity requirements. (47 FR 8551, 
March 1,1982; 48 FR 7427. February 22, 
1983) 

List of Subjects in 7 CFR Part 980 

Marketing agreements and orders. 
Imports, Onions. 

PART 980—VEGETABLES; IMPORT 
REGULATIONS; ONIONS 

1. The authority citation for 7 CFR 
Part 980 continues to read as follows: 

Authority: Secs. 1-19, 48 Stal. 31, as 
amended; 7 U.S.C. 601-674. 

2. Section 980.117 Import regulations; 
onions (43 FR 5499, February 9,1978) is 
hereby proposed to be amended by 
revising paragraphs (a)(l)(ii). (a)(2). and 
(bMl) to read as follows: 

S 980.117 Import regulations; onions. 



(ii) Since December 9,1985, grade, 
size, quality, and maturity regulations 
have been in effect pursuant to these 
orders during the period August through 
July: 

* « * • « 

(2) Therefore it is hereby determined 
that: Imports of onions during the June 
through approximately mid-March 
period are in most direct competition 
with the marketing of onions produced 
in designated counties in Idaho and in 
Malheur County, Oregon, covered by 
Order No. 958, as amended (7 CVR Part 
958), and during the approximately mid- 
March through May period the 
marketing of Imported onions is in most 
direct competition with onions produced 
in designated counties in South Texas 
covered by Order No. 959, as amended 
(7 CFR Part 959). 

(b) • • • 

(1) During the June through 
approximately mid-March period of 
each marketing year, whenever onions 
grown in designated counties in Idaho 
and Malheur County. Oregon, are 













regulated under Marketing Order No. 
958, imported onions shall comply with 
the grade, size, quality, and maturity 
requirements imposed under that order. 

* * • * • 

Dated: September 18,1988. 
loseph A. Gribbin, 

Director, Fruit and Vegetable Division, 
Agricultural Marketing Service. 

(FR Doc. 88-21372 Filed 9-18-86; 8:45 am) 
billing COOE 3410-02^ 


DEPARTMENT OF TRANSPORTATION 

Federal Aviation Administration 

14CFRPart39 

[Docket No. 86-NM-17S-AO] 

Airworthiness Directives; CASA Model 
C-212 Series Airplanes. 

AGENCY: Federal Aviation 
Administration (FAA), DOT. 

ACTldc Notice of proposed rulemakina 
(NPRM). _ * 

SUMMARY: This notice proposes to adopt 
an airworthiness directive (AD) that 
would require the installation of a 
smoke detector system in the main 
cargo/passenger cabin in those CASA 
Model C-212 series airplanes that have 
been converted from passenger to cargo 
conRguraUon. A smoke detector system 
is necessary for the cargo configuration 
to alert the crew to impending or 
existing fire conditions in the main 
cabin. 

®*te: Comments must be received on or 
before November 11.1986. 

ADDRESSES: Send comments on the 
proposal in duplicate to the Federal 
Aviation Administration, Northwest 
Mountain Region, Office of the Regional 
Counsel (Attention; ANM-103). 

Attention: Airworthiness Rules Docket 
No. 86-NM-178-AD. 17900 Pacific 
Highway South, C-68966. Seattle. 
Washington 98168. The applicable 
service information may be obtained 
from Construccion^s Aeronauticas S.A., 
Getafe. Madrid, Spain. This Information 
may be examined at the FAA, 

NorAwest Mountain Region, 17900 
Pacific Highway South, Seattle, 
Washington, or the Seattle Aircraft 
Certification Office. 9010 Bast Marginal 
Way South. Seattle. Washington. 

FM FURTHER INFORMATION CONTACT: 

Ms. Judy Colder, Standardization 
Branch, ANM- 113 ; telephone (206) 431 - 
2^. Mailing address: FAA. Northwest 
Mountain Region. 17900 Pacific Highway 
South, C-68966, Seattle, Washington 
98168. 


SUPPt£MENTAIIY INFORMATION: 
Comments Invited 
Interested persons are invited to 
participate in the making of the 
proposed rule by submitting such 
written data, views, or arguments as 
they may desire. Communications 
should identify the regulatory docket 
number and be submitted In duplicate to 
the address specified above. All 
commtmications received on or before 
the closing date for comments specified 
above will be considered by the 
Administrator before taking action on 
the proposed rule. The proposals 
contained in this Notice may be changed 
in light of the comments received. All 
comments submitted will be available, 
both before and after the closing date 
for commeiitfl, in the Rules Docket for 
examination by interested persona. A 
report summarizing each FAA-public 
contact concerned with the substance of 
this proposal will be filed in the Rules 
Docket. 

Availability of NPRM 

Any person may obtain a copy of this 
Notice of Proposed Rulemaking (NPRM) 
by submitting a request to the FAA. 
Northwest Mountain Region. Office of 
the Regional Counsel (Attention; ANM- 
103), Attention: Airworthiness Rules 
Docket No. 86-M-178-AD. 17900 Pacific 
Highway South, C-68966. Seattle. 
Washington 98168. 

Discussion 

The Spanish Direccidn General 
de Aviacidn Civil (DGAC) has. 
in accordance with existing provisions 
of a bilateral airworthiness agreement, 
aotffied the FAA of an unsafe condition, 
which exists on certain Contnicciones 
Aeronauticas S.A. (CASA) Model C-212 
series airplanes. When the main cabin is 
converted from a passenger 
configuration to an approved cargo 
configuration, in accordance with CASA 
Service Bulletin 212-25-35, dated 
October 23,1985. or other procedure, it 
is necessary to install a smoke detector 
system in the main cabin to alert the 
flight crew of impending or existing fire 
conditions in the main cabin. CASA has 
issued Service Bulletin 212-26-06. dated 
October 23.1935, which describes the 
smoke detector system installation. The 
DGAC has classified the installation as 
mandatory for the cargo configuration. 

This airplane model is manufactured 
in Spain and type certificated In the 
United States under the provisions of 
§ 21.29 of the Federal Aviation 
Regulations and the applicable bilateral 
airworthiness agreement 
Since these conditions are likely to 
exist on ai^lanes of this model 
registered in the United States, an AD is 


proposed that would require 
modification in accordance with the 
previously mentioned service bulletin. 

It is estimated that 2 airplanes of U.S. 
registry would be affected by this AD. 
that it would take approximately 8 
manhours per airplane to accomplish the 
required actions, and that the average 
labor cost would be $40 per manhour. 
Modification parts are estimated at $663 
-^per airplane. Based on these figures, the 
total cost impact of this AD to U.S. 
operators is estimated to be $1,966. 

For the reasons discussed above, the 
FAA has determined that this document 
(1) involves a proposed regulation which 
is not major under Executive Order 
12291 and (2) is not a significant rule 
pursuant to the Department of 
Transportation Regulatory Policies and 
Procedures (44 FR 11034; February 26. 
1979); and it is further certified under the 
criteria of the Regulatory Flexibility Act 
that this proposed rule, if promulgated, 
will not have a significant economic 
impact on a substantia) number of small 
entities because of the minimal cost of 
compliance per airplane ($083). A copy 
of a draft regulatory evaluation 
prepared for this action is contained in 
the regulatory docket. 

List of Subjects In 14 CFR Part 39 
Aviation safety. Aircraft 
The Proposed Amendment 
PART 39—(AMENDED) 

Accordingly, pursuant to the authority 
delegated to me by the Administrator, 
the Federal Aviation Administration 
proposes to amend $ 3ai3 of Part 39 of 
the Federal Aviation Regulations as 
follows: 

1. The authority citation for Part 39 
continues to read as follows: 

Authority: 49 U.S.C. 1354(a), 1421 and 1423; 

49 U.S.C. 106(g) (Revised Pub. L 97-449. 

January 12.1983); and 14 CFR 11.89. 

§ 39.13 (Amended] 

2. By adding the following new 
airworthiness directive: 

CMS A: Applies to all CASA Model C-212 
series airplanes when converted to a cargo 
configuration in accordance with CASA 
Service Bulletin 212-25-35. dated October 23. 
1985, or other modifications, certificated in 
any category. Compliance is required within 
9 months after the effective date of this AD, 
or prior to conversion to a cargo 
configuration, whichever occurs later. In the 
cargo configuration, to preclude an 
undetected fire in the main cabin, accomplish 
the following, unless previously 
accomplished: 

A. Install a smoke detector system in 
accordance with CASA Service Bulletin 212- 
26-08, dated October 23,1965. 
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B. Alternate means of compliance or 
adjustment of compliance time, which 
provide an acceptable level of safety, may be 
used when approved by the Manager, 
Standardization Branch, ANM-113, FAA, 
Northwest Mountain Region. 

C. Special flight permits may be issued in 
accordance with FAR 21.197 and 21.199 to 
operate airplanes to a base for the 
accomplishment of inspections and/or 
modifications required by this AD. 

All persons affected by this proposal 
who have not already received the 
appropriate service documents from the 
manufacturer may obtain copies upon 
request to Construcciones Aeronauticas 
S.A.. Getafe. Madrid, Spain. These 
documents may be examined at the 
FAA, Northwest Mountain Region, 17900 
Pacific Highway South, Seattle, 
Washington, or the Seattle Aircraft 
Certification Office, 9010 East Marginal 
Way South, Seattle, Washington. 

Issued in Seattle. Washington, on 
September 12.1986. 

Joseph W. Harrell, 

Acting Director, Northwest Mountain Region, 
[FR Doc. 86-21330 Filed 9-19-86; 8:45 am] 

BILLING COO£ 4910-31-11 


14 CFR Part 39 

[Docket No. 86-NM-169-AO] 

Airworthiness Directives; CASA Model 
C-212 Series Airplanes. 

agency: Federal Aviation 
Administration (FAA), DOT. 
action: Notice of Proposed Rulemaking 
(NPRM)._ 

summary: This notice proposes to adopt 
an airworthiness directive (AD) that 
would require modification of the crew 
door on certain CASA Model G-212 
series airplanes to provide a protective 
cover for the internal door handle. 
Installation of the protective cover is 
necessary to preclude inadvertent 
opening of the door, which could result 
in rapid decompression of the airplane 
and a hazardous condition for 
passengers in the vicinity of the door. 
date: Comments must be received on or 
before November 11,1986. 
addresses: Send comments on the 
proposal in duplicate to the Federal 
Aviation Administration, Northwest 
Mountain Region. Office of the Regional 
Counsel (Attention: ANM-103). 
Attention: Airworthiness Rules Docket 
No. 86-NM-169-AD. 17900 Pacific 
Highway South, C-68966, Seattle, 
Washington 98168. The applicable 
service information may be obtained 
from Construcciones Aeronauticas S.A.. 
Getafe, Madrid. Spain. This information 
may be examined at the FAA, 


Northwest Mountain Region, 17900 
Pacific Highway South. Seattle, 
Washington, or the Seattle Aircraft 
Certification Office, 9010 East Marginal 
Way South, Seattle, Washington. 

FOR FURTHER INFORMATION CONTACT: 

Ms. Judy Colder, Standardization 
Branch. ANM-113; telephone (206) 431- 
09. Mailing address: FAA, Northwest 
Mountain Region, 17900 Pacific Highway 
South, C-68966, Seattle, Washington 
98168. 

SUPPLEMENTARY INFORMATION: 

Comments Invited 

Interested persons are invited to 
participate in the making of the 
proposed rule by submitting such 
written data, views, or arguments as 
they may desire. Communications 
should identify the regulatory docket 
number and be submitted in duplicate to 
the address specified above. All 
communications received on or before 
the closing date for comments specified 
above will be considered by the 
Administrator before taking action on 
the proposed rule. The proposals 
contained in this Notice may be changed 
in light of the comments received. All 
comments submitted will be available, 
both before and after the closing date 
for comments, in the Rules Docket for 
examination by interested persons. A 
report summarizing each FAA-public 
contact concerned with the substance of 
this proposal will be filed in the Rules 
Docket 

Availability of NPRM 

Any person may obtain a copy of this 
Notice of Proposed Rulemaking (NPRM) 
by submitting a request to the FAA, 
Northwest Mountain Region, Office of 
the Regional Counsel (Attention: ANM- 
103). Attention: Airworthiness Rules 
Docket No. 86-NM-169-AD. 17900 
Pacific Highway South. C-68966, Seattle, 
Washington 98168. 

Discussion: The Spanish Direcci6n 
General de Aviatidn Civil (DGAC) has, 
in accordance with existing provisions 
of a bilateral airworthiness agreement, 
notified the FAA of an unsafe condition 
which exists on certain Construcciones 
Aeronauticas S.A. (CASA) Model C-212 
series airplanes. It has been found that 
the crew door in the left hand side of the 
forward fuselage is susceptable to 
inadvertent opening because the 
internal door handle is unprotected. 
Should a door open inadvertently during 
flight, it could lead to rapid 
decompression of the airplane and 
create a hazardous condition for 
passengers in the vicinity of the door. 

CASA issued Service Bulletin 212-52- 
16, October 23,1985, which prescribes a 


modification to the door to cover the 
handle. The service bulletin has been 
classified as mandatory by the DGAC. 

This airplane model is manufactured 
in Spain and ty^pe certificated in the 
United States under the provisions of 
§ 21.29 of the Federal Aviation 
Regulations and the applicable bilateral 
airworthiness agreement. 

Since these conditions are likely to 
exist or develop on airplanes of this 
model registered in the United States, an 
AD is proposed that would require 
modification of the door handle In 
accordance with the previously 
mentioned service bulletin. 

It is estimated that 32 airplanes of U.S. 
registry would be affected by this AD, 
that it would take approximately 3 
manhours per airplane to accomplish the 
required actions, and that the average 
labor cost would be $40 per manhour. 
Modification parts are estimated at $316 
per airplane. Based on these figures, the 
total cost impact of this AD to U.S. 
operators is estimated to be $13,952. 

For the reasons discussed above, the 
FAA has determined that this document 
(1) involves proposed regulation which 
is not major under Executive Order 
12291 and (2) is not a significant rule 
pursuant to the Department of 
Transportation Regulatory Policies and 
Procedures (44 FR 11034; February 26. 
1979); and it is further certified under the 
criteria of the Regulatory Flexibility Act 
that this proposed rule, if promulgated, 
will not have a significant economic 
impact on a substantial number of small 
entities because of the minimal cost of 
compliance per airplane ($436). A copy 
of a draft regulatory evaluation 
prepared for this action is contained in 
the regulatory docket. 

List of Subjects in 14 CFR Part 39 
Aviation safety. Aircraft. 

The Proposed Amendment 

PART 39—{AMENDED] 

Accordingly, pursuant to the authority 
delegated to me by the Administrator, 
the Federal Aviation Administration 
proposes to amend S 39.13 of Part 39 of 
the Federal Aviation Regulations as 
follows: 

1. The authority citation for Part 29 
continues to read as follows: 

Authority: 49 U.S.C. 1354(a), 1421 and 1423; 
49 U.S.C. 106(g) (Revised Pub. L. 97-449. 
January 12,1983); and 14 CFR 11.89. 

§39.13 [Amended] 

2. By adding the following new 
airworthiness directive: 
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CASA: Applies to CASA Model C-212 series 
airplanes, serial numbers as listed in 
CASA Service Bulletin 212-52-16. dated 
October 23,1985, certiiicated in any 
category. Compliance is required within 
9 months after the efTective date of this 
AD. To prevent inadvertent opening of 
the crew door in flight, accomplish the 
following, unless previously 
accomplished: 

A. Install a protective cover over the crew 
door internal handle in accordance with 
CASA Service Bulletin 212-52-18. dated 
October 23.1988. 

B. Alternate means of compliance or 
adjustment of compliance time, which 
provide an acceptable level of safety, may be 
used when approved by the Manager. 
Standardization Branch. ANM-113. FAA, 
Northwest Mountain Region. 

C. Special flight permits may be issutKj in 
accordance with FAR 21.197 and 21.199 to 
operate airplanes to a base for the 
accomplishjment of the modification required 
by this AD. 

All persons affected by this proposal 
who have not already received the 
appropriate service document from the 
manufacturer may obtain copies upon 
request to Construccion^s Aeronauticas 
S.A.. Getafe, Madrid, Spain. This 
document may be examined at the FAA, 
Northwest Mountain Region, 17900 
Pacific Highway South, Seattle, 
Washington or at the Seattle Aircraft 
Certification Office, 9010 East Marginal 
Way South, Seattle, Washington. 

Issued in Seattle. Washington, on 
September 12.1986. 

Joseph W. Harrell, 

Acting Director, Northwest Mountain Region. 
[FR Doc. 86-21329 Filed 9-19-66: 8:45 amj 
BIUJNO CODE 4910-13-11 


14 CFR Part 39 

[Docket No. 86-NM-185-AD] 

Airworthiness Directives; Boeing 
Model 747 Series Airplanes 

agency; Federal Aviation 
Administration (FAA), DOT. 

ACTION: Notice of Proposed Rulemakins 
(NPRM). _ ^ 

SUMMARY: This notice proposes to 
8mend an existing airworthiness 
directive (AD), applicable to Boeing 
Model 747 series airplanes, which 
requires repetiUve inspection ani as 
necessary, replacement of all main and 
nose landing gear wheel bearings. The 
FAA has determined that a certain 
group of wheel bearings, which the 
existing AD requires to be inspected, 
may be eliminated from the repetitive 
inspection requirement. 

Comments must be received no 
later than November 11,1988. 


ADDRESSES: Send comments on the 
proposal in duplicate to Federal 
Aviation Administratioa Northwest 
Mountain Region, Office of the Regional 
Counsel (Attn: ANM-103). Attention: 
Airworthiness Rules Docket No. 86-NM- 
185-AD, 17900 Pacific Highway Soutli, 
C-68966, Seattle, Washington 98166. The 
applicable service information may be 
obtained from the Boeing Commercial 
Airplane Company. P.O. Box 3707. 
Seattle, Washington 9B124. This 
information may be examined at the 
FAA, Northwest Mountain Region, 17900 
Pacific Highway South. Seattle, 
Washington, or the Seattle Aircraft 
Certification Office, 9010 East Marginal 
Way South, Seattle, Washington. 

FOR FURTHER INFORMATION CONTACT: 

Mr. Cary D. Lium, Systems and 
Equipment Branch, ANM-130S, 
telephone (206) 431-2948. Mailing 
address: FAA, Northwest Mountain 
Region, 17900 Pacific Highway South. C- 
68966. Seattle, Washington 98168. 
SUPPLEMENTARY INFORMATION: 

Comments Invited 

Interested persons are Invited to 
participate in the making of the 
propo^ rule by submitting such 
written data, views, or arguments as 
they may desire. Communications 
should identify the regulatory docket 
number and be submitted in duplicate to 
the address specified above. All 
communications received on or before 
the closing date for comments specified 
above will be considered by the 
Administrator before taking action on 
the proposed rule. The proposals 
contained in this Notice may be changed 
in light of the comments received. All 
comments submitted will be available, 
both before and after the closing date 
for comments, in the Rule Docket for 
examination by interested persons. A 
report summarizing each FAA/public 
contact concerned with the substance of 
this proposal will be filed in the Rules 
Docket 

Availability of NPRM 

Any person may obtain a copy of this 
Notice of Proposed Rulemaking (NHm) 
by submitting a request to the FAA, 
Northwest Mountain Region, Office of 
the Re^onal Counsel (Attm ANM-103). 
Attention: Airworthiness Rules Docket 
No. 86-NM-185-AD. 17900 Pacific 
Highway South, C-68966. Seattle, 
Washington 98168. 

Discussion: On May 20,1988. the FAA 
issued AD 86-11-01, Amendment 39- 
5322 (51 FR 19324; May 29.1986), which 
requires operators of Boeing Model 747 
series airplanes to perform an Initial and 
repetitive inspections of all main and 


nose landing gear wheel bearings, and 
to replace, as necessary, any damaged 
bearings found: these inspections are to 
be accomplished in accoi^ance with an 
inspection schedule established by a 
date code stamped on the bearings. This 
action was promoted by reports of 
premature year of wheel bearings. 

Following issuance of AD 86-11-01, 
the FAA received a Petition of 
Reconsideration from the manufacturer 
of the wheel bearings, stating that the 
following statements in the AD 
preamble referring to wheel bearings 
date-stamped prior to date code **LS*‘, 
were inaccurate: 

. . . These bearings are also subject to a 
requirement for a periodic inspection and 
removal, as necessary, because of an incident 
where a bearing failure caused a wheel to fail 
on takeoff, with a portion of the wheel 
puncturing the wing fuel tank, and spilling 
fuel on the runway. The failure was 
determined to be due to the bearing having 
excessive case hardening . . , 

Upon further investigation, the FAA 
has determined that there is insufficient 
data to support the conchisions quoted 
above. Further, the FAA has received no 
other information that would 
substantiate the requirement for 
repetitive inspections for those bearings 
date-stamped prior to codes “LS.” 
Therefore, this Notice proposes to 
eliminate repetitive inspection 
requirements for those bearings. 

Since this proposed amendment 
would merely eliminate certain 
inspection requirements, it would 
impose no additional economic burden 
on any operator. 

For these reasons, the FAA has 
determined that this document (1) 
involves a proposed regulation which is 
not major under Executive Order 12291 
and (2) is not a significant rule pursuant 
to the Department of Transportation 
Regulatory Policies and Procedures (44 
FR 11034? February 26,1979); and it is 
further certified under the criteria of the 
Regulatory Flexibility Act that this 
proposed rule, if promulgated, will not 
have a significant economic impact on a 
substantia] number of small entities 
because few, if any, Model 747 series 
airplanes are operated by small entities. 

A copy of a draft re^^atory evaluation 
prepared for this action is contained in 
the regulatory docket. 

List of Subjects In 14 CFR Part 39 

Aviation safety. Aircraft. 

The Proposed Amendment 

PART 39—{AMENDED) 

Accordingly, pursuant to the authority 
delegated to me by the Administrator, 
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the Federal Aviation Administration 
proposes to amend § 39.13 of Part 39 of 
the Federal Aviation Regulations (14 
CFR 39.13) as follows: 

1. The authority citation for Part 39 
continues to read as follows: 

Authority: 49 U.S.C. 1354(a). 1421 and 1423: 
49 U.S.C. 106(g) (Revised Pub. L 97-449, 
January 12.1983); and 14 CFR 11.89. 

§39.13 [Amended] 

2. By amending Airworthiness 
Directive 85-11-01, Amendment 39-5322 
(51 FR 19324; May 29.1986), by deleting 
paragraph B.3. 

All persons affected by this proposal 
who have not already received the 
appropriate service documents from the 
manufacturer may obtain copies upon 
request to Boeing Commercial Airplane 
Company, P.O. Box 3707, Seattle, 
Washington 98124. These documents 
may be examined at the FAA, 
Northwest Mountain Region, 17900 
Pacific Highway South, Seattle, 
Washington, or the Seattle Aircraft 
Certification OfBce, 9010 East Marginal 
Way South, Seattle. Washington. 

Issued in Seattle, Washington, on 
September 12,1985 
Joseph W. Harrell, 

Acting Director, Northwest Mountain Region, 
[FR Doc, 86-21328 Filed 9-19-86; 8:45 am] 
BtUJNO CODE 4910-13-U 


14 CFR Part 39 
[Docket No. 86-NM-181-AO] 

Airworthiness Directives; McDonnell 
Douglas Model DC-9-81, -82, and -83 
Series Airplanes 

agency: Federal Aviation 
Administration (FAA), DOT. 
action: Notice of Proposed Rulemaking 
(NPRM)._ 

summary: This notice proposes a new 
airworthiness directive (AD) applicable 
to McDonnell Douglas DC-9-80 series 
airplanes, equipped with certain Air 
Cruiser Company emergency evacuation 
slides, that would require modiBcation 
of the tailcone emergency exit 
evacuation slide deployment strap clip. 
This proposal is prompted by reports of 
automatic slide deployment malfunction 
and/or jamming, which, if not corrected, 
could jeopardize the safe evacuation of 
the airplane. 

date: Comments must be received no 
later than November 11,1986. 

ADDRESS: Send comments on the 
proposal in duplicate to Federal 
Aviation Administration, Northwest 
Mountain Region, Office of the Regional 
Counsel (ATTN: ANM-103). Attention: 


Airworthiness Rules Docket No. 86-NM- 
181-AD, 179(X) Pacific Highway South. 
C-68906. Seattle, Washington 98168. The 
applicable service Information may be 
obtained from Air Cruiser Company, 

P.O. Box 180, Belmar. New Jersey 07710- 
0180. This information may be examined 
at the FAA, Northwest Mountain 
Region, 17900 Pacific Highway South, 
Seattle, Washington, or 4344 Donald 
Douglas Drive. Long Beach. California. 
FOR FURTHER INFORMATION CONTACT: 

Mr. Robert Stacho. Aerospace ISngineer, 
Systems & Equipment Branch, ANM- 
131L, FAA, Northwest Mountain Region, 
Los Angeles Aircraft Certification 
Office, 4344 Donald Douglas Drive, Long 
Beach, California 90808; telephone (213) 
514-6323. 

SUPPLEMENTARY INFORMATION: 

Comments Invited 

Interested persons are invited to 
participate in the making of the 
proposed rule by submitting such 
written data, views, or arguments as 
they may desire. Communications 
should identify the regulatory docket 
number and be submitted in duplicate to 
the address specified above. All 
communication received on or before 
the closing date for comments specified 
above will be considered by the 
Administrator before taking action on 
the proposed rule. The proposal 
contained in this Notice may be changed 
in light of the comments received. All 
comments submitted will be available, 
both before and after the closing date 
for comments, in the Rules Docket for 
examination by Interested persons. A 
report summarizing each FAA/public 
contact concerned with the substance of 
this proposal will be filed in the Rule 
Docket. 

Availability of NPRM 

Any person may obtain a copy of this 
Notice of Proposed Rulemaking (NPRM 
by submitting a request to the FAA, 
Northwest Mountain Re gion , Office of 
the Regional Counsel (ATTN: ANM- 
103), Attention: Airworthiness Rules 
Docket No. 86-NM-181-AD. 17900 
Pacific Highway South. C-68966, Seattle, 
Washington 98168. 

Discussion 

Three instances have been reported 
where the Air Cruiser emergency 
evacuation slide installed at the tailcone 
emergency exit of DC-9-80 series 
aircraft failed to automatically deploy. 
The tailcone of the DC-9-60 series 
airplanes is designed to depart the 
aircraft when the tailcone emergency 
exit is used to provide an emergency 
egress means. When the tailcone 
departs the airplane, the evacuation 


slide is designed to be automatically 
deployed and inflated. 

In the three instances, which occurred 
during company production tersting at 
McDonnell Douglas, the deployment 
lanyard toggle jammed against the 
deployment strap clip. This condition 
can cause a delay in having the slide 
ready for use or. in the worst case, 
totally jam and not allow the slide to be 
manually deployed. The deployment 
failures noted happened after 
approximately 1(X) successful 
deployments at McDonnell Douglas. 

Air Cruiser has modified the 
deployment lanyard clip to prevent the 
interference. Evacuation slides D29984- 
103 and -109, prior to serial number 
(X)93, were shipped with the unmodified 
clip. This Ad proposes to require 
modification of these deployment 
lanyard clips. This modification will 
minimize the potential for januning of 
the deployment lanyard clip and failure 
of the tailcone slide to deploy 
automatically. 

Air Cruiser Company issued Service 
Bulletin 304-25-3. dated January 21. 

1986, which describes a modification of 
the deployment lanyard clip to prevent 
the Interference. 

Since this condition is likely to exist 
or develop on other airplanes of the 
same type design, an airworthiness 
directive (AD) is being proposed which 
would require modification of the 
deployment lanyard clip In accordance 
with the service bulletin previously 
mentioned. 

It is estimated that up to 93 airplanes 
of U.S. registry would be affected by this 
proposed AD, and it would take 
approximately 2 manhours per airplane 
to accomplish the required action, and 
that the average labor cost would be $40 
per manhour. Based on these figures, the 
total cost impact of the AD on U.S. 
operators is estimated to be $7440. 

For these reasons, the FAA has 
determined that this document (1) 
involves a proposed regulation which is 
not major under Executive Order 12291 
and (2) is not a significant rule pursuant 
to the Department of Transportation 
Regulatory Policies and Procedures (44 
FR 11034; February 26,1979); and it is 
further certified under the criteria of the 
Regulatory Flexibility Act that this 
proposed rule, if promulgated, will not 
have a significant economic impact on a 
substantial number of small entities 
because few, if any. Model DC-9-80 
series airplanes are operated by small 
entities. A copy of a draft regulatory 
evaluation prepared for this action is 
contained in the regulatory docket. 























The Proposed Amendment 

PART 39—[AMENDED] 

Accordingly, pursuant to the authority 
delegated to me by the Administrator, 
the Federal Aviation Administration 
proposes to amend § 39.13 of Part 39 of 
the Federal Aviation Regulations (14 
CFR 39.13] as follows: 

1. The authority citation for Part 39 
continues to read as follows: 

Authority: 49 U.S.C. 1354(a). 1421 and 1423; 
49 U.S.C. 106(g) (Revised, Pub. L 97-449, 
January 12,1983); and 14 CFR 11.89. 

§ 39.13 [Amended] 

2. By adding the following new 
airworthiness directive: 

McDonnell Douglas: Applies to McDonnell 
Douglas Model DC-O-81. -82, and -83 
series airplanes, certified in any 
category, equipped with Air Cruiser 
Company emergency exit evacuation 
slide part numbers D29984-103 and -109 
having serial numbers prior to 0093. 
Compliance required as indicated, unless 
previously accomplished. 

To prevent jamming during deployment of 
the emergency evacuation slide accomplish 
the following: 

A. Within 6 months after the effective date 
of this AD, modify the emergency evacuation 
slide deployment strap clip in accordance 
with Air Cruiser Service Bulletin 304-25-3 
dated January 21.1986. or later revision 
approved by the Manager, Los Angeles 
Aircraft Certification Office. FAA, Northwest 
Mountain Region. 

B. Alternate means of compliance which 
provide an acceptable level of safety may be 
used when approved by the Manager. Los 
Angeles Aircraft Certification Office, FAA. 
Northwest Mountain Region. 

C. Special flight permits may be issued in 
accordance with FAR 21.197 and 21.199 to 
operate airplanes to a base in order to 
comply with the requirements of this AD. 

All persons affected by this proposal 
who have not already received the 
appropriate service documents from the 
manufacturer may obtain copies from 
request to the Air Cruisers Company, 

P.O. Box 180, Belmar, New Jersey 07719- 
0180. These documents may be 
examined at the FAA, Northwest 
Mountain Region. 17900 Pacific Highway 
South. Seattle, Washington, or at 4344 
Donald Douglas Drive, Long Beach, 
California. 

Issued in Seattle, Washington, on 
September 12,1986. 

Joseph W. HairelL 

Acting Director, Northwest Mountain Region. 

FR Doc. 86-21332 Filed 9-19-86; 8:45 am] 

BIUJIKS code 4910-13-M 


(Docket No, 85-ASW-17] 

Airworthiness Directives; Sikorsky 
Model S-61U S-61N, S-61NM. S-61R, 
S-61A, and S-61V Series Helicopter 

AGENCY: Federal Aviation 
Administration (FAA). DOT. 

action: Notice of Proposed Rulemakinc 
(NPRM). _ t 

SUMMARY: This notice proposes to 
amend an existing airworthiness 
directive (AD) which requires frequent 
inspections of main rotor blades to 
detect a possible spar crack on Sikorsky 
S-61 series helicopters used in certain 
types of external cargo operations. The 
proposed amendment would reduce the 
frequency of the blade inspections for 
those helicopters used in FAR Part 133 
(external load) operations that conduct 
six or less external load lifts per flight 
hour. The proposed amendment is also 
needed to prevent operators who 
conduct more than six cargo lifts per 
hour from operating with a cracked 
main rotor blade spar which could result 
in the loss of the helicopter. 

®ate: Comments must be received on or 
before October 27,1986. 

ADDRESSES: Comments on the proposal 
may be mailed in duplicate to: Federal 
Aviation Administration. Southwest 
Region, Office of the Regional Counsel, 
Attn: Docket No. 85-ASW-17, Building 
3B, 4400 Blue Mound Road, Fort Worth, 
Texas 76106, or delivered in duplicate to 
Room 158 at the above address. 
Comments delivered must be marked: 
Docket No. 8S-ASW-17. 

Comments may be inspected between 
the hours of 8 a.m. and 4:30 p.m., 

Monday through Friday, except Federal 
holidays. 

A copy of the applicable service 
bulletins (SB) and rotorcraft flight 
manuals (RFM) may be obtained from 
Sikorsky Aircraft, Division of United 
Technologies. North Main Street, 
Stratford. Connecticut 06601, Attn: S-61 
Commercial Product Support 
Department. 

A copy of the pertinent sections of the 
above documents is contained in the 
Rules Docket. Office of the Regional 
Counsel. Southwest Region, FAA, 4400 
Blue Mound Road. Fort Worth. Texas 
76106. 

FOR FURTHER INFORMATION CONTACT: 

Donald F. Thompson, Airframe Branch, 
Boston Aircraft CerUficaUon Office. 
Federal Aviation Administration, 12 
Nevv England Executive Park, 

Burlington. Massachusetts 01803, 
telephone (617) 273-7113. 


SUPPLEMENTARY INFORMATION: 

Interested persons are invited to 
participate in the making of the 
proposed rule by submitting such 
written data, views, or arguments as 
they may desire. Communications 
should identify the regulatory docket 
number and be submitted in duplicate to 
the address specified above. All 
communications received on or before 
the closing date for comments will be 
considered by the Director before taking 
action on the proposed rule. The 
proposal contained in this notice may be 
changed in the light of comments 
received. 

Comments are specifically invited on 
the overall regulatory, economic, 
environmental, and energy aspects of 
the proposed rule. All comments 
submitted will be available, both before 
and after the closing date for comments, 
in the Rules Docket, at the address given 
above, for examination by interested 
persons. A report summarizing each 
FAA-public contact, concerned with the 
substance of the proposed AD, will be 
filed in the Rules Docket. 

Commenters wishing the FAA to 
acknowledge receipt of their comments 
submitted in response to this notice 
must submit a self-addressed, stamped 
postcard on which the following 
statement is made: ''Comments to 
Docket Number 85-ASW-17.” The 
postcard will be date/time stamped and 
returned to the commenter. 

Amendment 39-6129 (50 FR 38507), 

AD 85-18-05, currently requires frequent 
inspections of the main rotor blades to 
detect a possible spar crack and prevent 
in-flight separation of a blade on 
Sikorsky S-61 series helicopters used in 
certain types of external cargo 
operations, such as logging. After issuing 
Amendment 39-5129, the FAA has 
determined that the AD only considered 
the high number of turnaround 
occurrences typical of logging 
operations and the potential of rapid 
crack propagation rates on the main 
rotor blade spar. Although it was not 
intended. Part 133 (rotorcraft external 
load] operators will low turnaround 
occurrences are unnecessarily burdened 
with extra visual blade inspection 
method (VBIM) and in-cockpit blade 
inspection method (CBIM) in the AD. as 
presently worded, "nierefore, the 
proposed amendment would remove 
these helicopters from the applicability 
statement and would cause the 
inspection of the main rotor blade spar 
pressure indicators (VBIM) and in¬ 
cockpit blade inspection system (CBIM) 
to revert to the inspection requirements 
of Amendment 39-1971 (39 FR 33791), 

AD 74-20-07, as amended by 
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Amendments 39-1989,39-2152,39-2439. 
and 39-4895 (Rev. S) for those Sikorsky 
Model &-61 series helicopters engaged 
in six or less exiemai load hits per flight 
hour. 

Ccmclusioii: The FAA has determined 
that this proposed regulation invdves 
approximately eight helicopters engaged 
in noniogging Part 133 external cargo 
operations, and the approximate 
r^uoed cost would be $580 per aircraft 
for each 50 hours* time in service. 
Therefore. I certify that this action (1) is 
not a "major rule** under Executive 
Order 12281; (2j is not a "significaiit 
rule*’ under DOT Regulatory Polknea 
and Procedures (44 FR 11034; February 
26,1979); and (3) if promulgatad will not 
have a significant economic impact on a 
substantial number of small entities 
under the criteria of the Regulatory 
Flexibility Act A copy of the draft 
evaluation prepared for this action is 
contained in the regulatory docket A 
copy of it may be obtained by contacting 
the person identified under the caption 
*'fOS FURTHEH INFORMATION CONTACT". 

List of Subjects in 14 CFR Part 39 

Air transportation. Aircraft. Aviation 
safety, Safety. 

The Proposed Amendment 
PART39—lAIIEMDED] 

Accordingly pursuant to the authority 
delegated to me, the Federal Aviation 
Administration proposes to amend 
§ 39.13 of Part 39 of the FAR as follows; 

1. Tlie authority citation for Part 39 
continues to read as follows: 

Authority; 49 U.S-C. 1354tal. 1421. and 1423; 
49 U.S.C 106(gl (Revised Pub. L 97-449. 
January 12,1933); and 14 CFR 11.85. 

f 39.13 [Amended] 

2. By amending Amendment 39-5129 
(SO FR 38507), AD 85-18-05. by revising 
the applicability paragraph as follows: 

Remove the phrase "are c^^erating" 
and replace with '*are engaged in more 
than six external cargo lifts per flight 
hour." 

Issued in Fort Worth. Texas, on September 
10.1986. 

R^aijiight, 

Acting Director, Southwest Region, 

[FR Doc. 86-21388 Filed 9-19-06; 8:45 atnl 
BILUNO COD€ 


14 CFR Pvt 39 
[Docket No. 86-NM-1SO-AO] 

AIrworthfnees Directive: McDonnell 
Douglas Model OC-9 Series Airplanes 

agency: Federal Aviation 
Administration (FAA), DOT. 


action: Notice of Proposed rulemaking 
(NPRM)._ 

summary: This notice proposes a new 
airworthiness directive (AD) that would 
require the installation of a "tailcone 
uniatched/misaing" wanting system on 
McDonnell Douglas DC-9 series 
airplanes. This prraposal is prompted by 
reports of inadvertent tailcone 
deployments. This action is necessary to 
minimize the potential for an 
Inadvertently deployed tailcone 
becoming a hazard to incoming or 
outgoing aircraft during ni^it or IFR 
conditions by being on the active 
runway, unknown to the flight crew. 
date: Comments must be received no 
later than November 11.1986. 
address: Send comments on the 
proposal in duplicate to Federal 
Aviation Adnunistratlon, Northwest 
Mountain Region, Office of the Regional 
Counsel (ATTN; ANM-103), Attention: 
Airworthiness EUiles Dock^ No. 66-NM- 
180-AD. 17900 Pacific Highway South, 
C-68966. Seattle, Washington 98168. 

FOR FURTHER INFORMATION CONTACT: 

Mr. Robert M. Stacbo, Aerospace 
Engineer. Systems A Equipment Branch. 
ANM-13QL, FAA Northwest Mountain 
Region, Los Angeles Aircraft 
Certification Office, 4344 Donald 
Douglas Drive, Long Beach, California 
90808; telephone (213) 514-8323. 
SUPPLEMENTARY INFORMATION: 

Comments InvHed 

Interested persons are invited to 
participate in the making of the 
proposed rule by submitting such 
written data, views, or arguments as 
they may desire. Communications 
should identify the regulatory docket 
number and be submitted in duplicate to 
the address specified above. All 
communications received on or before 
the closing date for comments specified 
above wiU be considered by the 
Administrator before taking action on 
the proposed rule. The proposal 
contained In this Notice may be changed 
in light of the comments received. All 
comments submitted will be available, 
both before and after the closing date 
for comments, In the Rules Docket for 
examination by interested persons. A 
report summexizing each FAA/public 
contact concerned with the substance of 
this proposal will be filed in the Rule 
Docket 

AvailabililyofNPRM 
Any person may obtain a copy of this 
Notice of Proposed Rulemaking (NPRM) 
by submitting a request to the FAA, 
Northwest Mountain Region, Office of 
the Regional Counsel (ATTN: ANM- 


103). Attention: Airworthiness Rules 
Docket No. a&-NM-180-Aa 17900 
Pacific Highway South, C-68968, Seattle. 
Washington 98168. 

Discussion 

There have been numerous instances 
of inadvertent tailcone deployments on 
DC-9 series airplanes. The tailcone is 
designed to leave the aircraft when the 
tailcone emergency exit is used to 
provide an emergency egress means. 

The inadvertent tailcone deployments 
have been due to a number of reasons, 
including unintentional movement of the 
interior or exterior tailcone emergency 
exit operating handle and improper 
rigging of the tailcone release 
mechanism. In an effort to preclude 
inadvertent tailcone deployments, the 
McDonnell Douglas Company (MI^) 
revised the maintenance manual rigging 
instructions to clarify the |Bt)cedures for 
properly ^lecking the security of the 
tailcone locking mechanism, MDC also 
published information on the proper 
operation of the tailcone exit door 
emergency operating handle as well as 
the normal, non-emeigency door 
operating handle on DC-9-80 series 
airplanes. 

inadvertent tailcone deployments on 
the ground while the aircraft is static, 
while undesirable, will not cause a 
ha^rd or any damage to the aircrafl. 
Tailcone unlatching during flight will not 
cause the tailcone to depart the aircraft 
because of aerodynamic loads on the 
tailcone in fii^t, and the tailcone will 
not depart until the aircraft is on the 
ground below flying speed. Tlie FAA has 
determined that a potential hazard to 
other aircraft exists if the tailcone 
departs tiie aircrafl on an active runway 
during night or IFR operation for the 
period of time it takes the crew of the 
afiected aircraft to realize the tailcone is 
missing. Hazards associated with such a 
condition would be minimized by 
providing the flight crew of DC-9 series 
airplane with a positive means to 
Indicate the tailcone is not jnxjperly 
latched and/or attached. 

McDonnell Douglas is currently 
developing a system which is intended 
to meet the requirements of this 
proposed AD. MDC plans to install soch 
a system on production aircraft starting 
in Dec^nber 1987. MDC also plans to 
have a service bulletin available for 
modification of in-service DC-9-60 
aircraft by December 1986. 

Since this condition is likely to exist 
on other airplanes of the same type 
design, an airworthiness directive (AD) 
is being proposed which would require 
the installation of a visual warning 
system which will signal the appropriate 
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flight crew member when the tailcone is 
not fully latched and/or properly 
attached. The FAA proposes that this 
tailcone unlatched/missing" warning 
system be installed within 18 months 
from the effective date of this AD; this 
will provide operators with sufficient 
time to install such a system. Operators 
can develop their own system for 
installation, if they so desire. 

It is estimated that approximately 800 
airplanes of U.S. regist^ would be 
affected by this AD. that it would take 
approximately 20 manhours per airplane 
to accomplish the required action, that 
the material cost would be $250 per 
airplane, and that the average labor cost 
would be $40 per manhour. It is 
estimated that this modification could 
be incorporated during normal aircraft 
maintenance with no additional aircraft 
down time required. Based on these 
figures, the total cost impact of this AD 
to U.S. operators is estimated to be 
$840,000. 

For these reasons, the FAA has 
determined that this document (1) 
involves a proposed regulation which is 
not major under Executive Order 12291 
and (2) is not a significant rule pursuant 
to the Department of Transportation 
Regulatory Policies and Procedures (44 
FR 11034; February 28.1979); and it is 
further certified under the criteria of the 
Regulatory Flexibility Act that this 
proposed rule, if promulgated, will not 
have a significant economic impact on a 
substantial number of small entities 
because few, if any. Model DC-9 series 
airplanes are operated by small entities. 
A copy of a draft regulatory evaluation 
prepared for this action is contained in 
the regulatory docket. 

List of Subjects in 14 CFR Part 39 
Aviation safety. Aircraft. 

The Proposed Amendment 
PART 39—{AMENDED! 

Accordingly, pursuant to the authority 
delegated to me by the Administrator, 
the Federal Aviation Administration 
proposes to amend 5 39.13 of Part 39 of 
the Federal Aviation Regulations (14 
CFR 39.13) as follows: 

1. The authority citation for Part 39 
continues to read as follows: 

Authority: 49 U.S.C. 1354(a), 1421 and 1423; 

49 U.S.C. 106(g) (Revised. Pub. L 97-^9, 
January 12,1983); and 14 CFR 11.89. 

2. By adding the following new 
airworthiness directive: 

McDonnell Douglas: Applies to McDonnell 
Douglas Model DC-9 series airplanes, 
certificated in any category. Compliance 
required as indicated, unless previously 
accomplished. 


To prevent a tailcone from departing the 
aircraft, unknown to the flight crew, 
accomplish the following: 

A. Within 18 months after the effective 
date of this airworthiness directive (AD), 
install a visual warning means, which is 
approved by the Manager. Los Angeles 
Aircraft Certification Office. FAA, Northwest 
Mountain Region, that wifi signal the 
appropriate flight crew members when the 
tailcone is not fully latched and/or properly 
attached. 

B. Alternate means of compliance which 
provide an acceptable level of safety may be 
used when approved by the Manager, Los 
Angeles Aircraft Certification Office. FAA 
Northwest Mountain Region. 

C. Special flight permits may be issued in 
accordance with FAR 21.197 and 21.199 to 
operate airplanes to a base in order to 
comply with the requirements of this AD. 

Issued in Seattle, Washington, on 
September 12,1986. 

Joseph W. HarreU. 

Acting Director, Northwest Mountain Region, 
[FR Doc. 86-21331 Filed 9-19-68; 8:45 am) 
BILLINQ COO£ 4910-13-M 


VETERANS ADMINISTRATION 
33 CFR Part 36 

Loan Guaranty; Loans Sold With or 
Without Rights of Recourse 

AGENCY: Veterans Administration. 
action: Proposed regulations. 

summary: The VA (Veterans 
Administration) is proposing to amend 
its regulations on the sale of loans to 
provide for sale either with or without 
rights of recourse. Currently all loans 
are sold with recourse. These 
regulations will allow the VA to dispose 
of Government assets In the most 
economical way possible. 
dates: Comments must be received on 
or before October 22.1988. The VA 
proposes to make these regulations 
effective 30 days after publication as 
final regulations. 

ADDRESSES: Interested persons are 
invited to submit written comments, 
suggestions or objections regarding this 
proposal to the Administrator of 
Veterans Affairs (271A). Veterans 
Administration. 810 Vermont Avenue, 
NW, Washington. DC 20420. All written 
comments received will be available for 
public inspection in room 132, Veterans 
Service Unit, at the above address 
between the hours of 8 a.m. and 4:30 
p.m. Monday through Friday (except 
holidays) until November 5,1988. 

FOR FURTHER INFORMATION CONTACT: 

Mr. Raymond L Brodie, Assistant 
Director for Loan Management (261), 
Loan Guaranty Service. Department of 


Veterans Benefits, Veterans 
Administration, Washington, DC 20420 
(202) 389-3688. 

SUPPLEMENTARY INFORMATION: When a 
VA-guaranteed loan goes into default 
and is subsequently foreclosed, the VA 
has the option of either paying the 
guaranteed portion of the loan, or if it is 
in the best interest of the VA, to acquire 
and resell the property securing the 
loan. When the VA resells the property, 
many times it is with VA financing as a 
vendee loan. Periodically vendee loans 
are sold to Investors. These loans, 
known as *'4600” loans, are currently 
sold to investors with a repurchase 
agreement pursuant to 38 CFR 36.4800. If 
the loan goes into default and the 
default cannot be cured, the VA takes 
back the loan and makes a cash 
payment to the holder of the loan 
consisting of the price paid to the VA 
when the loan was purchased, less 
repayments received by the holder 
which were applied to the principal, plus 
any advances made by the holder to 
cover maintenance, repairs, taxes, 
assessments, and other allowable items. 

Section 1820(a)(5) of title 38. U.S. Code 
authorizes the Administrator of 
Veterans Affairs to sell loans upon such 
terms and for such prices as the 
Administrator determines to be 
reasonable. VA*s historical practice of 
selling all vendee loans with repurchase 
agreements is based on the fact that the 
VA guarantee results in a higher price 
being obtained for a loan than would be 
obtainable if the loan were sold without 
a guarantee of payment. The VA now 
proposes to also sell loans without a 
repurchase agreement; i.e., without 
recourse. While the sale of some loans 
without repurchase agreements can be 
expected to reduce the proceeds of loan 
sales to some extent, there will also be a 
reduction in outlays as VA will not be 
obligated to repurchase vendee loans 
which go into default after they are sold. 
Only a portion of vendee loans will be 
sold without recourse at this time. Other 
vendee loans will continue to be sold 
with recourse. This proposal is part of a 
Government-wide effort to determine 
the best means of disposing of 
Government assets and thereby reduce 
the Federal Budget deficit. 

The Administrator hereby certifies 
that these proposed regulations will noL 
if promulgated, have a significant 
economic impact on a substantial 
number of small entities as they are 
defined in the Regulatory Flexibility Act. 
title 5, United States Code, sections 601- 
612. These changes will affect only the 
nature of the Investment which is 
offered when the VA sells some of its 
vendee loans without recourse (i.e., not 
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Federally guaranteed). All investoTB in 
the market place will make independent 
decisions on whether to bid on such an 
investment, and their bids will set the 
market value of such loans. Therefore, 
while these dianges will slightly alter 
the nature of some of these 
investiments. no regulatory paperwork* 
administrative, or any other type of 
burden would be imposed on small 
entities by these changes. Alsa vendee 
loans have historicaliy been purchased 
for the most part by large financial 
institutions, rather than by small 
entities. Pursuant to 5 U.S.C 605(b), 
these proposed regulations are exempt 
from the initial and final regulatoiy 
analysts requirements of sections 603 
and 604. 

The proposed regulationB have been 
reviewed under Executive Order 12291. 
entitled Federal Regulation, and are not 
considered major regulation dmnges as 
defined in the Executive Order. These 
regulatioiis will not impact on the pubhc 
or private sectors as major rales. They 
will not have an annual effect on the 
economy of $100 million or more and 
will not cause a major increase in costs 
or prices for consumers, individual 
industries. Government agencies, or 
geopgraphic regions; nor will they have 
other signifKmat adverse effects on 
competition, employment, investment 
productivity* innovatkm, or on the 
ability of United Slates-based 
enterprises to compete with foreign- 
based enterprises in domestic or export 
markets. 

(Catalog of Federal Domestic Assistance 
Pro^am Number 64.114) 

These amendments are proposed 
under authority granted the 
Administrator by sections 210{c} and 
1620 of title 38, United States Code. 

List of Subjects in 38 CFR Part 38 

Condominiums, Handicapped. 
Housing loan programs—^Housing and 
community development. Manufactured 
homes. Veterans. 

Approved: August 11.1088. 

Thomas. K. Tumage. 

Administmtor. 

PART 36—{AMENDED] 

In 38 CFR. Part 36. Loan Guaranty. 

5 36.4800 is proposed to be amended by 
revising paragraphs {a), (b) and (c) 
introductory text to read as follows: 

$36>I600 Saleofloant. 9 urantMOf 
payment 

(a) Whenever loans are sold by the 
Veterans Administration, they will be 
clearly identified as loan sold widi or 
without recourse. 


(b) The payment of all loans sold with 
recourse shall be guaranteed in 
accordance with the provisions of this 
section. 

(c) Wherever the term ^'holder** 
appears in this section it shaU mean the 
purchaser of a loan sold by the 
Administrator and any subsequent 
transferee or assignee of such loan. The 
holder of each loan sold subject to 
guaranty shall be deemed to have 
agreed with the Administrator as 
follcrws: 

(38 U.aa 210[c); 1620) 

« • « * * 

[FR Doc. 86-21334 Piled 9-19-88: 8:45 jMnJ 
BILUKO COOC •320-01-M 


ENVIRONMENTAL PROTECTION 
AGENCY 

40 CFR Part S2 

(A-1-FRL-3084-3] 

A pp r o v al and Promulgation of 
Implementation Plans; New Hamsphire 
Suitur-ln-Fueh James River Corp. 

agency: Environmental Protection 
Agency (EPA). 

action: Proposed rule._ 

summary: EPA Is proposing to approve 
a State Implementation Plan revision 
submitted by the State of New 
Hampshire. This revision raises the 
8ulfur-in-oil limit at the James River 
Corporation, Grovelon, from 1.0% sulfur 
by weight to 2.2%. This source was 
excluded from recent revisions to the 
statewide sulfur-in-fuel limitation. No 
change in actual emissions will occur as 
a result of this revision, and allowable 
emissions will be reduced through new 
permit conditions on operation. Tlie 
intended effect of this revision is to 
federally approve the state regulation 
that allow’s this source to bum higher 
sulfur fueL 

date: Comments must be received on or 
before October 22,1986. 

ADDRESSES: Comments may be mailed 
to Louis F. Gitto, Director, Air 
Management Division, Room 2312, JFK 
Federal Bldg.. Boston. MA 02203. Copies 
of the submittal and EPA’s evaluation 
arc available for public inspection 
during normal business hours at the 
Environmental Protection Agency, Room 
2312, JFK Federal Bldg.. Boston. MA 
02203; and at the New Hampshire Air 
Resources Agency, Health and Welfare 
Building. Hazen Drive, Concord. NH 
0330L 

FOR FURTHER INFORMATION CONTACT: 
Susan Kulstad. (617) 223-4865; FTS 223- 
4865. 


SUPRLEMaiTARY IKFORMATIOH: On 

January 22,1986, the Director of the New 
Hampshire Air Resources Agency (the 
New Hampshire Agency) sutoitted a 
revision to the New Hampshire State 
Implementation Plan (SIP). This revision 
allows an increase in the sulfur-in-oil 
content at James River Corporation 
(James River-Groveton) from no more 
than 1.0% suflur to no more than 2.2%. 

The revision also includes amended 
permits that restrict operation at James 
River-Groveton and ultimately reduce 
allowable sulfur dioxide (SOs) 
emissions. 

Background 

New Hampshire's regulation of fuel 
burning sources in the New Hampshire 
portion of the Androscoggin Valley 
Interstate Air Quality Control Region 
(Coos County). PART Air 402.02(c)(l]. 
has allowed the continuous burning of 
oil with no more than 2.2% sulfur by 
weight since 1973. On July 12,1073 and 
December 21,1982. Ae New Hamsphire 
Agency submitted a revision to Us SIP to 
raise the allowable sulfur content of No. 

5 and No. 8 residual oils and crude oil. 
The revision was to allow the use of oil 
with no more than 2.2% sulfur by weight 
in Coos County. 

The SIP revision for Coos Coimty 
excluded James River-Groveton and 
another fuel burning source. Further 
technical support was needed for the 
two excluded sources to ensure that 
there would be no violation of the 
National Ambient Air Quality Standards 
(NAAQS). On Mardi 23.1984. EPA 
published a final notice approving 
statewide revisions of the sulfur-in-fud 
limit (49 FR 11094) induding the revision 
for Coos County except for the two 
sources. 

New Technical Support 

On January 22.1986, the Slate of New 
Hampshire submitted technical support 
demonstrating that the NAAQS for SOa 
will not be violated if James River- 
Groveton is regulated under the higher 
8ulfur4n'£uel limitation. James River- 
Groveton is located in an area of 
complex terrain, and initial screening 
modeling performed with the EPA 
Valley model predicted violations of the 
NAAQS. New Hampshire and the EPA 
Regional Office judged these predictions 
to be uru*eali8lic based on experience 
with similar sources in similar complex 
terrain settings. EPA. New Hampshire, 
and James River-Groveton discussed 
alternative methods of demonstrating 
attainment and agreed to use monitoring 
in lieu of modeling. All parties agreed to 
a monitoring program using the Valley 
model results to locate worst case 










impact sites. Data were collected from 
September. 1983 to October. 1984. 

Calculations were performed on 
monitored values to roll them up to 
represent impacts at maximum 
operating load and the allowable 
percent sulfur-in-oil (2.2%). EPA has 
reviewed the State’s technical data. The 

501 monitoring data, adjusted for load 
and percent sulfur-in-fuel. confirm that 
the Valley model overpredicted impacts 
and that the NAAQS are not threatened. 
Reported concentrations are based on 
running averages and are below the 
NAAQS for SOa. Before roll-up 
calculation, the second highest 24-hr 
monitored concentration over the field 
of monitors was 57% of the NAAQS. 

Additionally, an operating limit 
equivalent to the burning of no more 
than 25.000 gallons per day of 2.2% 
sulfur-in-oil has been imposed at the 
source in a license issued by the New 
Hampshire Agency, reducing allowable 

50 2 emissions at the source by 1,340 
tons per year. The pertinent license 
conditions will be incorporated by 
reference upon final approval of this SIP 
revision. Modeling jf the licensed 
allowable emissions to account for 
building downwash in simple terrain 
with the ISC model also shows no 
violations of th« NAAQS. 

James River-Groveton has burned 
2.2% sulfur oil since the adoption of the 
state regulation in 1973. Therefore, this 
revision will not result in increases of 
actual emissions and will not result in 
the consumption of any Prevention of 
Significant Deterioration increment. An 
analysis of interstate impacts also 
showed that this revision will not 
interfere with the attainment or 
maintenance of the NAAQS in any other 
state. EPA s stack height regulations are 
not an issue here as the stacks are less 
than 65 meters in height and the source 
emits less than 5.000 tons per year of 
SO 2 . For more details on EPA's review 
see the technical support document 
available at the locations listed in the 
ADDRESSES section of this notice. 

The monitoring program conducted in 
support of these revisions does not meet 
all of the precise requirements set forth 
in EPA’s current guidance on the use of 
monitored data in lieu of modeled 
estimates. However. EPA is proposing to 
accept the attainment demonstration on 
the basis of the following mitigating 
factors. 

First, the source is small relative to 
other major SO* sources in the nation 
(1,576 tons per year allowable emissions 
of SO 2 ) and has been burning the higher 
sulfur fuel for at least 13 years. Because 
of the operating restrictions, this 
revision also results in a net reduction in 
allowable SOj emissions. Thus, there 


will be no degradation of the existing air 
quality which is attaining the NAAQS. 
Second, the genesis of the agreement on 
the monitoring program predates EPA’s 
guidance on monitoring in lieu of 
modeling, and the program was later 
formalized in a letter issued to James 
River-Groveton pursuant to section 114 
of the Clean Air Act. In summaiy, we 
are ratifying status quo actual emissions 
and i^ucing allowable emissions to 
eliminate an outstanding discrepancy 
between the Federal and state SIPS. 

Proposed Action 

^A is proposing to approve the 
revision for the James River Corporation 
in Groveton to bum up to 2.2% sulfur oil 
submitted on January 22.198a 
Order 5 U.S.C. section 605(b), the 
Administrator certifies that this SIP 
revision will not have a significant 
economic impact on a substantial 
number of small entities. (See 46 FR 
8709.) 

The Office of Management and Budget 
has exempted this rule from the 
requirements of section 3 of Executive 
Order 12291. 

List of Subjects in 40 CFR Part 52 
Air pollution control. Sulfur oxides. 
Authority: 42 U.S.C. 7401-7642. 

Dated: April 28.1986. 

Michael R. Deland. 

Regional Administrator, Region /. 

(FR Doc. 86-21388 Filed 9-19-86; 8:45 am) 
BILUNQ CODE MCO-fiO-M 


40 CFR Part 52 
(A-9-FRL-3084-1I 

Approval and Promulgation of 
Implementation Plans; Rules and 
Regulations From the Arizona and 
Maricopa County, Arizona 
Departments of Health Services 

agency: Environmental Protection 
Agency (EPA). 

action: Notice of propose d rulemaking. 

summary: Two submittals were 
received from the State of Arizona. The 
first submittal concerns the Maricopa 
County Department of Health Services 
(MCDOHS), and consists of a 
particulate rule and a volatile organic 
compound (VOC) rule. The second 
submittal concerns the Arizona 
Department of Health Services 
(ADOHS). and consists of an excess 
emissions rule. EPA has evaluated the 
rules and has found them to be 
consistent with the requirements of the 
Clean Air Act and 40 CFR Part 51. 
Today’s notice proposes to approve the 


rules for incorporation into the Arizona 
State Implementation Plan (SIP). 

DATES: Comments may be submitted up 
to 30 days following the date of 
publication of this notice. 

ADDRESSES: Comments may be sent to: 
Regional Administrator. Attn: Air 
Management Division. State 
Implementation Plan Section (A-2-3). 
Environmental Protection Agency, 
Region 9. 215 Fremont Street San 
^rancisco. CA 94105. 

Copies of the proposed revisions are 
available for public inpsection during 
normal business hours at the EPA 
Region 9 office and at the following 
locations: 

Anzona Department of Health Services, 
State Health Building. 1740 West 
Adams Street. Phoenix, Arizona 85007 
Maricopa County Health Department at 
Maricopa County Department of 
Health Services. 1825/1845 East 
Roosevelt Wioenix, Arizona 85006 
FOR FURTHER INFORMATION CONTACT: 
Kathy M. Diehl, Environmental 
Engineer, State Implementation Plan 
Section, Air Management Division, 
Environmental Protection Agency, 
Region 9. 215 Fremont Street San 
Francisco. CA 94105. (415) 974-7644 FTS: 
454-7644. 

SUPPLEMENTARY INFORMATION: 

Background 

The State of Arizona submitted the 
following rules and regulations to the 
EPA concerning the MCDOHS and the 
ADOHS on the dates indicated: 

Maricopa County Department of Health 
Services 

April 17,1985 

Rule 31—Emissions of Particulate 
Matter 

Rule 33.1A, C—Gasoline, Petroleum or 
Petroleum Distillate Loading Facilities 
(<20.000 gpd) 

Arrizono Department of Health Services 

October 24,1985 

Rule 9-3-309—Excess Emissions 

Evaluations 

Maricopa County Rule 31 is a 
particulate rule. It was revised so that 
the district now controls particulate 
emissions from nun-point sources. The 
rule strengthens the SIP. 

Rule 33.1 A,C was not changed except 
for deletion of a leak-reading effective 
date. The rule is consistent with CTG 
requirements. 

ADOHS Rule 9-3-309 is an excess 
emissions rule. It was revised to define 
emissions in excess of emission 
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limitations as a violation, the rule is 
consistent with the EPA malfunction 
policy. 

A copy of EPA’s detailed evaluations 
are available for inspection at the EPA’s 
Region 9 office in San Franciso. 

Proposed Action 

EPA proposes to approve MCDOHS 
Rule 31 because it improve the County’s 
existing particulate matter control 
strategy. However, on January 4,1983, 
EPA disapproved the Maricops County 
particulate matter SIP as a whole 
because it failed to demonstrate timely 
attainment of the particulate matter 
standard. At the same time. EPA 
Imposed a ban on construction of new 
major sources of particulate matter. See 
48 FR 253. Today’s proposal in no way 
affects this disapproval of the overall 
particulate matter SIP or the 
construction ban, which will remain in 
place. Today’s action merely proposes 
to add Rule 31 to the existing SIP. In 
addition, since EPA is not taking action 
on the complete SIP, EPA has not 
reviewed Rule 31 to determine whether 
or not the Rule represents Reasonably 
Available Control Technolo^ (RACT) 
for non-point source. EPA will make a 
RACT determination when Maricops 
County submits and EPA takes action 
on the full participate matter SIP. 

EPA proposes to approve MCDOHS 
Rules 33.1A, C imder section 110 of the 
Clean Air act because it is consistent 
with the Clean Air Act and 40 CFR 51 
Section 22. 

EPA proposes to approve the Arizona 
Department of Health Services* Rule 9- 
3-309. ’’Excess Emissions.” under 
Section 110 of the Clean Air Act because 
it is consistent with the Clean Air Act 
and 40 CFR Part 51 Sections 19 and 22. 
The rule strengthens the SIP. 

A copy of EPA’s detailed evaluations, 
including recommendations, are 
available for inspection at the EPA 
Region 9 office in San Francisco. 

Regulatory Process 

Hinder 5 U.S.C 605(b). I certify that 
this SIP revision will not have a 
significant economic impact on a 
substantial number of small entities. See 
46 FR 8709. 

The Office of Management and Budget 
has exempted these rules from the 
requirements of section 3 of Executive 
Order 12291. 

List of Subjects in 40 CFR Part 52 

Air pollution control. Ozone, Sulfur 
oxides. Nitrogen doxide. Lead, 
Particulate matter. Carbon monoxide. 
Hydrocarbons. Intergovernmental 
relations. Reporting and recordkeeping 
requirements. 


Authority: 42 U.S.C. 7401.7642. 
Dated: June 30.1986. 

Judith E. Ayres, 

Regional Administrator. 

(FR Doc. 21388 Filed 9-19-88; 8:45 am) 
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40 CFR Part 81 

[Region II Docket No. 63 (FRL-3084-5)l 

Designation of Areas for Air Quaiity 
Planning Purposes; Revisions to 
Attainment Status Designations for the 
State of New Jersey 

agency: Environmental Protecton 
Agency. 

action: Proposed rule._ 

summary: This notice announces the 
Environmental Protection Agency’s 
proposed approval of a request from 
New Jersey to revise the air quality 
designation of the City of Bridgeton from 
’’does not meet secondary standards” to 
“better than national standards” for the 
particulate matter secondary standard. 
Such designations are required by 
section 107(d) of the Clean Air Act. This 
action means that the air quality in 
Birdgeton will be designated as better 
than the particulate matter secondary 
standard. 

date: Comments must be received on or 
before October 22,1986. 
addresses: All comments should be 
addressed to; Christopher J. Daggett, 
Regional Administrator, Environmental 
Protection Agency, Region II Office. 
Jacob K. Javits Federal Building, 26 
Federal Plaza. New York, New York 
10278. 

Copies of the State’s request are 
available for public inspection during 
normal business hours at: 

U.S. Environmental Protection Agency, 
Air Programs Branch—Room 1005, 
Region 11 Office. Jacob K. Javits 
Federal Building. 28 Federal Plaza, 
New York, New York 10278 
State of New Jersey. Department of 
Environmental Protection, Division of 
Environmental Quality, John Fitch 
Plaza, CN 027, Trenton, New Jersey 
08625 

FOR FURTHER INFORMATION CONTACT: 

William S. Baker. Chief, Air Programs 
Branch, U.S. Environmental Protection 
Agency, Region II Office. Jacob K. Javits 
Federal Building, 26 Federal Plaza. New 
York, New York 10278, (212) 264-2517. 
SUPPLEMENTARY INFORMATION: Section 
107(d) of the Clean Air Act directed 
each state to submit to the 
Administrator of the Environmental 
Protection Agency (EPA) a list of 


national ambient air quality standard 
attainment status designations for all 
areas within the state. 

EPA received such designations from 
the states and promulgated them on 
March 3,1978 (43 FR 8962). As 
authorized by the Clean Air Act. after 
EPA review and approval, these 
designations have been revised from 
time to time at a state’s request 

State Submittal 

On October 25.1985 the New Jersey 
Department of Environmental Protection 
(NJDEP) submitted a request to revise 
the air quality designation for the City of 
Bridgeton from “does not meet 
secondary standards” to “better than 
national standards” for attainment of 
the particulate matter secondary 
standards. This redesignation request is 
based on a review of existing air quality 
monitoring data and enforceable 
emission redcutions within the City of 
Bridgeton. The State submitted 
additional Information clarifying its 
original submission on February 13, 

1986. 

EPA’s Review Criteria 

In order for EPA to approve 
particulate matter redesignation 
requests involving changes from “does 
not meet standards” to “better than 
national standards,” EPA requires a 
state to satisfy the following criteria; 

1. Eight consecutive quarters of the 
most recent quality assured, 
representative ambient air quality data 
showing attainment of ambient 
particulate matter standards. 

2. Evidence of an implemented EPA 
approved control strategy for particulate 
matter. 

3. Evidence that air quality 
improvements are not related to an 
economic downtimi or to temporary 
reductions in emissions that will be 
reversed in the future. 

4. Dispersion techniques are not 
responsible for the improvement in air 
quality. 

EPA's Findings and Proposed Action 

Based on its review of the submitted 
information, EPA finds that the City of 
Bridgeton is in attainment of the 
secondary standards for particulate 
matter. Therefore. EPA is proposing to 
approve New Jersy’s request. This 
proposed approval is based upon EPA’s 
determination that NJDEP has satisfied 
the criteria for redesignation. 

Specifically, six consecutive years 
(from 1977 through 1982) of quality 
assured ambient particulate matter data 
from a monitor at the Bridgeton 
Municipal Building were analyzed. The 














annua] geometric means varied between 
36 and 44 Mg/m*, below the 60 

ug/m* secondary standard. The highest 
24-hoiir concentration in the entire data 
set was 110 Mg/m*. which is below the 
secondary standard of 150 Mg/m*. 

However, significantly higher 
particulate matter concentrations were 
recorded in 1977 and 1979 at another 
monitor in an area in the immediate 
vicinity of a local glass manufacturing 
facility. In fact, these higher particulate 
matter concentrations were the basis of 
the original nonattainment designation. 
Since that time, this glass manufacturing 
facility has permanently shut down. 

The operating permits for this facility 
were returned to the NJDEP in 1984 and 
the facility cannot reopen without 
applying for appropriate State permits 
and certificates. Any reapplication to 
operate would subject the facility to 
new source review procedures and a 
demonstration that its operation will not 
cause or contribute to a violation of any 
ambient air quality standard. These 
requirements are part of the EPA 
approved State Implementation Plan. 

(See N.J.A.C. 7:27-^.l et. seq. and 7:27- 
18.1 et. seq.). Consequently. EPA has 
concluded that air quality standards will 
continue to be attained throughout the 
Bridgeton area. Additionally, there is an 
EPA approved implementation plan for 
particulate matter which is being 
implemented everywhere in the State. 

EPA’s proposed approval of this 
redesignation request is based on the 
requirements of sections 107 and 301 of 
the Clean Air Act and applicable EPA 
guidelines. Interested persons are 
invited to comment on the subject 
proposal and on whether it meets Clean 
Air Act requirements. Comments 
received by October 22.1986, will be 
considered in EPA’s final decision. All 
comments received will be available for 
inspection in the Region II Office of 
EPA. at 26 Federal Plaza, Room 1005. 

New York. New York 10278. 

Under 5 U.S.C. section 605(b). the 
Administrator has certified that 
redesignations do not have a significant 
economic impact on a substantial 
number of small entities. (See 46 FR 
8709). The Office of Management and 
Budget has exempted the rule from the 
requirements of secUon 3 of Executive 
Order 12291. 

List of Subjects in 40 CFR Part 81 

Air pollution control. National parks, 
and Wilderness areas. 

Authority; 42 U.aC. 7401-7642. 


Dated: March 7,1966. 

Christopher |. Daggett, 

Regional Administrator. 

(FR Doc. 86-21391 Filed 9-19^; 8:45 am) 
nujNQ cooc esse-scMM 


40 CFR Part 81 
IA-9-FRL-3084.2J 

Designation of Areas for Air Quality 
Planning Purposes; Attainment Status 
Designations in California and Nevada 

agency: Environmental Protection 
Agency (EPA). 

action: Notice of proposed rulemaking. 

summary: Through this notice EPA 
proposes to approve the California and 
a part of the Nevada requests for the 
redesignation of Placer County. 
California and Washoe and Carson City 
Counties. Nevada to attainment for 
carbon monoxide (CO). EPA action on 
the remainder of the Nevada request 
will be the subject of a separate Federal 
Register notice. Upon redesignation, the 
affected areas will not need to meet any 
further Part D, nonattainment area 
planning requirements. The purpose of 
this notice is to invite public comment 
on the redesignation of the areas, as 
proposed. 

DATE: Written comments must be 
received on or before October 22,1986. 
ADDRESSES: Comments may be sent to 
Kevin Golden at the EPA Regional 
Office address listed below. Copies of 
EPA*8 technical support document for 
this action aie available for public 
inspection during normal business hours 
at the EPA Region 9 Office and at the 
following locations: 

California Air Resources Board (ARB), 
P.O. Box 2815,1102 ‘*Q’* Street, 
Sacramento, CA 95812 
Placer County Air Pollution Control 
District. 11491 •'B” Avenue, Auburn. 
CA 95603 

Nevada Department of Conservation 
and Natural Resources (NDCNR), 
Division of Environmental Protection, 
201 S. Fall Street, Carson City, NV 
89710 

Washoe County Air Quality Division. 
Washoe County District Health 
Department, Wells Avenue at Ninth, 
Reno. NV 89520 

Tahoe Regional Planning Agency, 2155 
South Avenue, South Lake Tahoe. CA 
95731 

FOR FURTHER INFORMATION CONTACT: 

Morris 1. Goldberg, Technical Evaluation 
Section (A-2-1), Air Management 
Division. Environmental Protection 
Agency, Region 9. 215 Fremont Street, 


San Francisco, CA 94105, (415) 974-7651. 
FTS: 454-7651. 

SUPPLEMENTARY INFORMATION: 
Background 

On March 3.1976 (43 FR 8970), EPA 
promulgated its first attainment status 
designations, as authorized at paragraph 
107(d)(2) of the Clean Air Act. as 
amended. EPA designated all of the 
Lake Tahoe Air Basin as nonattainment 
for CO, as requested by California and 
Nevada. These nonattainment 
designatio ns ar e codified separately by 
state at 40 CFR 81.305 and 81.329. 

On May 4 and 5,1983, California and 
Nevada, respectively, requested 
redesignation action be taken by EPA. 
California requested that the portion of 
Placer County in the Lake Tahoe Air 
Basin be redesignated to attainment 
while Nevada requested that all of the 
Nevada side of the Basin (Washoe, 
Carson City and Douglas Counties] be 
redesignated to attainment. Action on 
the Douglas County part of the Nevada 
request will be proposed separately by 
EPA. 

On July 14 and 26.1983. EPA 
respionded to the May 1983 
redesignation requests from Nevada and 
California, respectively. Both States 
were informed that redesignation of the 
more urbanized portions of the areas 
requested would not be possible at that 
time. The California ARB was Informed 
that additional documentation would be 
needed before the Tahoe City area of 
Placer County could be redesignated 
because the Park Service had reportedly 
measured a violation of the 8-hour CO 
standard at a discontinued monitoring 
site five years earlier. 

The State of Nevada. NDCNR. was 
informed that redesignation of the 
Nevada portion of the south shore bi¬ 
state urban core area would not be 
possible because of the EPA 
redesignation policy which requires that 
areas with sources which contribute to 
violations be retained as nonattainment 
areas for planning purposes. This 
portion of the redesignation request will 
be the subject of a separate EPA actioiL 

Evaluation 

At the suggestion of EPA. the ARB 
modeled both the 1978/79 emission and 
meteorological conditions, in an attempt 
to recreate the violation at the old Park 
Service site, and also the current 
emissions to demonstrate that there 
were no current violations. The 
modeling results fell far short of 
predicting a violation and EPA 
suggested that the redesignation would 
require monitoring. After additional 
monitoring was completed in 1984/85. 
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EPA concluded that the only measured 
CO violation in the north shore area 
(1978/79) was highly suspect. The 
conservative nature of station and probe 
siting problems and the low measured 
concentrations encountered in 1984/85, 
together with the lack of any quality- 
assurance information on the 1978/79 
data, indicated that the area probably 
never had a violation. The Nevada 
counties being considered In this action 
have no measured or modeled air 
quality data. 

Although measured data is 
Incomplete, the modeling and 
monitoring required by EPA confirm the 
EPA premise that areas with few 
sources and low populations are not 
anticipated to experience CO violations 
or to contribute significantly to 
violations in “urban core** areas. 

This premise, contained in 
redesignation criteria guidance provided 
to California and Nevada on December 
28,1984 and January 2,1985, 
respectively, also allows EPA to 
redesignate the more rural areas, but 
also requires that the more urbanized 
areas close to the measured violations 
be retained as nonattainment areas. 

This policy has been supported by the 
9th Circuit. U.S. Court of Appeals in 
Western Oil and Gas Association, et aL 
V. EPA, Case Nos. 83-7831 and 84-7403. 
filed on July 30.1985. 

EPA believes that this action is 
appropriate and that separate actions on 
the Nevada request are consistent with 
EPA policy since information submitted 
and approved as a part of the California 
Nonattainment Area Plan (NAP) show's 
little traffic movement from the north to 
the south shore areas of the lake. Thus, 
the northern parts of the Lake Tahoe Air 
Basin contribute insignificantly to the 
measured violations in El Dorado 
County, California. EPA also believes 
that no violations ever existed in Placer, 
Washoe, or Carson City Counties, 
because the few sources and low 
population of the area are not conducive 
to the formation of sufficient quantities 
of CO to cause violations. The general 
criteria for redesignation to attainment, 
two-years of quality-assured, violation- 
free ambient air quality data and the 
implementation of EPA approved 
control measures, are not appropriate in 
such rural CO areas which should have 
been designated attainment originally. 

For CO, certain minimum size 
requirements exist for nonattainment 
areas which have not been shown to be 
free of measured or modeled violations. 
National policy specifies that the urban 
core area is the minimum size of a CO 
nonattainment area. No urban core area 
exists in the portions of the Lake Tahoe 


Air Basin pro|>osed for redesignation 
through this notice. 

Proposed Action 

EPA has reviewed the requests by the 
California ARB and the (Nevada) 

NDCNR and has determined that the 
Placer County, California and the 
Washoe and Carson City Counties, 
Nevada portions of the Lake Tahoe Air 
Basin should be proposed for 
redesignation from nonattainment to 
attainment for CO. 

Regulatory Process 

Under 5 U.S.C. section 605(b), I certify 
that this action will not have a 
significant economic impact on a 
substantial number of small business 
entities. (See 46 FR 8709.) 

The Office of Management and Budget 
has exempted this action from the 
requirements of section 3 of Executive 
Order 12291. 

List of Subjects in 40 CFR Part 81 

Air pollution control. National parks. 
Wilderness areas. 

Authority: 42 U.S.C. 7401-7642. 

Dated: )ime 12.1986. 

Judith E. Ayres, 

Regional Administrator. 

[FR Doc. 86-21390 Filed 9-19-86: 8:45 am) 
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40 CFR Part 261 

(SW-FRL-3083-6] 

Hazardous Waste Management 
System; Identification and Listing of 
Hazardous Waste; Proposal To Deny 
Petitions 

agency: Environmental Protection 
Agency. 

action: Proposed rule and request for 
comment. 

summary: The Environmental Protection 
Agency (EPA) today is proposing to 
deny the petitions submitted by five 
petitioners to exclude their wastes from 
the lists of hazardous wastes contained 
in 40 CFR 261.31 and 261.32. This action 
responds to delisting petitions submitted 
under 40 CFR 260.20, which allows any 
person to petition the Administrator to 
modify or revoke any provision of Parts 
260 through 265,124, 270. and 271 of 
Title 40 of the Code of Federal 
Regulations, and 40 CFR 260.22, which 
specifically provides generators the 
opportunity to petition the 
Administrator to exclude a waste on a 
‘‘generator-specific basis’* from the 
hazardous waste lists. The effect of this 
action, if promulgated, would be to deny 


the exclusion of certain wastes 
generated at particular facilities from 
listing as hazardous wastes under 40 
CFR Part 261; thus, all the petitioned 
wastes would be considered hazardous. 

The Agency had previously evaluated 
three of the petitions which are 
discussed in today’s notice. Based upon 
our review at that time, all three of the 
petitioners were granted temporary 
exclusions. Due to changes to the 
delisting criteria required by the 
Hazardous and Solid Waste 
Amendments of 1984. however, these 
petitions and the other two petitions 
Included in this notice have been 
evaluated for the factors for which the 
wastes were originally listed, as well as 
other factors and toxicants which 
reasonably could cause the wastes to be 
hazardous. Based upon these 
evaluations, the Agency has determined 
that the petitioning facilities have not 
substantiated their claims that the 
wastes are non-hazardous. The Agency, 
therefore, is proposing to deny the 
exclusions of wastes from all five 
petitioning facilities and revoke the 
three temporary exclusions. 

In addition to the proposed denials, 
the Agency is presenting its preliminary 
results of the toxicity testing that has 
been conducted on nickel that will be 
used for the evalution of allowable 
concentrations of nickel in wastes. (See 
Appendix I of this notice.) These results 
do not suggest that the interim nickel 
level should be changed at this time: 
rather it suggests that the final 
regulatory standard for nickel will be no 
greater than the interim level, and is 
likely to be lower. We are proposing, 
therefore, to deny a petition if the 
concentration of nickel at the 
compliance point (using the VHS model) 
exceeds the interim standard for nickel. 
All five of the petitions being proposed 
for denial today are, in fact, being 
denied solely on their high nickel levels. 

DATES: EPA will accept public 
comments on the proposed decision to 
deny these petitions until October 14, 
1986. Any person may request a hearing 
on these proposed denials by filing a 
request with Bruce Weddle, whose 
address appears below, by October 7, 
1986. The request must contain the 
information prescribed in 40 CFR 
260.20(d). 

ADDRESSES: Send three copies of your 
comments to EPA. Two copies should be 
sent to the Docket Clerk, Office of Solid 
Waste (WH-562), U.S. Environmental 
Protection Agency, 401 M Street SW., 
Washington. DC 20460. A third copy 
should be sent to Jim Kent, Variances 
Section. Assistance Branch. PSP/OSW 













(WH-563). U.S. Environmental 
Protection Agency. 401 M Street SVV^ 
Washington, DC 20460. Identify your 
comments at the top with this regulatory 
docket number: ‘T-Bd-NmP-FFFFF*. 

Requests for a hearing should be 
addressed to Bruce Weddle Director, 
Permits and State Programs Division, 
Office of Solid Waste (WH-563). U.S. 
Environmental Protection Agency, 401M 
Street SW., Washington. DC 20460. 

The RCRA regulatory docket for these 
proposed denials is located at U.S. 
Environmental Protection Agency, 401 M 
Street SW. (sub-basement), Washington. 
DC 20480. and is available for viewing 
from 9:30 a.m. to 3:30 p.m., Monday 
through Friday, excluding Federal 
holidays. Call Mia Zmud at (202) 475- 
9327 or Kate Blow (202) 382-4675 for 
appointments. The public may copy a 
maximum of 50 pages of material from 
any one regulatory docket at no cost. 
Additional copies cost $.20 per page. 

FOR FURTHER INFORMATION CONTACT: 
RCRA Hotline, toll free at (800) 424- 
9346. or at (202) 382-3000. For technical 
information, contact Lori DeRose, Office 
of Solid Waste (WH-562B). U.S. 
Environmental Protection Agency, 401 M 
Street SW.. Washington, DC 20460. (202) 
382-5096. 

SUPPLEMENTARY INFORMATION: 
Background 

On January 16,1981. as part of its final 
and interim final regulations 
implementing Section 3001 of RCRA, 

EPA published an amended list of 
hazardous wastes from non-specific and 
specific sources. This list has been 
amended several times, and is published 
in 40 CFR 261.31 and 281.32. These 
wastes are listed as hazardous because 
they typically and frequently exhibit any 
of the characteristics of hazardous 
wastes identified in Subpart C of Part 
261 (i.e., ignitability. corrosivity, 
reactivity, and extraction procedure [EPJ 
toxicity) or meet the criteria for listing 
contained in 40 CFR 261.11(a)(2) or 
(a)(3). 

Individual waste streams may vary, 
however, depending on raw materials, 
industrial processes, and other factors. 
Thus, while a waste that is described in 
these regulations generally is hazardous, 
a specific waste from an individual 
facility meeting the listing description 
may not be. For this reason. 40 CFR 
260.20 and 260.22 provide an exclusion 
procedure, allowing persons to 
demonstrate that a specific waste from a 
particular generating facifity should not 
be regulated as a hazardous waste. 

To be excluded, petitioners must show 
that a waste generated at their facility 
does not meet any of the criteria for 


which the waste was listed. (See 40 CFR 
260.22(a) and the background documents 
for the listed wastes.) In addition, the 
Hazardous and Solid Waste 
Amendments of 1984 (HSWA) require 
the Agency to consider factors 
(including additional constituents) other 
than those for which the waste was 
listed, if there is a reasonable basis to 
believe that such additional factors 
could cause the waste to be hazardous. 
Accordingly, a petitioner also must 
demonstrate that his waste does not 
exhibit any of the hazardous waste 
characteristics, as well as present 
sufficient information for the Agency to 
determine whether the waste contains 
any other toxicants at hazardous levels, 
(See 40 CFR 260.22(a); section 222 of the 
Hazardous and Solid Waste 
Amendments of 1984. 42 U.S.C. 6921(f); 
and the background documents for the 
listed wastes.) 

In addition to wastes listed as 
hazardous in 40 CFR § 261.31 and 
§ 261.32, residues from the treatment, 
storage, or disposal of listed hazardous 
wastes also are eligible for exclusion 
and remain hazardous wastes until 
excluded. (See 40 CFR 261.3(c) and 
(d)(2).) Again, the substantive standard 
for “delisting” is: (1) That the waste not 
meet any of the criteria for which it was 
listed originally; and (2) that the waste 
is not hazardous after considering 
factors (including additional 
constituents) other than those for which 
the waste was listed, if there is a 
reasonable basis to believe that such 
additional factors could cause the waste 
to be hazardous. Where the waste is 
derived from one or more listed 
hazardous wastes, the demonstration 
may be made with respect to each 
constituent or the waste mixture as a 
whole. (See 40 CFR 260.22(b).) 

Approach Used to Evaluate Delisting 
Petitions 

T^e Agency first will evaluate the 
petition to determine whether the waste 
(for which the petition was submitted) is 
non-hazardous based on the factors for 
which the waste was originally listed. If 
the Agency believes that the waste is 
still hazardous (based on the original 
factors), it will propose to deny die 
petition. If, however, the Agency agrees 
with the petitioner that the waste is non- 
hazardous with respect to the criteria 
for which the waste was listed, it then 
will evaluate the waste with respect to 
other factors or criteria, if there is a 
reasonable basis to believe that such 
additional factors could cause the waste 
to be hazardous. 

The Agency is using a hierarchical 
approach in evaluating petitions for the 
other factors or contaminants (/.e., those 


listed in Appendix VIU of Part 261). This 
approach may. in some cases, eliminate 
the need for additional testing. The 
petitioner can choose to submit a raw 
materials list and process descriptions. 
The Agency will evaluate this 
information to determine whether any 
Appendix VIII hazardous constituents 
are used or formed in the manufacturing 
and treatment process and are likely to 
be present in the waste at significant 
levels. If so, the Agency then will 
request that the petitioner perform 
additional analytical testing. If the 
petitioner disagrees, he may present 
arguments on why the toxicants would 
not be present in the waste, or. if 
present, why they would pose no 
toxicologiccil hazard. The reasoning may 
include descriptions of closed or 
segregated systems, or mass balance 
arguments relating volumes of raw 
materials used to the rate of waste 
generation. If the Agency finds that the 
arguments presented by the petitioner 
are not sufficient to eliminate the 
reasonable likelihood of the toxicant's 
presence in the waste at levels of 
regulatory concern, the petition would 
be tentatively denied on the basis of 
insufficient information. The petitioner 
then may choose to submit the 
additional analytical data on 
representative samples of the waste 
during the public comment period. 

Rather than submitting a raw 
materials list, petitioners may test their 
waste for any additional toxic 
constituents that may be present and 
submit this data to the Agency. In this 
case, the petitioner should submit an 
explanation of why any constituents 
from Appendix VIII of Part 261, for 
which no testing was done, would not 
be present in the waste or, if present, 
why they would not pose a toxicological 
hazard. 

In making a delisting determination, 
the Agency evaluates each petitioned 
waste against the listing criteria and 
factors cited in 40 CFR 261.11 (a)(2) and 
(a)(3). Specifically, the Agency considers 
whether the waste is acutely toxic, as 
well as the toxicity of the constituents, 
the concentration of the constituents in 
the waste, their tendency to migrate and 
bioaccumulate, their persistence in the 
environment once released from the 
waste, plausible types of management of 
the waste, and the quantities of the 
waste generated. In this regard, the 
Agency has developed an analytical 
approach to the evaluation of wastes 
that are landfilled and land treated. See 
50 FR 7882 (February 26,1985). 50 FR 
48886 (November 27,1985). and 50 FR 
48943 (November 27,1985). The overall 
approach, which includes a groundwater 
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transport model is used to predict 
reasonable worst-case contaminant 
levels In ground water In nearby 
receptor wells (/.e„ the model estimates 
the ability of an aquifer to dilute the 
toxicants from a specific volume of 
waste). The land treatment model also 
has an air component and predicts the 
concentration of specific toxicants at 
some distance downwind of the facility. 
The compliancepoint concentration 
determined by the model then is 
compared directly to a level of 
regulatory concern. If the value at the 
compliance point predicted by the model 
is less than the level of regulatory 
concern, then the waste could be 
considered non-hazardous and a 
candidate for delisting. If the value at 
the compliance point is above diis level 
however, then the waste probably still 
will be considered hazardous, and not 
excluded from Subtitle C control.^ 

This approach evaluates the 
petitioned wastes by assuming 
reasonable worst-case land disposal 
scenarios. This approach has resulted in 
the development of a sliding regulatory 
scale which suggests that a large volume 
of waste exhibiting a particular extract 
level would be considered hazardous, 
while a smaller volume of the same 
waste could be considered non- 
hazardouB.* * The Agency believes this to 
be a reasonable outcome since a larger 
quantity of the waste (and the toxicants 
in the waste) might not be diluted 
sufficiently to result in compliance-point 
concentrations that are less than the 
level of regulatory concern. Tlie selected 
approach predicts that the larger the 
waste volume, the higher the level of 
toxicants at the compliance point For 
example, for wastes that are managed in 
landfills the mathematical relation^p 
(with respect to groimd water) yields at 
least a six-fold dilution of the toxicant 
concentration initially entering the 
aquifer any waste exhibiting 
extract concentrations equal to or less 
than six times a level of regulatory 
concern will generate a toxicant 
concentration at the compliance point 
equal to or less that same level). 
Depending on the volume of waste, an 
additional five-fold dilution may be 
imparted, resulting in a total dilution of 
up to thirty-two times. 


* The Agency propoeed a ftinilar approach. 
Including a groo^ water tranaport niodaC at pail of 
the land dispoaal reatiicUoof (aae 61 FR 1602. 
fanuary 14.1966). The Agency hat not completed ite 
evaluation of the commentt on thU propotal. 
however. If a regulation ia promulgated, using the 
ground water traniport mcMiel. the Agency wi^ 
conelder revising the delitting aoalyeia. 

* Other faciora may retuU in the denial of a 
petillon. such at actual ground water monitorhig 
data or spot check verification data. 


The Agency is using this approach as 
one factor in determining the potential 
impact of the unregulated disposal of 
petitioned waste on human health and 
the environment. In fact, tiie Agency has 
used this approach in evaluating each of 
the petitioned wastes discussed in 
today's publication. As a result of this 
evaluation, the Agency is proposing to 
deny the petitions discussed in this 
notice. 

It should be noted that the Hazardous 
and Solid Waste Amendments of 1984 
require the Agency to provide notice 
and an opportunity for public comment 
before a final rule is made to grant or 
deny an exclusion. All of the denials 
proposed today will not become 
effective unless and until they are made 
final. A notice of final denial will not be 
published until all public comments 
(including those at requested hearings, if 
any) are addressed. 

Petitiooera 

The Agency prt^oses to deny the 
following exdusion requests: 

General Motors Corporation/Chevrolet- 
Pontiac-Canada Group. Pontiac, 
Michigan: 

Lacks Industries, Grand Rapids, 

Michigan: 

Light Metals Coloring Company. Inc., 
Southington. Connecticut: 

PEC Industries, Orlando. Florida: 

Radford Army Ammunition Plant, 
Radford. Virginia. 

1. Gonaral Motors Corporation/ 
CbovToiat-PootiaoCanada Group 

A. Petition for Exclusion 

General Motors Corporation, 
Chevrolet-Pontiac-Canada Group (CPC), 
located in Pontiac, Michigan, is involved 
in the manufacture and assembly of 
automobiles. In September of 1981, CPC 
petitioned the Agency to exclude its 
wastewater treatment sludge, presently 
listed as EPA Hazardous Waste No. 
P006—Wastewater treatment sludges 
from electroplating operations except 
from the following processes: (1) Sulfuric 
acid anodizing of aluminum: (2) tin 
plating on carbon steel: (3) zinc plating 
(segregated basis] on carbon steel: (4) 
aluminum or zinc-aluminum plating on 
carbon steel; (5) cleaning/stripping 
associated with tin, zinc, and aluminum 
plating on carbon steel: and (6) chemical 
etching and milling of aluminum. The 
listed constituents of concern for EPA 
Hazardous Waste No. F006 are 
cadmium, bexavalent chromhim, nickel, 
and cyanide (complexed). 

Based upon the Agency's review of 
their petition. CPC was granted a 
temporary exclusion on November 22. 
1962 (see 47 Fmleral Register 52674). The 


Agency’s basis for granting the 
temporary exclusion (at that time) was 
the low migratory potential of the 
constituents of concern, namely 
cadmium, bexavalent chromium, nickel, 
and cyanide (complexed). Since that 
time, the Hazardous and Solid Waste 
Amendments of 1984 were enacted. In 
part, these Amendments require the 
Agency to consider factors (Including 
additional constituents) other than those 
for which the waste was originally 
listed, if the Agency has a reasonable 
basis to believe that such additional 
factors could cause the waste to be 
hazardous. (See section 222 of the 
Amendments, 42 U.S.C. 6921(f).) As a 
resull. the Agency has re-evaluated 
CPC’s petition to: (1) Determine whether 
the temporary exclusion should be made 
final based on the factors for which the 
waste was originally listed: and (2) 
evaluate the wastes for additional 
factors (other than those for which the 
waste was listed) to determine whether 
the waste Is non-hazardous.* This notice 
presents the results of the Agency's re- 
evaluation of this petition. 

In support of their petition, CPC has 
submitted a detailed description of its 
production and wastewater treatment 
processes, including schematic 
diagrams; total constituent analyses and 
Oily Waste EP toxicity lest results of the 
sludge for cadmium, total chromium, 
and nickel: and total constituent 
analyses and distilled water leach test 
results for cyanide. CPC also submitted 
results from Oily Waste EP toxicity tests 
for arsenic, barium, lead, mercury, 
selenium, and silver, and total oil and 
grease analyses on representative 
samples collected from the dewatered 
sludge. In addition, CPC submitted a list 
of all raw materials used in the 
manufacturing process. The Agency 
requested and reviewed this 
information, as noted above, In order to 
determine whether any hazardous 
constituents, other than those for which 
the waste was originally listed, could be 
present in the waste at levels of 
regulatory concern. 

CPC manufactures and assembles 
automobiles. In the production process, 
automobile components are degreased, 
phosphated. electroplated, coated, 
painted, or electropainted. Metallic and 
acid wastes are segregated from alkali 
and oily wastes. Chromium in the 
metallic and acid wastes is reduced by 


■ Since the graoUog of the temporary exclualoiL 
CPC changed itt plating operaUone, doeing down 
certain operationa. As a reeuh of this change and 
the new requiresneots of the Amendmentm, the 
Agency requested additkma) informatkm from CPC 
Thif Infonnatioo was aubmittad on November 14. 
1965. 
















sulfur dioxide prior to lime 
neu^alization. polymer flocculation, and 
clarification. Alkali and oily wastes are 
treated with acid, alum, polymers, 
caustic, and flocculant, and are 
subsequently clarified. The segregated 
sludges are combined, thickened, 
dewatered by vacuum filtration, 
accumulated in a pile, and taken to a 
landfill. 

To characterize the wastewater 
treatment sludge and adequately show 
its variability, four samples were 
collected at one-week Intervals. To 
ensure that each sample was 
representative of the sludge, several 
subsamples were collected from random 
locations in the sludge pile, and 
composited each sampling day. CPC 
claims that these samples are 
representative of any variation of the 
listed and non-listed constituent 
concentrations in the wastestream since 
the manufacturing and treatment 
processes do not vary. CPC further 
claims that the use of raw materials 
does not vary over time. Consequently, 
they believe that the samples collected 
and analyzed fully characterize their 
waste. 

Total constituent analyses of the 
sludge for the listed constituents 
revealed the maximum concentrations 
presented in Table 1. 


Table 1.—Analyses of Usteo 
Constituents 



Maximum total 
conoontralion 
(ppm) 

Cd„„. 


Cr (total). .. 

4 

Ni-. 

1,600 

1.000 

CN(to<an.„ . 


3 


As the samples had an oil and grease 
content of between 15 and 18 percent by 
weight. Oily Waste EP toxicity analyses 
were performed on the sludge samples 
for both the listed constituents and the 
non-listed metals.-* Table 2 presents the 
maximum concentrations detected from 
oily EP toxicity test results. 

In addition to these analytical tests. 
CPC had its sludge tested for reactivity 
as defined in § 261.23(a). In normal 
laboratory handling, the sludge samples 
Old not generate gases or vapors, and 
did not react violently with water or 
acid. CPC also submitted a list of raw 
materials used in their manufacturing 
and wastewater treatment processes. 
This list indicated toluene, xylene, 
meAyl ethyl ketone, and phenol were 
used in the manufacturing process. As 


Register 425S1. October 23.1964. 


explained in the next section, however, 
the Agency did not request CPC to 
analyze for these containments. CPC 
estimates its average total annual 
generation of sludge to be 
approximately 2230 tons (2204 cu. yds.); 
maximum annual generation is not 
expected to exceed 2980 tons (2944 cu. 
yds.). 

Table 2.—Analyses of Constituents of 
Concern 



Maximum oly 
EP leacr«ta 
concentration 

(ppm) 

Cd. 


Or (to(aO„... 

<0.03 

A M 

Ni.„ . _ 


CN (total)*,. . 

0.10 


Ba. . .. 

0.04 

c 

Pb ....... ..,, .. 

<0.5 

A f A 

Hg... „ .. , *** ***■ 

U. lO 

^ A Aa 4 

Sa. 

<O.Wl 1 

A4 

Ag... 

<U.U1 

<0.06 


(teMed water leach teat. OiatHlad water la used 
wtractioo medkim to avoid 
the deatnjction of cyanide during the eartracHon procedure. 


B. Agency Analysis and Action 

Based on the data presented in its 
petition, CPC has not demonstrated to 
the Agency that its wastewater 
treatment sludge is non-hazardous. The 
Agency considers the sampling 
procedure used by CPC to be adequate. 
By compositing several randomly 
located subsamples into one sample 
each sampling day. CPC ensured that 
each sample was representative of the 
sludge generated that day. We also 
believe that a one-month sampling 
period is sufficient since there are no 
seasonal changes in the manufacturing 
process or raw materials and CPC is not 
a job shop. This point was confirmed in 
that the range of total concentrations 
and spike concentration percent 
recovery of the constituents of concern 
and the non-listed metals in the sludge 
did not vary significantly. The Agency. 
Aerefore. concludes that the analytical 
information provided by CPC is 
representative of the waste constituents 
contained in its wastewater treatment 
sludge. 

The Agency evaluated the mobility of 
the waste constituents in the sludge 
using the vertical and horizontal spread 
(VHS) model.® Table 3 presents the 
compliance point concentrations for 
constituents of concern and the non- 
listed metals predicted by the VHS 
model, based on CPC*8 maximum 
expected sludge generation (2980 tons) 


• See 50 FR 7882. Appendix 1 (February 28,1985) 
explanation of the development of the 
VHS model for use in the delisting program. See 
also 50 FR 48696. November 27.1065 for the final 
version of the VHS model. 


and maximum Oily Waste EP leachate 
levels. 

For all the EP toxic metals, the sludge 
exhibited concentrations less than the 
National Interim Primary Drinking 
Water Standards at the compliance 
point. In addition, cyanide 
concentrations, at the compliance point, 
did not exceed the U.S. Public Health 
Service suggested drinking water 
standard.® 

The V} IS model, however, predicts 
that the annual maximum expected 
sludge generation rate would result in 
compliance-point nickel concentrations 
much greater than the regulatory level of 
concern. Moreover, using the average of 
the nickel leachate concentrations (8.7 
ppm) and the calculated upper limit of 
95-percent confidence interval (11.64 
ppm), the VHS model computes 
compliance point concentrations of 1.2 
ppm and 1.61 ppm. respectively (both 
above the regulatory standard) when 
using the maximum expected amount of 
sludge generated annually. Even using 
the average annual sludge generation 
rate, expected compliance point nickel 
concentrations could be as high as 1.44 
ppm. which is significantly greater than 
the regulatory level of concern. 


Table 3.—COMPUANCE Point Concentra¬ 
tions FOR Constituents of Concern 



The Agency previously stated that it 
would not deny any nickel content until 
toidcity studies on nickel that were 
being conducted were completed, and a 
final regulatory level had been 
established (see 50 FR 20247, May 15, 
1985). Although these studies have not 
been completed, the preliminary results 
indicate that the final regulatory 
standard for nickel will be no greater 
than 0.35 mg/1; in fact these studies 
suggest that the regulatory level will be 
less than the interim standard of 0.35 
mg/1. We, therefore, believe it now 
appropriate to make a decision on the 
hazardousness of a waste due to its 


• Drinking Water Standard*. U,S. Public Health 

Service, Publication 958,1982, (0.2 ppm). 
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nickel content; in this case, we believe 
the level of nickel in the waste and its 
potential to leach from the waste is of 
regulatory concern.^ 

In addition, based on a review of 
CPC's list of raw materials used in the 
manufacturing process, naptha, and 
petroleum oils as well as the Appendix 
VIU hazardous constituents toluene, 
xylene, methyl ethyl ketone, and phenol 
could be expected to be found in the 
sludge. The Agency did not request that 
CPC test its sludge for these (and other) 
hazardous constituents, however, 
because of the presence of high 
concentrations of nickel In the sludge. 

Thus, the Agency concludes that 
CPC* •• 8 wastewater treatment sludge 
could prove to be hazardous to both 
human health and the environment, and 
as such, should be subject to regulation 
under 40 CFR Parts 262 through 266 and 
the permitting standards of 40 CFR Part 
270. The Agency, therefOTe, proposes to 
deny the petition and revoke the 
temporary exclusion granted to the 
General Motors Corporation, Chevrolet- 
Ponliac-Canada Group, located in 
Pontiac, Michigan, for its wastewater 
treatment sludge, as described in its 
petition. (CPC was notified in a letter, 
dated March 18.1986, that the 
Characterization and Assessment 
Division would recommend to the 
Assistant Administrator for Solid Waste 
and Emergency Response that CPC's 
petition be denied due to the potential of 
this waste to contaminate ground water 
with nickel. CPC did not respond to the 
Agency's letter.) 

n. Lacks Industries, Grand Rapids, 
Michigan 

A Petition for Exclusion 

Lacks Industries (Lacks), located in 
Grand Rapids. Michigan, is involved in 
the decorative plating of metal die 
casted parts. Lacks petitioned the 
Agency to exclude its metal hydroxide 
sludge, presently listed as EPA 
Haz^oufl Waste No. F006— 
Wastewater treatment sludges from 
electroplating operations, except from 
the following processes: (1) Sulfuric add 
anodizing of aluminum; (2) tin plating on 
cai^on steel; (3) zinc plating (segregated 
basis) on carbon steel; (4) aluminum or 
zinc-aluminum plating on carbon steel; 
(5) cleaning/stripping associated with 
tin, zinc, and aluminum plating on 
carbon steel; and (6) chemical etching 
and milling of aluminum. The petitioned 
waste was generated as a result of 
electroplating operations that ceased in 


' See Appendix I of thli notice for • tommery of 
the develofMnent of the Agency's intertm standi 
of nickel See also SO /77 20247. May IS, 1966. 


July 1984. The metal hydroxide waste 
generated by those operations presently 
is being stored in an on-site surface 
impoundment.” 

Lacks claims that EP toxicity tests of 
its sludge have yielded concentrations 
below permissible levels for all of the EP 
toxic metals, including the constituents 
of concern for EPA Hazardous Waste 
No. F006—cadmium, hexavalent 
chromium, nickel, and cyanide 
(complexed). Lacks further claims that 
no hazardous substances, other than 
those for which the sludge was tested, 
were used or are likely to be present in 
the metal hydroxide sludge. 

In support of their petition. Lacks has 
submitted descriptions, including 
schematic diagrams, of the 
manufacturing and treatment processes 
that contributed to the subject waste. 
Lacks claims that these descriptions 
represent all of the manufacturing and 
treatment processes that have 
contributed to the waste. Lacks also 
submitted a list of all feed materials 
used in the manufacturing processes; a 
list of the materials used or produced at 
the plant that either were discharged 
into the waste stream or were likely to 
enter the waste; results from EP toxicity 
analyses for all the EP toxic metals and 
nickel; and results of total constituent 
analyses for cyanide. In addition. Lacks 
submitted test results for total oil and 
grease, and assessments of the waste for 
ignitability, corrosivity, and reactivity, 
on samples taken from the waste in the 
on-site surface impoundment. The 
Agency requested much of this 
information, as noted above, to 
determine if hazardous constituents 
other than those for which the waste 
was originally listed, are present in the 
waste at levels of regulatory concern. 

Prior to July 1984, Lacks was engaged 
in cyanide copper/duplex nickel/ 
chrome electroplating of zinc die-casted 
parts at their Grand Rapids, Michigan 
plant Rinse waters containing nickel, 
chromium, cmd cyanide were treated 
via: (1) Alkaline chlorination; (2) 
chromium reduction where hexavalent 
chromium is reduced to trivalent 
chromium via sulfonation; or (3) 
neutralization, which merged the 
chromium and cyanide wastes with the 


* Lftcks originally aubcnittad tbclr patiUon in ftmt 
1965. Before their auboutaion. the Hazardous and 
Solid Waste Amendments (HSWAJ of 1984 vwe 
enacted. In part tha amendmentt require tha 
Agency to oonaider factors (induding additional 
conadtuenta) odier than those for which tha waste 
was hated. If the Agency haa a reasonable baait to 
believe that such additional factors could cause the 
waste to be hazardous (See section 2Z2 of die 
Amendments. 42 U.S.C. 6921101 Since the petition 
was Incomplete, additfona! hdormation was 
requested from Lacks. This Information was 
aubmiUed to the Agency on October 31.1965. 


nickel acid, and caustic streams. The 
treated rinse waters were discharged to 
a series of seepage lagoons for final 
ground water discharge. The lagoons 
have been In use since 1963. 

The waste under consideration for 
exclusion consists of sludges dredged 
from seepage Lagoons #1 and #2 stored 
In Lagoon #3. Lagoon #3 has also 
received treated rinse waters (from 
overflows due to dike failures). 
Approximately 15.540 cubic yards of 
metal hydroxide sludge is being stored 
in Lagoon #3. the only lagoon for which 
Lacks requested an exclusion. If an 
exclusion is granted. Lacks claims that it 
will cap the surface impoundment with 2 
feet of compacted clay. This layer will 
be covered ivith 4 inches of top soil and 
will be seeded. A run-off control system 
also will be installed and in-place 
monitoring wells will continue to be 
monitored.” 

The first seven composite samples 
were collected from December 8,1983 
through July 11,1984. One additional 
composite sample was collected on 
August 5.1985, and submitted in a 
supplement to the original petition. The 
first seven samples represented the 
entire area of the surface impoundment 
and were approximately equidistant 
from each other. Each composite sample 
consisted of three samples, collected at 
1-. 3-. and 5-foot depths, from each of the 
seven sampling points. 

EP toxicity analyses for the listed 
constituents revealed the maximum 
concentrations reported in Table 1.^® 


Table 1.—Maximum CoNCEirmATiONS (mg/l) 


Constituenl 

EP 

leachate 

analyses 


<0005 

... 

0.42 

r*4.i _ ... 

ai9 

Mi . . . 

31 




EP toxicity analyses for the remaining 
EP toxic metals produced the maximum 
concentrations reported in Table 2. The 
maximum total oil and grease content 
and of the waste was reported as 1,700 
ppm. In addition. Lacks provided test 
data indicating that the sludge is not 
ignitable, corrosive, or reactive. 


• Gnnind waler mocltortng data for thU fadUty 
was supplied to the Asency with the petition. Lacks 
provided four quarterly asm pies (1968-84) from up¬ 
end downgradieot wells which waa collected in 
accordance with RCRA (Sobpart F) and with 
Midilgan atate regulaUooa. This data Indicatei that 
the plant operations have adversely impacted the 
ground water at the site, although not to a largo 
degree. 

•• Lacks did not provide total comtituent 
analyses results. 


























Furthermore. Lacks submitted a list of 
raw materials used in their process. 


Table 2.—Maximum CkJNCENTRATiONS (mg/l) 


Constituent 

EP 

leacnate 

analyses 

As... 

fwt 

Ba. 




<U.UVD 

A A 

Pb. 

riA 

Ho-- 




C w.l/W 
<0001 

So 




Aq..... . _ . 

<v.UUO 

<0.01 



Based on the Agency’s review of this 
list, several other Appendix VIII 
hazardous constituents, other than those 
tested for, were used in the process. 
Lacks did not evaluate its waste for the 
presence of any organic Appendix VIII 
constituents. 

B. Agency Action and Analysis 

^sed on the data presented In its 
petition, Lacks has not demonstrated to 
the Agency that the sludge contained In 
its on-site surface Impoundments Is non- 
hazardous. The Agency believes that 
Lacks* sampling process was intended to 
record any vertical or horizontal 
stratification of the waste occurring in 
the impoundment. Although samples 
taken from the on-site surface 
impoundment may be representative of 
the disposed waste, complete depth core 
composite analyses are usually required. 
Since the sludges in Lagoon #3 have 
been found to be as deep as 15' (average 
depth 12-14'), the Agency is concerned 
that the sampling scheme (which 
sampled only to a depth of 5 ) is not 
sufficient to evaluate the impounded 
sludge in Lagoon #3. 

The Agency has evaluated the 
mobility of the toxic constituents in 
Lacks* waste using the vertical and 
horizontal spread (VHS) model.'* This 
evaluation uses the total volume of 
waste (15,540 cubic yards) and the 
maximum reported EP leachate test 
results as input parameters. Maximum 
predicted compliance point 
concentrations for the listed 
constituents are reported in Table 3. The 
calculated compliance-point 
concentrations for the non-listed 
constituents are listed in Table 4. 
Maximum EP leachate values are used 
in the evaluation because the few 
samples submitted by Lacks do not 
permit any other statistically valid value 
to be used to evaluate the waste. The 
regulatory standards to which the 
compliance point concentrations are 
compared are also presented in Tables 3 
and 4. 


•' Sec footnote 5. 


Table 3.— VHS Model: Predicted 
Compliance Point Concentrations (mg/l) 


Constituent 

Impound¬ 
ed siudoe 

Reguia- 

ata^ct 

Cd... 

<00008 

n 

001 

Cr Clolai^.. 

CNttotaft. 

U.UDP 

0.030 

4 9 

o.os 

0.20 

n 

Ni... 



l/.JO 


Table 4.—VHS Model: Predicted 
Compliance Point Concentrations (mg/l) 


Constituent 

Impound¬ 
ed skjdge 

Regula- 

ati^Sard 

As... ^ 

A A A A A 

o p o p o o 

005 

1.0 

0.05 

0.002 

0.01 

0.05 

Ba. 

Pb....... . , .. 

Ho ___ _ _ 

Se_ . 

Ao_ _ 



The sludge exhibited cadmium levels 
(at the compliance point) below the 
National Interim Primary Drinking 
Water Standard and cyanide levels 
below the U.S. Public Health Service's 
suggested drinking water standard.** 
The sludge, however, exhibits chromium 
levels above the National Interim 
Primarj' Drinking Water Standard 
(NIPDWS) for chromium and nickel 
levels above the Agency*8 Interim 
Health Advisory. The Agency previously 
stated that it would not deny any 
petition for its nickel content until the 
toxicity studies on nickel that were 
being conducted were completed, and a 
final regulatory level had been 
established (see 50 FR 20247. May 15, 
1985). Although these studies have not 
been completed, the preliminary results 
indicate that the final regulatory 
standard for nickel will be no greater 
than 0.35 mg/l; in fact, these studies 
suggest that the regulatory level will be 
less than the interim standard of 0.35 
mg/l. We, therefore, believe it now 
appropriate to make a decision on the 
hazardousness of a waste due to its 
nickel content; in this case, we believe 
the level of nickel in the waste and its 
potential to leach from the waste is of 
regulatory concern.** These 
constituents, therefore, are of regulatory 
concern. 

The Agency concluded, through the 
use of the VHS model, that none of the 
other EP toxic metals are present in the 
impounded sludge at levels of regulatory 
concern (/.e., none are above the 
Agency*8 individual regulatory 
standards at the compliance point in the 
VHS model—see Table 4). 

The Agency has also concluded that 
several hazardous organic constituents 


See footnote R 

*• See footnote 7. 


may be present in the waste. In 
particular, in reviewing the list of raw 
material supplied by Lacks, several 
organic compounds, including 
formaldehyde, will be present in the 
waste. Lacis did not evaluate its waste 
for the presence of organic constituents. 
The Agency, therefore, considers the 
petition incomplete. 

The Agency believes that, based upon 
the constituents and factors evaluated, 
the metal hydroxide wastes previously 
generated by electroplating operations 
at the Lacks Industries plant in Grand 
Rapids. Michigan cannot be considered 
non-hazardous. The prediction of nickel 
and chromium levels (at the compliance 
point) using the VHS model reveals 
concentrations that exceed the 
regulatory standards and indicates a 
potential for the sludge to leach nickel 
and chromium at sufficient levels to 
contaminate ground water. In addition, 
information necessary for the Agency to 
fully evaluate the waste was not 
provided by Lacks, thus making the 
petition incomplete. The Agency, 
therefore, proposes to deny this petition 
for exclusion of the metal hydroxide 
sludges presently stored on-site by 
Lacks Industries at Its Cascade Road 
site in Grand Rapids. Michigan.*^ 

III. Light Metals Coloring Company. Inc. 

A. Petition for Exclusion 

Light Metals Coloring Company, Inc. 
(Light Metals), located in Southington. 
Connecticut, is an aluminum finishing 
job shop. Light Metals has petitioned the 
Agency to exclude its treated sludge, 
presently listed as EPA Hazardous 
Waste No. F019— Wastewater treatment 
sludges from the chemical conversion 
coating of aluminum. The listed 
constituents of concern for this waste 
are hexavalent chromium and cyanide 
(complexed). 

Based upon the Agency*8 review of 
their petition, Light Metals was granted 
a temporary exclusion on November 22, 
1982 (see 47 FR 52675). The basis for 
granting the exclusion was the low 
concentration and/or the immobile 
nature of the constituents of concern 
(hexavalent chromium and complexed 
cyanide) in the waste. Since that time, 
the Hazardous and Solid Waste 
Amendments were enacted. In part the 
Amendments require the Agency to 
consider factors (including additional 


Lacka waa noticed In a loUer. dated fanuaiy 10. 
1988, that the Characterization and Aaaeasment 
Divialon would recommend to the Assistant 
Adminlatralor for Solid Waate and Emergency 
Reaponae that Lacks' petition be denied due to the 
potential of this waate to contaminate ground water 
with nickel and chromium. Lacka did not respond to 
the Agency's letter. 
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constituents) other than those for which 
the waste was listed, if the Agency has 
a reasonable basis to believe that such 
additional factors could cause the waste 
to be hazardous waste. (See section 222 
of the Amendments. 42 U.S.C. 6921(f).) In 
anticipation ofeither enactment of this 
legislation or regulatory changes by the 
Agency. EPA requested additional 
information from Light Metals. This 
information was submitted on April 14, 
1984, June 5 and September 16.1985. As 
a result, the Agency has re-evaluated 
Light Metals’ petition to: (1) Determine 
whether the temporary exclusion should 
be made final based on the criteria for 
which it was originally listed and (2) 
evaluate the waste for factors (other 
than those for which the waste was 
originally listed) to determine whether 
the waste is non-hazardous. Today’s 
notice is the result of our re-evaluation 
of their petition.^® 

In support of their petition, Light 
Metals has submitted a detailed 
description of its manufacturing and 
wastewater treatment processes, 
including schematic diagrams; total 
constituent analyses and EP toxicity test 
results of the sludge for total chromium; 
and total constituent analyses and 
distilled water leach test results for 
cyanide. Light Metals also submitted 
total constituent analyses and EP 
toxicity test results for arsenic, barium, 
cadmium, lead, mercury, selenium, 
silver, and nickel, and total oil and 
grease analyses on representative waste 
samples. Light Metals further submitted 
a list of raw materials used in the 
manufacturing and wastewater 
treatment processes. The Agency 
requested much of this information, as 
noted above, to determine if hazardous 
constituents, other than those for which 
the waste was originally listed, are 
present in the waste at levels of 
regulatory concern. 

Light Metals is an aluminum finishing 
job shop. Surface preparation processes 
include cleaning (in acid or alkaline 
baths), etching, and bright dipping. The 
conversion coating processes (alodine 
and anodizing) provide corrosion 
protection to the aluminum surface. 
Post-finishing operations consist of 
dyeing and sealing (nickel acetate 


The wastewater treatment system described In 
Light Metals' petition involves sludge drying beds 
and a storage surface impoundment. The petition is 
based on samples collected and analyzed from the 
storage impoundment (the drying beds were not 
sampled as part of the petition; the temporary 
exclusion, therefore, does not cover them). No new 
material, however, has been added to the 
impoundment since September. 1S65: Light Metals 
has installed a filter press, and the waste currently 
generated is not included in this petition. 


solution, nickel salts, or potassium 
dichromate are used). 

Rinsewaters from the chrome bearing 
tanks are pretreated with sodium 
hydrosulfite to reduce hexavalent 
chromium to the trivalent state. The 
chrome bearing wastewalef then flows, 
to a pH adjustment tank (caustic soda 
added), where it mixes with the 
remainder of the rinsewaters. 

Neutralized wastewater flows to a 
settling tank where an anionic polymer 
is added to Improve settling. (The 
rinsewater and solution drag-out from 
the dye area is not combined with the 
rinsewater from the conversion coating 
operation; rather, it is collected and 
discharged to the sanitary sewer). 

Sludge is piped from the settling tank to 
drying beds approximately once a week. 
Effluent from the settling tank enters 
two polishing lagoons; sludge that forms 
in these lagoons is pumped to the drying 
beds as required. Sludge is accumulated 
in the drying beds for up to 90 days, and 
it is then pumped to a main storage 
lagoon. This surface impoundment is the 
subject of the petition. 

Light Metals collected and analyzed 4 
core samples, one taken from each 
comer of Uie surface impoundment, in 
support of their initial petition (April. 
1981); additional samples were collected 
in August and October, 1981, in order to 
provide cyanide test results. In 
February, 1984, Light Metals' storage 
surface impoundment was further 
sampled. In particular, the surface 
impoundment was divided into 4 
quadrants, and in each quadrant six 
core samples were taken. These cores 
were sampled at the surface, mid-depth, 
and bottom; four composite samples 
were collected, in total, from the 
impoundment. Light Metals claims that 
these samples are representative of the 
listed and non-listed constituent 
concentrations in the waste. Althoi^h 
Light Metals is a job shop, they claim 
that production processes do not vary 
greatly; in addition, they state that the 
raw materials used remain consistent. 
Light Metals, therefore, claims that the 
samples collected are representative of 
their waste. 

The maximum total constituent and 
EP leachate values for the listed 
constituents of concern are presented in 
Table 1. 


Table i.—Maximum Concentrations 



Tol»l 

constituent 
analyses 
(mg/kg) 

EP 

leachate 

valuos 

(mg/l) 

.-..... ......... 

1656 

»<0.01 

r»^ .. 

2.86 

■<0.2 



»Hmavfttent chromium it the listed coosOtuert for this 
waste; however, the level ol leechtble krtel chromium it low 


ertough that a determination of hexavalent chromium It 

^•OraSSe leachate reeults are dtetilled water EP toxicity 
test results (the oily waste EP it rxrt applicable). 

The maximum total constituent and 
EP leachate values for the non-listed 
metals are presented in Table 2. 

Table 2.—Maximum Concentrations 



Total 

oonslituant 

analyses 

(mg/kg) 

EP 

leachate 

values 

(mg/1) 

Af .... 

<0.5 

<0.1 

Pd , ... 

293 

<0.1 

.. 

<1 

<0.005 

Ph .. 

66.8 

0.11 

Mn ... .. 

<0.5 

<0.005 

. .. 

.... 

<0.5 

<0.005 

An .... 

<1 

<0.01 

Nl- --- 

0200 

12.7 


The total oil and grease 
concentrations found in Light Metals* 
waste is <0.1 percent. Light Metals also 
submitted a list of raw materials (as 
well as Material Safety Data Sheets) 
used in their process. This list Indicated 
that no other Appendix VIII hazardous 
constituents, other than those tested for, 
are used in the process and that 
formation of any of these constituents is 
highly unlikely. Light Metals claims that 
the volume of sludge currently present in 
the surface impoundment is 
approximately 2500 cubic yards. 

B. Agency Analysis and Action 

The Agency believes that Light 
Metals* past wastewater treatment 
system may produce a hazardous 
sludge. The Agency believes that the 
samples collected by Light Metals were 
non-biased and adequately reflect any 
variations that may occur in the surface 
Impoundment. The random core samples 
are assumed to represent any vertical 
and horizontal stratification that may 
have occiured in the impoundment 
although this demonstration is usually 
made by analyses of the complete depth 
of the core. The key factor that could 
vary toxicant concentrations in the 
waste would be the use of different raw 
materials due to changes in the product 
line being manufactured. Although Light 
Metals is a job shop, they state that the 
finishing operations performed *' at the 
facility are consistent. In addition, this 
petition is for a finite volume of waste. 
The Agency, therefore, believes that the 
samples collected are representative of 
the waste contained in the 
impoundment. 

The Agency has evaluated the 
mobility of the constituents from Light 
Metals' waste using the vertical and 
horizontal spread (VHS) model.The 


»• See footnote 5. 
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Agency's evaluation using Light Metals, 
2500 cubic yards of sludge and the 
maximum reported EP leachate values 
as input parameters, has generated the 
maximum predicted compliance-point 
concentrations, for the listed 
constituents, exhibited in Table 3.^^ 
(Where leachate concentrations were 
below the detection limit the value of 
the detection limit was used to predict 
these concentrations.) 


Table 3.—Calculated Compliance Point 
Concentrations (mg/f) 



Compi. 

anca 

POMK 

coooarv 

eiMo 

Repula- 

a (total)_ ... ... . 

0001 


CN. 

0.03 

0i2 


The predicted maximum level at the 

compliance point for chromium is well 
below the National Interim Primary 
Drinking Water Standard, while the 
predicted cyanide level is below the 
level of regulatory concern. 

The Agency also used the VHS model 
to determine the potential hazard of the 
non-listed EP toxic metals—see Table 4. 


Table 4.—Calculated Maximum Compliance 
Point Concentrations (mg/I) 



Compi- 

ance 

poini 

concen¬ 

trations 

Reguia- 

As. 

001*1 

f\ AC 

Ba. .. 

V,VI J 

u.uo 

1 

Cd.. 

^O flOl 

Pb- 

V V.UUl 

o oni 

0.01 

A AC 

Ha. . 

v.UUI 


Se. 

vv«uui 

0.001 

0.001 

162 

0.002 

0.01 

A AC 

Ag- . . ... 

Nl* 

U.UD 

0.35 


P »®®chate v»Kie to uMd In 

even H ihe «vorag« EP 

oompltonc* poini TWg 
•w far axoaade Cha raguiatory starKifitfiL 


^1 of the EP toxic metals are below 
their regulatory standards at the 
compliance point. The nickel level, 
however, far exceeds the interim 
regulatory standard. The Agency 
previously stated that it would not deny 
any nickel content until the toxicity 
studies on nickel that were being 
conducted were completed, and a fmal 
regulatory level had been established 
(see 50 FR 20247. May 15.1985). 
Although these studies have not been 
completed, the preliminary results 
indicate that the final regulatory 


Ik * leachate values were used in 

Uie VHS model lo determine constituent 
concen^ations at the compliance-point due to the 
relatively small sample population. 

*• See footnote S. 

See footnote 5. 


than 0.35 mg/l; in fact, these studies 
suggest that the regulatory level will be 
less than the interim standard of 0.35 
mg/l. We. therefore, believe It now 
appropriate to make a decision on the 
hazardousness of a waste due to its 
nickel content; in this case, we believe 
the level of nickel in the waste, and its 
potential of leach firom the waste, is of 
regulatory concern.*® 

The Agency believes that the waste 
contained in surface impoundment at 
the Light Metals facility has not been 
rendered non-hazardous by the waste 
treatment system used at Light Metal’s 
facility, located in Southington, 
Connecticut. The analysis of the sludge 
using the VHS model indicates the 
potential of the waste to leach nickel 
and contaminate the ground water. The 
Agency, therefore, proposes to deny this 
petition for exclusion of the surface 
impoundment at Light Metals Coloring 
Company. Inc., located in Southington. 
Connecticut. The Agency is also 
proposing to withdraw the temporary 
exclusion held by Light Metals.*® 

IV. PEC Industries 

A. Proposed Denial 

PEC Industries (PEC), located in 
Orlando. Florida, manufactures printed 
wii^g boards for use in automobiles, 
weigh scales, and other electronic 
equipment. PEC has petitioned the 
Agency to exclude Its electroplating 
wastewater treatment sludge, presently 
listed as EPA Hazardous Waste No. 

F006—Wastewater treatment sludges 
from electroplating operations except 
from the following processes: (1) sulfuric 
acid anodizing of aluminum; (2) tin 
plating on carbon steel; (3) zinc plating 
(segregated basis) on carbon steel; (4) 
aluminum or zinc-aluminum plating on 
carbon steel; (5) cleaning/stripping 
associated with tin, zinc and aluminum 
plating on carbon steel; and (6) chemical 
etching and milling of aluminum. PEC 
claims that these sludges do not meet 
the criteria for which they were listed,** 


•• See footnote 5. 

The Agency notified Light Metals In a letter 
dated January 6. Id88, that the Characterization and 
Assessment Division of the Office of Solid Waste 
would recommend to the Assistant Administrator 
for Solid Waste and Emergency Response that Light 
Metals' petition be denied. Light Metals declined lo 
exercise its option to withdraw the petition. 

pec originally submitted ita petition on 
September Z 1982. On November a 1964. the 
Hazardous and Solid Waste Amendments of 1984 
(HSWA) were enacted In part, the Act requires the 
Agency lo consider factors (including additional 
constituents) other than those for which the waste 
was listed If the Agency has a reasonable basis to 
believe that such additional factors could cause the 
waste to be hazardous. See aecUon 222 of the 
Amendments. 42 U.S.C 0921(f). Since these factors 
were not completely addressed in PEC's petition. 


The listed constituents of concern for 
EPA Hazardous Waste No. F(X)6 are 
cadmium, hexavalent chromium, nickel, 
and cyanide (complexed). PEC claims 
that its wastewater treatment process 
generates non-hazardous sludges from 
its filter press because the constituents 
of concern, although present in the 
sludge, are in essentially an immobile 
form. PEC further claims that this waste 
is not hazardous for any other reason. 

In support of its petition. PEC 
submitted descriptions of its production 
and treatment processes, including a 
schematic diagram; test results of total 
constituent and EP toxicity tests for 
cadmium and nickel; and total 
constituent test results for total 
chromium and total cyanide. In addidon, 
PEC submitted results from total 
constituent tests for arsenic, barium, 
lead, mercury, selenium, and silver EP 
toxicity test results for barium and lead; 
and results of EP extraction tests for 
cyanide. The Agency requested 
additional information from PEC on July 
23,1985. To date, none of this 
information has been received by EPA. 
Thus, we consider the petition 
Incomplete.** 

PEC’s manufacturing process includes 
several different plating operations; 
electroless copper plating, electrolytic 
copper and solder plating, and 
electroless nickel (nickel-gold tab) 
plating. ’These lines contribute a number 
of compounds to the waste stream, 
Includir^ cleaners, strippers, and acids, 
In addition to the plating baths. The 
plating of gold is the only plating 
operation containing cyanide, and the 
gold plating tank is never introduced 
into the waste treatment system.** 

Tank dumps and rinse waters from 
the plating processes are pumped into a 
treatment tank and mixed with waste 
acid and alkaline solutions. Sodium 
hydroxide is used to adjust the pH, and 
ferrous sulfate is added in proportion to 
the quantities of wastewaters from 
electroless copper solutions entering the 
treatment system. Outflow from the tank 
goes to a pH adjustment tank, where pH 
is brought to a range of 9-11 in order to 
precipitate the metal hydroxides. The 
wastes are held in the tank until they 
are pumped to one of two vertical leaf 
horizontal tank pressure filters. Prior to 
filtration, diatomaceous earth is added 


additional information waa requested from PEC. 
This Information has not yet been received by the 
Agency, 

•• See the public docket for records of the 
additional information requested and the Agency's 
basis for requesting this additional information. 

•• The rinse waters from gold plating are recycled 
separately through electrolytic and Ion-exchange 
systems lo recover gold. 














































33636 


Federal Register / Vol. 51, No. 183 / Monday. September 22, 1986 / Proposed Rules 


as a filter aid. Effluent from the 
treatment system is further pH-adjusted 
and discharged to the City of Orlando’s 
municipal sewers. Sludge from the filter 
presses is deposited in a dumpster prior 
to final offsite disposal. 

During February and March 1982, grab 
samples of the sludge were taken from 
the tank filters once each day for five 
working days, then composited into 
single weekly samples for analysis. Four 
composite samples were obtained in this 
fashion. PEC claims that the 
manufacturing processes represented by 
these samples are uniform and that the 
use of raw materials does not vary over 
time. PEC claims, therefore, that the 
samples collected are representative of 
any variation in the listed and non-listed 
constituent concentrations of the waste. 

The total constituent and EP toxicity 
analyses of the filter cake for the listed 
constituents revealed the maximum 
concentrations reported in Table 1. 
Blanks indicate no tests were 
performed. 


Table 1.—Maximum Concentrations 



Total 

coostitu- 

ant 

analysts 
(mg/kg) 

EP 

leactv 

ate 

analysis 

(mg/I) 

rjt .... 

1-2 

2SB 

590 

1.01 

082 

0.16 

• 14.3 
<0.005 

Cr (tolal)-.....—...-- 

KU 

rw (total) .. . . 

CN (Ifee) . ,,, ,.- 



»This EP value represents the maxkrxjm reponed value 
for nickel after the installation of a drag-out line to remove 
mckel. Prior to the installatioo, the mawmom reported nickel 
leachate value was 20.54 mg/I. 

The maximum total constituent and 
EP toxicity analysis values for the non- 
listed constituents in the filter cake are 
reported in Table 2. Blanks indicate that 
no tests were performed. 


Table 2.—Maximum Concentrations 



Total 

constilu- 

ent 

analysis 

(mg/kg) 

EP 

leach¬ 

ate 

analysis 

(mg/0 

Af . 

<5 

10 

578 

<0.02 

<1 

<3 

<015 

0.96 

Ra ,,, ,, ,,. 


.. 

S " .- 

Ao . 

.... Lll . . 


PEC did not provide a list of raw 
materials used in its process. We, 
therefore, do not know whether any 
other toxicants are present in the waste 
out levels of regulatory concern. PEC 
also did not provide data on the other 
hazardous waste characteristics of 
corrosivity, ignitability, and reactivity, 
nor did it evaluate the total oil and 
grease content of the sludge. The 


petitioner claims to generate a maximum 
of 720 tons of sludge annually. 

B, Agency Analysis and Action 

PEC has not demonstrated to the 
Agency that the filter press cake 
generated from its treatment system is 
non-hazardous. The Agency believes 
(based on the data provided) that the 
four weekly composites collected in 1982 
were non-biased. The Agency also ) 
believes that the samples reflect the 
variation that may occur in the waste, 
since the facility is not a job shop and 
production does not vary seasonally. 
Since no raw materials list was 
provided and we have no Indication 
how variably they are used, however, it 
may be that the samples are in fact not 
totally representative. The Agency, 
therefore, believes that the samples 
collected may be representative of the 
waste generated by PEC. 

The Agency has evaluated the 
mobility of the constituents from PEC’s 
waste using the vertical and horizontal 
spread (VHS) model.*^ The Agency’s 
evaluation of the 720 tons of filter cake 
generated annually and the maximum 
leachate concentrations, using the VHS 
model, has produced the compliance 
point concentrations for the listed 
constituents shown in Table 3.** 


Table 3.—Calculated Compliance Point 
Concentrations (ppm) 



Filtsr 

cake 

Regma- 

rii . 

0.0075 

0.01 

Cr (toial)___.........._ 

*0.06 

0.05 

Ml _ 

0.67 

0.35 

CM' . . 

0.00023 

0.20 




> The extrect value for total chromkim uaed m the VHS 
calculation vwis derived by dividing the total concentrabon of 
total chromium by 20. aimolating the minimom dilution ex¬ 
pected in the EP Toxicity tesL or the maximum extract 
concentration assuming 100% of the chromium present in 
the waste was rrxjbile. 

Cadmium did not exceed (at the 
compliance point) its NIPDWS nor does 
cyanide exceed the U.S. Public Health 
Service’s suggested drinking water 
standard.^® Chromium, however, was 
found (at the compliance point) to 
exceed the National Interim Primary 
Drinking Water Standards (NIPDWS),*^ 


Sec footnote 5. 

•• See footnote 17. 

*• See footnote 0. 

The Agency believes that the evaluation of 
hazardous wastes in the context of delisting should 
include the use of chromium standards which are 
based upon total chromium (e.g.. the EP toxicity 
characteristic). The acute toxicity of hexavalent 
chromium Is well documented, and Cr (VI) has been 
incorporated in numerous hazardous waste listings 
88 a constituent of concern. The Agency has 
information, however, which indicates that trlvalent 
chromium, a less toxic form of chromium, is readily 
interconvertible with Cr (VI) in a number of 
environmental scenarios. Recent Agency studies on 


while nickel was found to exceed the 
Interim regulatory level for nickel. The 
Agency previously stated that it would 
not deny any nickel content until the 
toxicity studies on nickel that were 
being conducted were completed, and a 
final regulatory level had been 
established (see 50 FR 20247), May 15, 
1985). Although these studies have not 
been completed, the preliminary results 
Indicate that the final regulatory 
standard for nickel will be no greater 
than 0.35 mg/1; in fact, these studies 
suggest that the regulatory level will be 
less than the interim standard of 0.35 
mg/l. We, therefore, believe it is now 
appropriate to make a decision on the 
hazardousness of a waste due to its 
nickel content. In this case, we believe 
the level of nickel in the waste, and its 
potential to leach from the waste, is of 
regulatory concern.*® 

The VHS analysis for the non-listed 
constituents produced the 
concentrations found in Table 4.*® 


aqueous systems have determined that Cr (III) in 
ground water may be readily converted to Cr (VI) 
by chlorination (commonly used to disinfect 
drinking water supplies), at a rate dependent on pH. 
(Clifford. Dennis, and Jimmy Man Chau. 1964. The 
fate of chromium (III) in chlorinated water. Draft 
report prepared for MERL/ORD, U5. EPA. 
Cincinnati. Ohio.) The potential to form Cr (VI) 
exists for the entire pH range of most ground waters 
(Battellc, Pacific Northwest Laboratories. 1986). 
Geochemical behavior of chromium species. Interim 
report no. BA-4544, prepared for Electric Power 
Research Institute. Palo Alto. California). Cr (III) 
has also been found to oxidize readily to Cr (VI) 
under conditions found in many soils. This reaction 
is catalyzed by oxidized manganese, such as 
manganese dioxide which is commonly present in 
soils and sediments (Bartlett. R. and Bruce, James. 
1979. Behavior of Chromium in Soils: III. Oxidation. 

J. Envir. Qual. 0(l):31-35). Earlier findings of the 
potential interconvertibility of chromium species 
convinced the Agency to set iU chromium water 
standard on the basis of total chromium, not 
hexavalent chromium. The EP toxicity characteristic 
was also set on the basis of total chromium. EPA's 
proposal to amend the characteristic to apply to 
hexavalent chromium (45 FR 7202B-72033, October 
30,1980: see also 48 FR 22170-22in. May 17.1983) 
has not been made final, and is not likely to be 
made final. A recommended maximum contaminant 
level (RCML) of 0.12 mg/l has been proposed for 
total chromium (50 FR 48936-47016. November 13. 
1965). This new RCML value is a non-enforceable 
health goal that serves as an initial stage for 
establishment of drinking water standards. A 
revised maximum contaminant level (MCL) for 
chromium will be proposed when the RCML is 
promulgated. Until such time that a new standard is 
established, the Agency will continue to use the 
current MCL for total chromium, which is the 
National Interim Primary Drinking Water Standard 
of 0.05 mg/I. 

•• See footnote 7. 

Only barium and lead, one none of the other 
non-listed constituents, were tested using the 
extraction procedure. 
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Table 4.^alculated Compliance Point 
Concentrations (ppm) 



FKter 

cake 

Regula- 

tOfV 

standard 

Be.... . ... 

<0.007 

0.046 

1.0 

0.05 

Pb_ ^ _ 



As part of the Agency’s delisting spot- 
check program. EPA personnel visited 
PEC Industries on June 26.1984, in order 
to obtain and test samples of PEC’s 
waste. A total of four representative 
samples of recently generated waste 
were collected with a pile sampler from 
the waste dumpster and from waste 
piles beneath the filter presses. These 
samples were subjected to an approved 
analytical program at a laboratory 
contracted by EPA. Total constituent 
and EP toxicity analyses of the spot- 
check wastes for the listed and non- 
listed constituents yielded the values 
shown in Table 5. 


Table 5.—Maximum Concentrations 



Total EP 
Constitu¬ 

Leachate 


ent 

Analysis 


Analysis 

(mq/kg) 

(mg/I) 

As. 



8a. 

vo 

16 


Cd... 

Crtto«afl._. 

<U.9 

Z7 

64 

0048 

Pb.... „ 

<U.4f 

6000 

Ho . 

0.11 

IJ./ 

AA4 


<0.001 

Se ... 

<7.6 

<0.02 

Aq- 


^A AO 

Ni . 

V V.D9 

<U.Oc 

3200 

21.1 


The sludges sampled by EPA 
demonstrated EP toxicity levels for lead 
in excess of the EP toxicity 
characteristic (5.0 mg/1) in three of the 
four samples tested. The EP leachate 
values have also been evaluated by the 
Agency’s VHS model, and the results 
are given in Table 6. 


Table 6.—Calculated Compuance Point 
Concentrations (mg/r) 



Spot- 

check 

sample 

Regula¬ 

tory 

stanrm 

As_ ___ 

nnno 


Ba._ __ 


0.05 

Cd . 

<u.u.^ 
n nn99 

1.0 

Cr.. ‘ ** 

^n nna 

0.01 

A AlC 

Pb. 

n A4 

0.09 

Mg.. .. . 

i/.O# 

nnnne 

0.05 

Sa . 

Vw.UUUt/9 

^n nnno 

0.002 

Ag.... 

vu.uuuv 

nnno 

0.01 

NI. „ 

vV.uvA/lr 

0.96 

0.05 

0.35 



The VHS evaluation of the EPA spot- 
check samples supports the Agency’s 
evaluation of the sludge tested earlier by 
PEC. EPA’s analysis indicates that lead 
and nickel both exceed their respective 
standards, and are of regulatory concern 
to the Agency. 


The Agency believes that, based upon 
the constituents and factors evaluated, 
PEC’s wastewater treatment sludge is 
hazardous. Due to the potential for tliis 
waste to leach toxic metals and 
contaminate ground water, and because 
samples of the waste have been shown 
to meet the EP toxicity characteristic for 
lead, the Agency does not feel that this 
waste should be excluded from 
regulatory control. Also, PEC did not 
provide much of the additional 
information requested by EPA in order 
to evaluate the waste, which causes the 
petition to be incomplete.*® The Agency, 
therefore, proposes to deny the delisting 
petition filed by PEC Industries of 
Orlando. Florida because the waste has 
been shown to be EP toxic for lead, the 
potential for ground water 
contamination by the waste, as 
predicted by the VHS ground water 
model, is hi^, and because the petition 
is incomplete. 

V. Radford Army Ammunition Plant 
A. Petition for Exclusion 

Radford Army Ammunition Plant 
(RAAP). located in Radford, Virginia, 
manufactures TNT. RAAP has 
petitioned the Agency to exclude its red 
water, presently listed as EPA 
Hazardous Waste No. K047—Pink/red 
water from TNT operations. This waste 
is listed solely for its reactivity. 

Based upon the Agency’s review of 
their petition, RAAP was granted a 
temporary exclusion on December 16. 
1981 (see 46 FR 61275). The basis for 
granting the exclusion was the 
nonreactive nature of the waste. On 
November 8.1984. the Hazardous and 
Solid Waste Amendments were enacted. 
In part, the Amendments require the 
Agency to consider factors (including 
additional constituents) other than those 
for which the waste was listed, if the 
Agency has a reasonable basis to 
believe that such additional factors 
could cause the waste to be hazardous. 
(See section 222 of the Amendments, 42 
U.S.C. 6921(f).) In anticipation of either 
enactment of this legislation or 
regulatory changes by the Agency, EPA 
requested additional information from 
RAAP. This information was submitted 
on November 4,1983, and January 7 and 
March 11.1988. As a result, the Agency 
has re-evaluated RAAP’s petition to: (1) 
Determine whether the temporary 


•® PEC wai notified of the Agency’s spot-check 
findings In a letter dated July 23.1985. In this letter. 
PTC was asked to explain the apparent 
discrepancies between the data submitted to the 
Agency In the original petition and the data 
collected during the spot-check visll. and to submit 
the additional information deemed necessary by the 
Agency to fully evaluate PECs waste. No response 
was received by EPA. 


exclusion should be made final based on 
the criteria for which it was listed and 
(2) evaluate the waste for factors (other 
than those for which the waste was 
originally listed) to determine whether 
the waste in non-hazardous. Today’s 
notice is our re-evaluation of their 
petition. 

In support of their petition, RAAP has 
submitted a detailed description of its 
manufacturing and wastewater 
treatment processes, including 
schematic diagrams; reactivity test 
results, including “Number 8 Blasting 
Cap.*’ “Zero Gap,” “Deflagration to 
Detonation Transition (DDT).*’ and 
“Impact Sensitivity” tests *> and results 
from reactive cyanide and sulfide 
analyses. RAAP has also submitted EP 
toxicity test results for the EP toxic 
metals and nickel: total constituent 
analysis and distilled water leach test 
result for cyanide: and total oil and 
grease analyses on representative water 
samples. RAAP further submitted 
analytical test results for toluene 
concentrations in the red water, and a 
list of raw materials used in the 
manufacturing and wastewater 
treatment processes. The Agency 
requested this information, as noted 
above, to determine whether hazardous 
constituents, other than those for which 
the waste was listed, are present in the 
waste at levels of regulatory concern. 

In RAAP’s manufacturing process, 
toluene is continuously reacted with 
nitrating acids of successively higher 
strengths to form crude trinitrotoluene 
(TNT). The crude TNT is processed 
through a series of counter-current hot 
water and sodium sulfite washes to 
remove impurities. The TNT is then 
separated from the water, dried, and 
solidified. Effluent waste from the 
purification phase of the TNT 
production (red water and small 
quantities of pink water) flow to settling 
tanks. The red water (with pink water) 
is collected in stainless steel tanks that 
are contained in concrete dikes, and 
then pumped to tank trucks for off-site 
disposal.** RAAP claims that its red 
water is not reactive, and that it is not 
hazardous for any other reason. 

RAAP’s Initial petition was based on 
red water generated by TNT operations 
in 1970: approximately 200 samples were 
collected over a three month period In 
1970, and tested for reactivity with a 
number 8 blasting cap. In 1974. fire and 


The methods for these tests are available In the 
RCRA docket 

•• RAAP currently sells Its red water to 
Champion Paper Company, located In Canton. N.C. 
The red water is valuable for its sodium sulfate 
content and its calorific property. 
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explosion damaged the facility. 
RAAP submitted a delisting petition 
requesting a conditional temporary 
exclusion for the red water generated 
when TNT production was back on line. 
The samples that were analyzed in 1970 
were wet and characterized by a 30 to 
38 percent solids content with a 
maximum nitroaromatics content of 12 
percent. {The conditional temporary 
exclusion was, therefore, contingent 
upon the red water meeting this 
description.) RAAP began production of 
TNT in May, 1983; samples were 
collected from each shipment of red 
water to Champion Paper Co. 
(approximately 20 per month), and 
subjected to reaction with a number 8 
blasting cap. This data, as well as 
percent solids, percent nitroaromatics, 
percent sodium sulfate, density, and pH 
information was also submitted to the 
Agency for each red water shipment 
from July, 1983 through May, 1984. 

Five one^gallon samples were also 
collected from an openlopped 5,000 
gallon tank (one day's accumulation) in 
November and December, 1985, and 
analyzed for the EP toxic metals, nickel, 
and cyanide; total cyanide: toluene; and 
total oil and grease. Furthermore, the 
Bureau of Mines reactivity tests were 
performed on one sample of red water 
generated in November, 1985; the red 
water did not react explosively to the 
intense shock and flame stimuli in the 
Zero Gap, DDT, and impact sensitivity 
tests. RAAP claims that the 
manufacturing processes performed at 
the facility are operated in a consistent 
manner and that the use of raw 
materials does not vary over time. 
Consequently, RAAP believes that the 
samples collected adequately 
characterize their waste. 

EP toxicity test results of the red 
water revealed the maximum 
concentrations reported in Table 1.** 


Table 1.—Weighted Maximum EP 
Concentrations 


Constituent 

EP 

iMchete 

enatyeee 

(mg/l) 

At,, ,,.-.-.-. ... 

0.006 


0.18 

. . 

\.^ 

rvi ... . . 

at 

attotoo 

0Z2 


** The retultf from leachate teete performed on 
RAAFs red water were reported aa tlie metals' 
concentration in the Hltrote and the metals' 
concentration In the extracted solid (the liquids 
were not cennbined prior to analysis). Tbs values 
reported above are. therefore, weighted averages of 
these concentrations: 

(concenlratioa in the extracted soUdHnil of 
sample) •i' (concentration in the filtrate)(ml of 
sample)—(total ml of leachate). 


Table 1.—Weighted Maximum EP 
Concentrations—C ontinued 


ConsOtuent 

EP 

anal)^iee 

(mg/l) 


0.001 

DK .. , .- 

0.40 

. . . 

0.006 

Ml ... . 

059 

rM _ _ 

1.6 




Total cyanide concentrations in 
RAAP's waste ranged from 65 to 105 
ppm. Reactive cyanide and reactive 
sulfide levels were <0.3 ppm; the 
maximum total oil and grease value 
reported was 0.08 percent. Toluene was 
not detected at a detection limit of 2 
ppm in the red water samples. RAAP 
also submitted a list of raw materials 
used in their TNT manufacturing 
process. Hiis list indicated that no 
Appendix VIII hazardous constituents, 
other than those tested for, are used in 
the process or are expected to be 
present in the red water. RAAP claims 
to generate a maximum of, 
approximately, 10,000 tons of red water 
annually. 

B, Agency Analysis and Action 

RAAP has not demonstrated to the 
Agency that the red water generated 
from TNT operations is non-hazardous. 
The Agency believes that the five daily 
grab samples collected from the holding 
tank adequately characterize any 
variation which may occur in the 
petitioned waste. The TNT 
manufacturing process is consistent over 
time; the facility also does not act as a 
job shop or have seasonal product 
variations. We, therefore, conclude that 
the analytical data provided by RAAP is 
representative of the water currently 
generated. 

RAAP performed many reactivity 
tests on the red water. The 
characteristics of reactive waste, as 
defined in S 261.23. were addressed by 
RAAP as follows: the red water is a 
chemically stable mixture consisting of 
inorganic salts and small amounts of 
organic compounds dissolved in water 
that will not undergo violent change; it 
will not react violently with water 
(water is an inherent and basic part of 
the TNT purification process); the solids 
do not react with water to form a 
reactive or explosive material; red water 
is chemically stable so that toxic gases, 
vapors, or fumes will not be generated 
in a quantity sufficient to present a 
danger to human health or the 
environment (reactive cyam'de and 
sulfide content (<0.3 ppm) are not of 
regulatory concern through an air 
contamination route. The Agency 
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believes these levels to be low enough 
to preclude the generation of hazardous 
levels of toxic gases); red water is not 
detonatable in the approximate 35/85 
solids/water mixture ratio produced at 
RAAP (over 200 No. 8 blasting cap 
detonation tests yielded negative 
results): and heating of red water under 
confinement will not cause it to react 
explosively. The DDT, Zero Gap, and 
impact sensitivity tesla on the red water 
demontrate that the waste is stable 
when exposed to flame, detonators, and 
impacts; however, only one sample was 
tested with these methods. The 
regulations require a minimum of four 
samples be an^yzed in order to support 
an exclusion petition (5 260.22(h)). These 
specifle reactivity tests, therefore, are 
not considered sufficient to demonstrate 
the non-reaclive nature of the red water. 

The Agency also has evaluated the 
mobility of the inorganic constituents 
from RAAP’s waste using the VHS 
model.®^ The Agency’s evaluation of 
RAAP’s approximately 10.000 tons of 
red water generated annually, and the 
maximum EP extract levels calculated 
for the waste, has produced the 
compliance point concentrations 
exhibited in Table 2. Maximum EP 
values were used in the VHS model 
because RAAP submitted data on only 
five samples. 


Table 2.—Compliance Point 
Concentrations (mg/f) 



Compli¬ 

ance 

poM 

oof>oen> 

traltoA 

Reguie- 

JSSL, 

As ... ....-. 

0.001 

0.06 

Rt 

0.17 

1 


0.016 

aoi 

Or ttoiAl) .-... 

0.038 

o.os 

Ph * ...,. 

0.076 

0.05 

Un 

aooo 2 

aoo 2 

.J 

<0i)01 

QlOI 


0028 

0.05 


0.094 

0.35 

, . .. 

rsi 

0.29 

02 





The red water exhibited arsenic, 
barium, chromium, mercury, selenium, 
and silver levels at the compliance point 
below their respective regulatory 
standards. The nickel level is below the 
Agency’s interim regulatory standard.^® 
The red water, however, exhibits 
cadmium and lead levels, at the 
compliance point, above the National 
Interim Primary Drinking Water 
Standards, and cyanide levels above the 
U.S. Public Health Service’s suggested 
drinking water standard.®® These 


See footnote 5. 
See footnote 7. 

•• See footnote 6. 







































































constituents, therefore, are of regulatory 
concern.*^ 

The toluene concentration in RAAP’s 
waste is not of regulatory concern (not 
detected at 2 ppm); the regulatory 
standard for toluene in drinking water is 
10 ppm. 

The Agency believes that the red 
water generated by the TNT operations 
at RAAP is hazardous. The analysis of 
the red water using the VHS model 
indicates the potential of the red water 
to leach lead, cadmium, and cyanide 
and contaminate ground water at levels 
of regulatory concern. The Agency, 
therefore, proposes to deny this petition 
for exclusion of red water generated by 
Radford Army Ammunition Plant at its 
Radford, Virginia facility, and to revoke 
the previously granted temporary 
exclusion.*® 

VL Effective Date 

The Hazardous and Solid Waste 
Amendments of 1984 amended 3010 of 
RCRA to allow rules to become effective 
in less than six months when the 
regulated community does not need the 
six-month period to come into 
compliance. This is the case for two of 
the petitions included in today's notice 
since this rule, if promulgated, would not 
change the existing requirements for the 
handling of their wastes, since these 
facilities are already obligated to treat 
their wastes as hazardous during the 
Agency's review of their petition. 
Therefore, this rule, if promulgated, will 
become effective immediately for these 
petitioners. 

For the three petitioners having their 
temporary exclusions revoked and their 
petitions denied, these facilities will be 
required to revert back to handling their 
wastes as they did before being granted 
these exclusions (/.e.. they must handle 
their waste as hazardous). These 
petitioners would need some time to 
come into compliance with the RCRA 
hazardous waste management system. 
Accordingly, the effective date of 
revocation and denial of final exclusions 
of these temporary exclusions would be 
six months after publication in the 
Federal Register. 

VII. Regulatory Impact 

Under Executive Order 12291, EPA 
must judge whether a regulation Is 


y The upper limit of a 95 percent confidence 
interval for lead (0.44) and cyanide (1.54) also 
predict compliance point concentrations above Ihi 
regulatory standards. 

»• The Agency notified RAAP In a letter dated 
May 19.1986. that the Characterization and 
Assessment Division would recommend to the 
Assistant Administrator for Solid W'aste and 

be denU 

declined to exercise its option to %vithdr8w 
the petition. 


"major" and, therefore, subject to a 
requirement of a Regulatory Impact 
Analysis. This proposal, which would 
revoke temporapr exclusions and would 
deny the exclusion petitions submitted 
by certain facilities, is not major. The 
affect of this proposal would increase 
the overall costs for the facilities which 
currently have a temporary exclusion. 
The actual costs to these companies, 
however, would not be significant. In 
particular, in calculating the amount of 
waste that is generated by these three 
facilities that currently have temporary 
exclusions and considering a disposal 
cost of $300/ ton, the increase to these 
facilities is approximately $4.6 million, 
well under the $100 million level 
constituting a major regulation. This 
proposal is not a major regulation, 
therefore, no Regulatory Impact 
Analysis is required. 

VIII. Regulatory Flexibility Act 

Pursuant to the Regulatory Flexibility 
Act, 5 U.S.C 601-612, whenever an 
Agency is required to publish a general 
notice of rulemaking for any proposed or 
final rule, it must prepare and make 
available for public comment, a 
regulatory flexibility analysis which 
describes the impact of the rule on small 
entities (/.e., small businesses, small 
organizations, and small governmental 
jurisdictions). The Administrator may 
certify, however, that the rule will not 
have a significant economic Impact on a 
substantial number of small entities. 

This amendment will have the effect 
of increasing overall waste disposal 
costs for the three facilities which 
currently have temporary exclusions. 
Some of the facilities may be considered 
small entities, however, and this rule 
only affects three facilities across 
different industrial segments. The 
overall economic impact, therefore, on 
small entities is small. Accordingly, I 
hereby certify that this proposed 
regulation will not have a significant 
impact on a substantial number of small 
entities. 

This regulation, therefore, does not 
require a regulatory flexibility analysis. 

List of Subjects in 40 CFR Part 261 
Hazardous Waste, Recycling. 

Authority: Sec. 3001 RCRA. 42 U.S.C. 6921. 
Dated: September 16,1986. 

J.VV. McGraw. 

Acting Assistant Administrator, Office of 
Solid Waste and Emergency Response. 

APPENDIX I'—Crileria Used for the 
Evaluation of Wastes for its Ni^el 
Content 

In light of the preliminary results obtained 
from toxicological studies, the Agency has 


decided to use 0.35 mg/l as the regulatory 
standard for nickel (both to grant and to deny 
petitions) for the VHS model portion of our 
petition evaluation. For purposes of deciding 
whether to grant delisting petitions based on 
the nickel content of a waste, the Agency has 
been using 0,35 mg/l as the interim Agency 
standard; this standard is compared to the 
value calculated (at the compliance point) by 
the VHS model. This interim standard was 
based on an expert panel review of the 
reproductive effects study conducted by 
Ambrose et al. (1976). (See 50 FR 20247. May 
15.1965.) 

We also decided not to deny any petitions 
based solely on nickel due to the flaws in the 
experimental studies used to derive the 
interim standard of 0.35 mg/l. The Agency, at 
that time, chose to propose but not to make 
final decisions (i.e., defer action) for 
petitioned wastes exhibiting VHS compliance 
point values in excess of the interim 
standard. These decisions were deferred until 
the ^ency completed its own toxicological 
feeding studies on nickel in rats. 

The Agency has not yet completed these 
studies, but believes that the data that has 
now been collected are now suitable as a 
bases for denying petitions exhibiting 
compliance-point concentrations In excess of 
0.35 mg/l. The Agency has collected 
statistically defensible data that indicate that 
the final cdculated regulatory standard will 
be at or below the current Agency's interim 
nickel standard. 

Today's decision is baaed on the interim 
results recorded from the Agency’s 90 day 
subchronic bioassay conducted in Sprague- 
Dawley CD rats using NiCl* in water, 
administered by gavage. The in-life segment 
of this study was completed during the week 
of April 22,1988. The interim results, 
summarized in Table 1, indicate a no 
observed effect level of 5 mg/l^/day. 

Assuming an uncertainty factor of 10 for 
Interspecies conversion. 10 for sensitive 
subgroups, and 10 for subchronic duration, 
the estimated reference dose (RFD) is 0.005 
n'g/kg/day, or 0.20 mg/l.^ This indicates that 
the Agency's regulatory standard for nickel, 
when the Agency’s studies are completed, 
should be below the interim advisory of 0.350 
mg/l. As a result of this data, the Agency will 
use 0.350 mg/l as the regulatory standard for 
nickel for the VHS model portion of our 
petition evaluation. 

The Agency is also conducting a rat multi- 
generation fertility and reproductive study of 
NiCk In drinking water. This study will not 
be completed until October 1986. A detailed 
description of both the subchronic bioassay 
and the reproductive study are available In 
the RCRA docket 


Table i.—Interim Findings—Subchronic 
Bioassay 


Dose 

Male 

Female 

Survtveh 

Vehicte control. 

20/20 

19/20 

21/25 

ofMors 

5 mq/k^dsy... 

Cvr cV# 

35 mp/kfl/diy. 

20/25 


‘ Verified Reference Doses (RFD’s) of the 
U.S.E.P.A.; ECAO-CIN-475, January, 1966. 
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Table 1.—Interim Findings—Subchronic 
Bioassay— Continued 


Dom 

Male 

Fen«le 

ino mg/lcQ/rtey . 

1/30 

t/30 

Body Weight (gnim): 

Vehicle oontiat... 

471 

269 

5 OigVIt^dey -r- ,r -r _ 

465 

265 

mg/kg/H^ .... 

402 

271 

1(X> mg/kg/dey........................ 

268 

230 



[FR Doc. 0B>21392 Piled B-lB-aS; 8:45 am] 
BILLINQ cooe 6S60>5(MI 


DEPARTMENT OF HEALTH AND 
HUMAN SERVICES 

Health Care Financing Administration 

42 CFR Part 405 
(BERC-365-P] 

Medicare Program; Changes to Crfteria 
for Determination of Reasonable 
Charges 

agency: Health Care Financing 
Administration (HCFA), HHS. 
action: Proposed rule. 

summary: This proposed rule would 
revise the Medicare regulations 
governing reasonable charges for certain 
physician services furnished in 
outpatient settings and payment for the 
pur^ase of used durable medical 
equipment. The former revision would 
reduce inappropriate Medicare payment 
and the latter is intended to encourage 
the sale of used equipment 
In addition, to correct a program 
inequity and to simplify program 
administration, we are proposing to 
extend, for services furnished on or after 
January 1,1987, one of the provisions of 
section 9304 of the Consolidated 
Omnibus Budget Reconciliation Act of 
1985. The provision we would extend 
deals with determining customary 
charges for physicians who have 
terminated their compensation 
agreements with a hospitaL 
date: Comments will be considered if 
we receive them at the appropriate 
address, as provided below, no later 
than 5:00 p.m. on October 22,1986. 
ADDRESS: Mail comments to the 
following address: 

Health Care Financing Administration, 
Department of Health and Human 
Services, Attention: BERC-365-P, P.O. 
Box 26676, Baltimore, Maryland 21207 
If your prefer, you may deliver your 
comments to one of the following 
addresses: 

Room 309-G. Hubert H. Humphrey 
Building, 200 Independence Ave., SW., 
Washington, DC; 


or 

Room 132, East High Rise Building, 6325 

Security Boulevard, Baltimore, 

Maryland. 

In commenting, please refer to file 
code BERC-365-P. Comments received 
timely will be available for public 
inspiection as they are received, which is 
generally about three weeks after 
publication of a document, in Room 309- 
G of the Department's offices at 200 
Independence Ave., SW., Washington, 
DC. on Monday through Friday of each 
week from 8:30 a.m. to 5KX) p.m. (phone: 
202-245-7890). 

FOR FURTHER tNFORMATION CONTACT: 

Charles Spalding. Durable Medical 

Equipment, (301) 594-5431 
Stanley Weintreub, All Other Issues, 

(301) 597-5345 

SUPPLEMENTARY INFORMATION: 

I Background 

In 1965, with the addition of title XVIII 
to the Social Security Act (the Act), the 
Medicare program was established to 
pay part of the costs of health care 
services furnished to eligible 
beneficiaries. Part A of the program 
(Hospital Insurance) provides basic 
health insurance protection against the 
costs of inpatient hospital care and 
other inpatient or home health care. Part 
B of the program (Supplementary 
Medical Insurance) provides coverage of 
most physician services and other 
medical and health services not covered 
under Part A. 

Generally, sectiona 1814 and 1888 of 
the Act authorize payment to be made 
for provider services furnished under 
Part A on a prospective payment or 
reasonable cost basis through Medicare 
contractors known as fiscal 
intermediaries. Sections 1833 and 1842 
of the Act provide that payment for most 
physician and other medical and health 
services furnished under Part B is made 
on a reasonable charge basis through 
Medicare contractors known as carriers. 
There are currently some exceptions to 
the rule of Part B payments made on a 
reasonable charge basis such as hospital 
outpatient services, which are 
reimbursed on a reasonable cost basis, 
and diagnostic laboratory services, 
which are reimbursed under a fee 
8 nh odule. 

Under section 1842(b)(3) of the Act, 
when payment is made on a charge 
basis, the charge must be "reasonable." 
In determining the reasonableness of a 
charge for Medicare purposes, carriers 
are required to consider the following 
factors and, in general, payment for die 
service is to be based on the lowest of 
these factors: 

• The actual charge. 


• The customary charge for similar 
services generally made by the 
physician or supplier furnishing the 
service. 

• The prevailing charge in the locality 
for similar services. The prevailing 
charge may not exceed the 75lh 
percentile of the customary charges of 
physicians or suppliers in the locality 
and an economic index limits the 
annual increases in prevailing charges 
for physician services. 

• Other factors that are necessary and 
appropriate to use In judging whether 
the chaige is inherently reasonable. 

• In the case of medical services, 
supplies, and equipment that, in the 
jud^ent of the Secretary, do not vary 
widely in quality from one supplier to 
another, the lowest charge levels at 
which the services or supplies are 
widely and consistently available in 
the locality. 

In this document, we are proposir^ to 
make changes in the current regulations 
governing ^e reasonable charge 
methodology as follows: 

• For services furnished on or after 
January 1,1987, the customary charges 
for physicians who terminate a 
compensation agreement with a 
provider would be equal to the 50th 
percentile of customary charges in the 
area rather than the physicians* 
compensation-related customary 
charges. 

• The payment limitation of physician 
services furnished in outpatient 
settings would be expanded to include 
the services of physicians who are 
reimbursed on a compensation-related 
charge basis and suigical services that 
are routinely furnished in physicians* 
offices and are not included in the list 
of covered ambulatory surgical center 
services. 

• The regulations would be revised to 
allow suppliers to give less than a full 
warranty to beneficiaries who 
purchase used durable medical 
equipment. 

These proposals are discussed below 
in detail. 

n. Discussion of Proposed Changes 

A. Determination of Customary Charges 
for Former Hospital-Compensated 
Physicians and Other Former Provider- 
Compensated Physicians 

Generally, for Medicare purposes, a 
physician must have actual charge data 
from at least three months within a 
charge year In order for a customary 
charge screen to be computed for the 
physician. As described in section 5010.4 
of the Medicare Carriers Manual (HCFA 
Pub. 14-3). until a new physician has the 
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minimum three months of actual charges 
at the time of a regular update, the 
customary charge for each service 
furnished by the physician will be based 
on the 50th percentile of the array of 
weighted customary charges the carrier 
uses to determine the prevailing charge 
in the locality for the same service and 
specialty group. The use of the 50th 
percentile of weighted customary charge 
guarantees that the new physician's 
customary charges for a service is set at 
a level that is no lower than the 
customary charges of established 
physicians with the same specialty who 
furnished at least 50 percent of those 
services in the same locality. 

However, under 42 CFR 405.551[eh 
physicians whose lack of charge data 
stems from the fact that they were 
previo^ly compensated by a provider 
for their services furnished to Individual 
provider patients must retain their 
compensation-related customary 
charges until they have accumulated the 
necessary three months of charge data 
at the time of a customary charge 
update. This policy has been severely 
criticized by physicians who have 
recently terminated a compensation 
agreement with a hospital since, as a 
result of the physicnan fee freeze 
provisions of section 2300 of the Deficit 
Reduction Act of 1984 (Pub. L 98-369). 
section 5(b) of the Emergency Extension 
Act of 1985 (Pub. L 99-107). and section 
9301 of the Consolidated Omnibus 
Buciget Reconciliation Act of 1985 (Pub. 

L. 99-272), there was no cnistomary 
charge update from July 1, 1983 until 
May 1. 198a 

Consequently, physicians who 
terminated agreements with hospitals 
duri^ that time and just prior to it have 
continued to receive Medicare payment 
on the basis of their compensation- 
related customary charges, which are 
generally lower than the 50th percentile 
of customary cdiaiges. 

In order to offer these physicians 
some relief. Congress added section 
9304(b) to Pub. L 99-272. Under the 
provisions of section 9304(b)(1) of Pub. 

L 99-272, a physician who at any time 
during the period beginning on October 
31.1982 and ending on January 31.1985 
was a hospital-compensated physicdan 
(Aat is. a physician who is compensated 
by a hospital for furnishing covered 
Medicare physician services to the 
patients of that hospital) but who. as of 
February 1.1985. was no longer a 
hospital-compensated physician, has. 
for purposes of payment for physician 
services furnished on or after May 1. 

1980 and before January 1,1987. his or 
her customary charges based on his or 
her actual charges billed during the 12- 


month period ending March 31.1985. 
However, if the physician was not a 
participating physician on September 30, 
1985 and continues to be 
nonparticipating as of May 1.1988. the 
updated customary charges are deflated 
by multiplying them by .85. This 
deflation is to approximate 1982 charge 
levels, on which other continuing 
nonparticipating physicians* customary 
charges are based. 

Under section 9304(b)(2) of Pub. L 99- 
272, a physician who ends his or her 
compensation agreement with a hospital 
during the period beginning on February 
1.1985 and ending on December 31,1986 
(who thus does not have three months of 
actual or direct charge experience 
during the period April 11984 through 
March 31.1965, upon which the 
customary charge update that will be 
effective May 1,1988 is to be calculated) 
has his or her customary charges 
determined in the same manner as if the 
physician was a new physician. Thus, 
for services furnished during the 8- 
month period beginning on May 1.1986, 
these physicians previously 
compensated by a hospital receive the 
same 50th percentile customary charge 
applicable to new physicians, that is. the 
50th percentile of the updated or the 
nonupdated array of customary charges 
depending on the physician’s 
participation status. The provisions of 
section 9304 of Pub. L 99-272 are self- 
implementing, and we have already 
instructed the carriers to begin making 
payment under those provisions. 

Since section 9304(b)(2J of Pub, L 99- 
272 is effective only through December 
31,1986, this policy is only a temporary 
deviation from our existing regulatory 
policy that provider-compensated 
physicians who terminate their 
compensation agreement will continue 
to be paid on the basis of their 
compensation-related customary 
charges until they accumulate the 
necessary charge data at the time of a 
charge update. However, we are 
proposing to extend this policy to apply 
to all provider-compensated physicians. 
For services furnished on or after 
January 1.1987. we would treat 
physicians who terminate a 
compensation agreement with a 
provider the same way we currently 
treat new physicians. We would set 
these physicians' customary charges at 
the 50th percentile of the array of 
weighted customary charges the carrier 
uses to determine the prevailing charge 
in the locality for the same service and 
specialty group, until the next regular 
update at which the physicians have 


accumulated three months of pertinent 
actual chaige data. We would revise 
5 405.551(e) to make this change. 

We believe this revision would 
accomplish two objectives. First, it 
addresses a problem that many 
physicians who terminate their 
compensation agreements with a 
provider have brought to our attention. 
When a physician terminates his or her 
compensation agreement with a 
provider and begins billing patients 
directly, that physician incurs billing 
costs for the first time. These billing 
costs are not reflected in the physician’s 
compensation-related customary 
charges. Therefore, because the 50lh 
percentile of customary charges is, In 
most cases, higher than compensation- 
related customary charges, the 50th 
percentile customary charge would be a 
more equitable customary charge to 
apply to the physician until there is an 
update of customary charges based on 
the physician's actual charges, given the 
physician's newly-assumed billing costs 
and the acknowledged failure of the 
compensation-related customary chaige 
to reflect these costs. 

In addition, extending this policy 
beyond December 31,1988 would help 
reduce administrative confusion that 
would result from the carriers having to 
switch customary charge screens for 
some physicians on January 1,1967; that 
is, for those physicians who ended their 
compensation agreement after February 
1,1985 and who still do not have three 
months actual charge data available for 
the January 1.1987 update. In these 
cases, the carrier will have to switch 
from the 50th percentile of customary 
charges back to compensation-related 
customary charges for services 
furnished on or after January 1.1987. 
Similarly, our proposal would avoid 
subjecting physicians to two separate 
interim customary charge screens while 
they await a customary charge update 
based on their own actual clmrges. We 
believe it would simplify program 
administration and reduce confusion for 
both carriers and physicians to extend 
the effect of the provisions of section 
9304(b)(2) of Pub. L 99-272 by regulation 
to apply to services furnished on or after 
Januaiy 1.1987. 

Although section 9304(b)(2) of Pub. L 
99-272 specified that only hospital- 
compensated physicians are affected by 
the temporary policy it set forth, we 
would, for the sake of equity, extend the 
policy to all provider-compensated 
physicians beginning with services 
fiinilshed on January 1,1987. 
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B, Limitation on Payment for Physician 
Services Furnished in Outpatient 
Settings 

In general, Medicare payment that is 
made on a reasonable charge basis for 
similar physician services is the same 
even if the services are furnished in 
different settings. No payment 
distinction is made between a service 
furnished by a physician in his or her 
office and one furnished by the 
physician in a hospital or some other 
i^acility. However, a physician who 
furnished a service in the office setting 
has incurred related office overhead 
expenses (for example, salaries, 
equipment, and utilities) that are not 
incurred by the physician whose 
services are furnished in a facility 
setting. 

Under the authority of sections 
1842(b)(3) following (F) and 1861(v)(l)(K) 
of the Act, regulations located at 
§ 405.502(f) limit payment for physician 
services in facility outpatient settings to 
60 percent of the prevailing charge for 
the service. The purpose of this 
limitation is to ensure that Medicare 
does not make duplicate payments for 
overhead expenses by paying both the 
facility and the physician for those 
overhead expenses. This limit applies to 
physician services furnished in hospital 
outpatient departments (including 
clinics and emergency rooms) and 
comprehensive outpatient rehabilitation 
facilities (CORFs) if the services are of 
the same type as services routinely 
furnished in physicians* offices in the 
local area. 

As set forth in current S 405.502(f)(3), 
the following are the physician services 
that are not covered by the outpatient 
limit. 

• Rural health clinic services. 

• Surgical services furnished in an 
ambulatory setting. 

• Services furnished in a hospital 
emergency room that are necessary to 
prevent the death or serious 
impairment of the health of the 
individual. 

• Services that are reimbursed on a 
compensation-related charge basis as 
specified in { 405.551. 

• Anesthesiology services. 

• Diagnostic and therapeutic radiology 
services. 

For more background on the outpatient 
limit and the exemptions to that limit as 
listed above, see 47 FR 43610-43616, 
October 1,1982. 

We are proposing to eliminate the 
exemptions for the services of 
physicians who are reimbursed on a 
compensation-related charge basis and 
certain ambulatory surgical services. 
The services of physicians reimbursed 


on a compensation-related charge basis 
were originally exempted by the final 
rule that established the outpatient limit, 
which was published on October 1.1982 
in the Federal Register (47 FR 43610). 
Those services were exempted because 
of conflicting provisions Included in a 
proposed rule that was also published 
on October 1.1982 (47 FR 43578). Under 
those proposed regulations, which dealt 
with payment for physician services 
furnished in providers, combined billing 
would have been expanded so that 
payment for physician services 
reimbursed on a compensation-related 
basis would have been made to the 
provider and would have been subjected 
to the reasonable compensation 
equivalent (RCE) limits. However, in the 
final rule on physician services 
furnished in providers, published on 
March 2,1983 (48 FR 8902). the RCE 
limits were not applied to physician 
services to Individual patients 
reimbursed on a compensation-related 
basis, and we proposed to eliminate 
combined billing rather than to expand 
it. In a subsequent final rule that dealt 
with this same issue, published on 
September 1,1983 (48 FR 39740), 
combined billing was eliminated. 
Therefore, since these services continue 
to be subject to the routine reasonable 
charge rules, there is no basis for 
continuing to exempt them from the 
outpatient limits applicable to other 
physician services. 

We are also proposing to remove the 
exemption for ambulatory surgical 
services that are not covered surgical 
procedures for piuposes of facility 
payments to ambulatory surgical centers 
(ASCs) (§ 416.65) and that are routinely 
furnished in physicians* offices in the 
carriers area. *rhe current regulations 
exempt all surgical services furnished in 
an ambulatory setting. This exception 
was established in order to avoid any 
inconsistency with statutory provisions 
designed to encourage the performance 
in an ambulatory setting of certain 
surgical procedures that are frequently 
furnished on an inpatient hospital basis. 
Therefore, the exception should not 
apply to all ambulatory surgery. 

It is unreasonable to apply the 
outpatient limit to services on the ASC 
list since, by definition, those services 
are routinely performed on an inpatient 
hospital basis and are not routinely 
performed in physicians* offices in the 
area. See S 416.65. Also, section 
1833(a)(1)(F) of the Act and S 416.110 of 
our relations provide for payment to 
physicians of the full Medicare 
reasonable charge amount on assigned 
claims for services furnished in 
connection with surgical procedures on 
the ASC list (that is, for surgery that 


cannot be safely or is not routinely 
performed in a physician’s office setting 
and is Instead commonly performed on 
an inpatient hospital basis) when they 
are performed on an ambulatory basis. 

We believe that application of Ae 
outpatient limit to surgical services 
Included on the ASC list might produce 
a result that is inconsistent with the 
objectives of the ASC provision, which 
is to encourage ambulatory surgery for 
the covered procedures. Applying the 
limit might result in higher physician 
payment for a surgical procedure 
performed on an inpatient basis than for 
the same procedure performed on an 
outpatient basis. 

On the other hand, it is reasonable for 
the outpatient limit to apply to surgical 
services not on the ASC list because, for 
those services, there is no need to 
promote the movement of the siugery 
from the impatient to the outpatient 
setting. Those services are already 
routinely performed on an outpatient 
basis. Instead, the objective for surgical 
services not on the ASC list should be to 
make sure that Medicare does not pay 
twice for overhead cost when the 
service is performed in a facility’s 
outpatient department 'Therefore, the 
ambulatory surgery exemption, in this 
proposed regulation, would be narrowed 
so that it excludes from the limit only 
those ambulatory surgical services 
included on the ASC list 

We note that the outpatient limit does 
not apply to any services furnished in 
ASCs even those services not on the 
ASC list Under the provisions of both 
section 1861(v)(l)(K) of the Act and 
S 405.502(f), the outpatient limit applies 
only to services furnished in hospital 
outpatient departments and CORFs. 

'This policy would continue under the 
proposed regulations. As discussed 
above, the outpatient limit would not be 
used to reduce physician payments for 
procedures on the ASC list diat are 
furnished in ASCs, CORFs. or hospital 
outpatient departments because these 
procedures are routinely furnished on a 
hospital Inpatient basis and are not 
routinely furnished in physicians* 
offices. 

Regarding services not included on 
the ASC list (that is, those services for 
which Medicare does not make a facility 
fee payment to the ASC), it is 
unreasonable for us to assume that the 
facility and not the physician incurs the 
overhead costs and thus exclude 
overhead costs from the Medicare 
payment to the physician (that is, apply 
the outpatient li^t). In fact, for these 
services not included on the ASC list. It 
is possible that the physician Incurs 
overhead costs by either owning the 










ASC or paying tha ASC a fee for the 

of the facility. 

C. Payment for Used Durable Medical 
Equipment 

Section 1889 of the Act sets forth the 
payment rules concerning purchase or 
rental of new and used durable medical 
equipment (DME) under the Medicare 
Part B program. Implementing 
regulations located at 5 405.514 establish 
three methods of payment for DME: 
Lease-purchase, lump-sum payment for 
purchase, and rental charges. 

As authorized by section 1889(b) of 
the Act. § 405.514(k) requires the carrier 
to waive the Part B coinsurance amount 
for the purchase of used DME if it is at 
least 25 percent cheaper than new DMK 
Section 405.514(k)(2) provides that in 
order to qualify for the waiver, a 
commercial supplier must funish the 
beneficiary %vith a warranty for the used 
equipment that is equivalent to the 
warranty It would offer buyers of 
comparable new equipment. We 
included this requirement in the 
regulations to protect beneficiaries from 
suppliers that attempt to sell them items 
that do not meet their needs, are worn 
out. or are in poor condition. 

The industry has protested that 
this requirement is discriminatoiy and 
unreasonable. After reassessing this 
policy, we agree that it may not be 
reasonable to expect the industry to 
fully guarantee used equipment: 
however, we believe that the suppliers 
are in a good position to determine and 
ensure the safety and suitability of 
equipment Therefore, we would revise 
5 415.514(k)(2) to require that the 
supplier need only offer a limited 
warranty on used DME. 

This limited warranty would have to 
provide for the following: 

• Guarantee that the used equipment is 
in good working order and has no 
defects In worbnanship and material. 

• If the equipment fails within half the 
period of time specified by the 
manufacturer’s warranty for new 
equipment, the supplier would pay for 
the replacement (including labor 
cosU) of faulty parts or would replace 
the item of equipment with another. 

We believe that this revision would 
eliminate a large impediment to the sale 
of used equipment and at the same time 
provide for continuing protection of the 
beneficiaries. If the used equipment fails 
after the warranty period, the Medicare 
program would reimburse the 
beneficiary for any necessary repairs or 
replacement of the item in accordance 
with current operational policy. 


UL Impact Analysis 

A. Executive Order 12291 

Executive Order 12291 (E.0.12291) 
requires us to prepare and publish an 
initial regulatoiy impact analysis for any 
propos^ regulations that are likely to 
meet criteria for a “major rule’*. A major 
rule is one that would result in— 

(1) An annual effect on the economy 
of $100 million or more; 

(2) A major increase in costs or prices 
for consumers, individual industries. 
Federal State, or local government 
agencies, or any geographic regions; or 

(3) Si^ficant adverse efiects on 
competition, employmenl investment 
pr(^uctivity. innovation, or on the 
ability of United States-based 
enterprises to compete with foreign- 
based enterprises in domestic or export 
markets. 

Based on the available data, we 
believe that the various provisions 
contained in this proposed rule would 
have a negligible or inestimable effect 
We currently do not possess data that 
would permit us to estimate the effect of 
our proposal to permit physicians who 
terminate their provider compensation 
agreement to be paid on the basis of the 
50th percentile of customary chaiges 
rather than their compensation-related 
customary charges. While we are unable 
to estimate the impact of this provision 
on physicians, we expect that it would 
generally benefit physicians by allowing 
them to receive higher payments for 
services furnished to beneficiaries. We 
believe that the proposal to expand the 
pajrment limitation on outpatient 
services would achieve negligible 
savings for the Medicare program. We 
expect that the provision to allow 
suppliers of DME to give less than a full 
warranty to beneficiaries who purchase 
used equipment would have no 
measurable economic effect 
For these reasons, this proposal does 
not meet the criteria for a major rule. 
Therefore, we are not preparing an 
initial regulatory impact analysis. 

E. Regulatory Flexibility Analysis 

Consistent with the Regulatory 
Flexibility Act of 1980 (RFA) (5 U.S.C 
601 throu^ 612). we prepare and 
publish an initial regulatory flexibility 
anal3rsiB for proposed regulations unless 
the Secretary certifies that the 
regulations would not have a significant 
impact on a substantial number of small 
entities. For purposes of the RFA. we 
consider all physicians and suppliers of 
DME to be small entities. 

This proposal is expected to afreet 
only a small number of physicians and 
to have either a negligible or inestimable 
effect on these physidana, and to have 


no measurable effect on payment for 
DME. Therefore, we have determined, 
and the Secretary certifies, that these 
proposed regulations would not have a 
significant economic impact on a 
substantial number of small entities. 
Therefore, an initial regulatory 
flexibility analysis has not been 
prepared. 

IV, Other Required Information 

A, Response to Public Comments 

Because of the large number of items 
of correspondence we normally receive 
on proposed regulations, we cannot 
acknowledge or respond to them 
individuaUy. However, we will consider 
all comments that are received by the 
date and time specified in the “Date” 
section of this preamble and, if we 
proceed with a final rule, we will 
respond to those comments in the 
preamble to that rule. 

B. Paperwork Reduction Act 

The proposed rule does not impose 
information collection requirements. 
Consequently, it need not be reviewed 
by the Executive Office of Management 
and Budget under the authority of the 
Paperwork Reduction Act of 1980 (44 
U.S.C. 3501-3511). 

List of Subjects in 42 CFR Part 405 

Administrative practice and 
procedime. Health facilities. Health 
professions. Kidney diseases. 
Laboratories, Medicare, Nursing homes, 
Reporting and recordkeeping 
requirements. Rural areas, X-rays. 

We are proposing to amend 42 CFR 
Part 405, Subpart E as set forth below: 

PART 405—FEDERAL HEALTH 
INSURANCE FOR THE AGED AND 
DISABLED 

Subpart E —Criteria for Determination 
of Reasonable Charges; 
Reimbursement for Services of 
Hospital Inpatient Interns, Residents, 
and Supervising Physicians 

1. The authority citation for Subpart E 
is revised to read as follows: 

Authority: Secs. 1102.1814(b), 1832,1833(a). 
1842(b) and (h). 1861(b) and (v). 1882(a)(14). 
1866(a). 1871.1881.1886.1887. and 1889 of the 
Social Security Act as amended (42 U.S.C. 

1302,1395f[bl 1395k. 13951(a). 1395u(b), and 
(h). 1395x(b) and (v). 1305y(a)(14). 1305cc(a), 
1395hh. 1395rr, ISSSw^w, 13^xx. and 1395zz). 

2. Section 40S.502 is amended by 
revising paragraph (f) to read as follows: 

5 405.502 Criteria for determining 
ressonsbie charges. 
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(P Determining charge payments for 
certain physicians* services furnished in 
outpatient settings--(l] General rule. If 
physician services of the type routinely 
famished In physicians* offices are 
furnished in outpatient settings, carriers 
determine the reasonable charge for 
those services by applying the limits 
described in paragraph (f)(5) 1^1® 

section. 

(2) Definition. As used In this 
paragraph (f). *Vutpatient settings** 
means— 

(i) Hospital outpatient departments, 
including clinics and emergency rooms; 
and 

(ii) Comprehensive outpatient 
rehabilitation facilities. 

(3) Services covered by limits. The 
carrier establishes a list of services 
routinely furnished in physicians’ office 
the area. The carrier has the discretion 
to determine which professional 
services are routinely furnished in 
physicians' offices, based on current 
medical practice in the area. Listed 
below are some examples of routine 
services furnished by office-based 
physicians. 

Examples 

Review of recent history, determination of 
blood pressure, ausculation of heart and 
lungs, and adjustment of medication. 

Brief history and examination, and 
Initiation of diagnostic and treatment 
programs. 

Treatment of an acute respiratory infection. 

(4) Services excluded from limits. The 
limits established under this paragraph 
do not apply to the following: 

(i) Rural health clinic services. 

(ii) Surgical services included on the 
ambulatory surgical center list of 
procedures published under § 416.65(c) 
of this chapter. 

(iii) Services furnished in a hospital 
emergency room that are necessary to 
prevent the death or serious impairment 
of the health of the individual. 

(iv) Anesthesiology services and 
diagnostic and therapeutic radiology 
services. 

(5) Methodology for developing 
limits —(i) Development of a charge 
base. The carrier establishes a charge 
base for each service identified as a 
routine office-based physician service. 
The charge base consists of the 
prevailing charge in the locality for each 
such service adjusted by the economic 
index. The carrier uses the prevailing 
charges that apply to services by 
nonspecialists in office practices in the 
locality in which the outpatient setting is 
located. 

(ii) Calculation of the outpatient 
limits. The carrier calculates the charge 
limit for each seivice by multiplying the 


charge base amount for each service by 
.60. 

(6) Application of limits. The 
reasonable charge for physician services 
of the type described in paragraph (f)(3) 
of this section that are furnished in an 
outpatient setting is the lowest of the 
actual charges, the customary charges in 
accordance with § 405.503, the 
prevailing charges applicable to these 
services in accordance with § 405.504, or 
the charge limits calculated in paragraph 
(f)(5)(ii) of this section. 

3. Section 405.514 is amended by 
revising paragraphs (a) and (k)(2) to 
read as follows: 

S 405.514 Payment for durable medical 
equipment 

(a) Purpose. This section specifies 
criteria and procedures for making 
payments for the purchase or rental of 
new and used durable medical 
equipment for beneficiaries under Part B 
of the Medicare program. It implements 
section 1889 of the Act. 

* • * * • 

(k) Waiver of coinsurance for 
purchase of used equipment. * ^ * 

(2) If used equipment is purchased 
from a commercial supplier, the supplier 
must given the beneficiary a warranty 
that assures the following; 

(i) The used equipment is in good 
working order and has no defects in 
workmanship or material. 

(ii) If the equipment fails within one- 
half the period of time specified by the 
manufacturer's warranty for the same 
equipment when new, the supplier pays 
for replacement of faulty parts 
(including labor costs] or replaces the 
item of equipment at no cost. 

♦ * ♦ • • 

4. In § 405.551, paragraph (e) is revised 
to read as follows: 

S 405.551 Reasonable charges for 
physician services In providers: General 
provisions. 

# • • * * 

(e) Change of agreements. If a 
physician who has been compensated 
by or through a provider (or other entity) 
for physician services to individual 
patients ends his or her compensation 
agreement and instead bills all patients, 
or their insurers, directly for his or her 
services, the carrier determines the 
physician's customary charge for a 
service based on the 50th percentile of 
the weighted customary charges used to 
establish the prevailing charge for the 
service until Aere is a general revision 
of the customary charge screen for 
which the physician has three months of 
actual charge experience during the 
charge year that is used to calculate the 
revision. However, if a physician 


terminates a direct billing arrangement 
and enters into a compensation 
agreement with a provider, the carrier 
determines compensation-related 
customary charges in accordance with 
paragraph (d) of this section except that 
during the first year, the total payments 
made on the basis of the compensation- 
related charges may not exceed what 
total payment would have been under 
the physician's former direct billing 
practice. 

♦ • • • • 

(Catalog of Federal Domestic Assistance 
Program No. 13.774, Medicare Supplementary 
Medical Insurance Program) 

Dated: July 7.198a 
William L. Roper, 

Administrator, Health Care Financing 
Administration. 

Approved: August 13,1986. 

Otis R. Bowen, MJ)., 

Secretary. 

[FR Doc. 88-21319 Filed 9-19-86; 8:45 am) 
BILUNQ CODE 4120-01-11 


FEDERAL COMMUNICATIONS 
COMMISSION 

47 CFR Part 73 

[MM Docket Na 86-358, RM-53841 

Radio Broadcasting Services; Rupert, 
ID 

agency: Federal Communications 

Commission. 

action: Proposed rule. 


summary: This document requests 
comments on a petition filed by Inland 
Broadcasting Company proposing the 
substitution of Class C Channel 223 for 
Channel 221A at Rupert, Idaho, and 
modification of the Class A license for 
Station KNAQ(FM). The proposal could 
provide Rupert with its first wide area 
coverage station. 

DATES: Comments must be filed on or 
before November 6.1988, and reply 
comments on or before November 21, 
1988. 

ADDRESS: Federal Communications 
Commission, Washington, DC 20554. In 
edition to filing comments with the 
FCC, interested parties should serve the 
petitioners, or their counsel or 
consultant as follows: Lester W. 
Spillane, 1040 Main Street—Suite 302, 
Napa. California 94559, (Attorney to 
Petitioner). 

FOR FURTHER INFORMATION CONTACT. 

Montrose H. Tyree. (202) 634-8530. Mass 
Media Bureau. 















summary of the Commission's Notice of 
Proposed Rule Making. MM Docket No. 
86-358. adopted August 28,1986. and 
released ^ptember 15.1986. The full 
text of this Commission decision is 
available for inspection and copying 
during normal business hours In the FCC 
Dockets Branch (Room 230), 1919 M 
Street, NW.. Washington, DC. The 
complete text of this decision may also 
be purchased from the Coitimission's 
copy contractors. International 
Transcription Service, (202) 857-3800, 
2100 M Street, NW., Suite 140. 
Washin^on, DC 20037. 

Provisions of the Regulatory 
Flexibility Act of 1980 do not apply to 
this proceeding. 

Members of the public should note 
that from the time a Notice of Proposed 
Rule Making is issued until the matter is 
no longer subject to Commission 
consideration or court review, all ex 
parte contacts are prohibited in 
Commission proceedings, such as this 
one. which involve channel allotmenU. 
See 47 CFR 1.1231 for rules governing 
permissible ex parte contact. 

For information regarding proper filing 
procedures for comments, See 47 CFR 
1.415 and 1.420. 

List of Subjects in 47 CFR Part 73 
Radio broadcasting. 

Federal Conununications Coiiunission. 

Charles Schott 

Chief, Policy and Rules Division, Mass Media 
Bureau, 

[FR Doc. 88-21342 Filed ^19-88; 8:45 am) 
BILUNO CODE S712-01-M 


47 CFR Part 73 

[MM Docket No. 88-359, RM-5369) 

Radio Broadcasting Services; 
Churubusco, IN 

AQENCY: Federal Communications 
Commission. 

ACTION: Proposed rule. 

SUMMARY: This document requests 
comments on a petition filed by 
Consumers Aid. Inc., proposing the 
allotment of FM Channel 274A to 
Churubusco, Indiana, as the 
community’s first FM service. 
dates: Comments must be filed on or 
before November 6.1980. and reply 
comments on or before November 21. 
1980. 

ADDRESS: Federal Communications 
Coiiunission. Washington. DC 20554 In 
addition to filing comments with the 
FCC, interested parties should serve the 
petitioners, or their counsel or 


consultant, as follows: Richard J. Hayes, 
Jr.. Attorney at Law. 1359 Black Meadow 
Road. Spotsylvania, Virginia 22553. 
(Counsel to Petitioner). 

FOR FURTHER INFORMATION CONTACT: 

D. David Weston. (202) 634-6530. Mass 
Media Bureau. 

SUPPLEMENTARY INFORMATION: This Is 
summary of the Commission’s Notice of 
Proposed Rule Making, MM Docket No. 
88-359. adopted September 3,1986, and 
released Spetember 15,1986. The full 
text of this Commission decision is 
available for inspection and copying 
during normal business hours in the FCC 
Dockets Branch (Room 230), 1919 M 
Street, NW. Washington. DC. The 
complete text of this decision may also 
be purchased from the Commission’s 
copy contractors. International 
Transcription Service, (202) 857-3800. 

2100 M Street. NW, Suite 140, 
Washington. DC 20037. 

Provisions of the Regulatory 
Flexibility Act of 1980 do not apply to 
this proceeding. 

Members of the public should note 
that from the time a Notice of Proposed 
Rule Making is issued until the matter is 
not longer subject to Commission 
consideration or court review, all ex 
parte contacts are prohibited in 
Commission proceedings, such as this 
one. which involve channel allotments. 
See 47 CFR 1.1231 for rules governing 
permissible ex parte contact. 

For information regarding proper filing 
procedures for comments. See 47 CFR 
1.415 and 1.420. 

Ust of Subjecte in 47 CFR Part 73 
Radio broadcasting. 

Federal Communications Commission. 

Mark Upp, 

Chief Allocations Branch, Policy and Rules 
Division, Mass Media Bureau, 

[FR Doc, 80-21343 Filed 9-19-88; 8:45 am) 

BILLING CODE S712-01-M 


47 CFR Part 73 

[MM Docket No. 86-357, RM-54181 

Radio Broadcasting Services; Ankeny, 
lA 

AGENCY: Federal Communications 

Commission. 

action: Propos ed rule. 

SUMMARY: This document request 
comments on a petition filed by Ankeny 
Broadcasting Corporation proposing the 
substitution of Channel 223C2 for 
Channel 292A at Ankeny, Iowa, and 
modification of the license of Station 
KIJY(FM). Ankeny. low^a. to specify 
operation on Channel 223C2 as that 


community's first wide coverage area 
FM service. Finalization of this proposal 
is contingent upon the grant of a pending 
application filed by Station KOEL-FM. 
Oelwein, Iowa, to move its transmitter 
site which will eliminate a short spacing 
problem. 

dates: Comments must be filed on or 
before November 6,1980, and reply 
comments on or before November 21, 
1986. 

address: Federal Communications 
Commission. Washington. DC 20554. In 
addition to filing comments with the 
FCC. interested parties should serve the 
petitioners, or their counsel or 
consultant, as follows: Roger J. Metzler, 
Esq., Farrand, Malti, Cooper & Metzler, 
P.O. Box 7329, San Francisco, CA 94120 
(Counsel to Petitioner) 

FOR FURTHER INFORMATION CONTACT: 

D. David Weston. (202) 634-6530, Mass 
Media Bureau. 

SUFPLEMENTARY INFORMATION: This is a 
summary of the Commission’s Notice of 
Proposed Rule Making. MM Docket No. 
88-357, adopted August 26.1986, and 
released September 15.1986. The full 
text of this Commission decision is 
available for inspection and copying 
during normal business hours in the FCC 
Dockets Branch (Room 230), 1919 M 
Street. NW.. Washington DC. The 
complete text of this decision may also 
be purchased from the Commission's 
copy contractors. International 
Transcription Service, (202) 857-3800. 

2100 M Street, NW.. Suite 140, 
Washington. DC 20037. 

Provisions of the Regulatory 
Flexibility Act of 1980 do not apply to 
this proceeding. 

Members of the public should note 
that from the time a Notice of Proposed 
Rule Making is issued until the matter is 
no longer subject to Commission 
consideration or court review, all ex 
parte contacts are prohibited in 
Commission proceedings, such as this 
one, which involve channel allotments. 

See 47 CFR 1.1231 for rules governing 
permissible ex parte contact 
For information regarding proper filing 
procedures for comments. See 47 CFR 
1.415 and 1.420. 

list of Subjects in 47 CFR Part 73 
Radio broadcasting. 

Federal Communications Commission. 

Charles Schott, 

Chief Policy and Rules Division, Mass Media 
Bureau. 

(FR Doc. 86-21344 Filed 9-19-66: 8:45 am] 

BILUNO CODE 6712-01-M 
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47 CFR Part 73 

IMM Docket No. 86-356, RM-S3S11 

Radio Broadcasting Services; Webb 
City, MO 

agency: Federal Communications 
Commission. 

action: Proposed rule. 


summary: This document requests 
comments on a petition filed by Don 
Stubblefield, proposing the allotmenl of 
FM Channel 281A to Webb City. 

Missouri. This allotment could provide a 
second FM broadcast service for the 
Community. 

dates: Comments must be filed on or 
before November 6.196b» and reply 
comments on or before NovembW 21, 
1986. 

ADDRESS: Federal Communicationa 
Commission, Washington, DC 20554. In 
addition to filing comments with the 
FCC, interested parties should serve the 
petitioners, or their counsel or 
consultant, as follows: James E. Price, 
Sterling Communications, Inc., Suite 418, 
Uptain Building. Chattanooga, 

Tennessee 37411-4065, (consultant to the 
petitioner). 

FOR FURTHER INFORMATION CONTACT: 

Kathleen Scheuerle, (202) 634-6530. 

SUPPLEMENTARY INFORMATION: This is a 
summary of the Commission's Notice of 
Proposed Role Making. MM Docket No. 
86-356* adopted August 25.1966, and 
released September 15,1986. The full 
text of this Commission decision is 
available for inspection and copying 
during normal business hours in the FCC 
Dockets Branch (Room 230), 1919 M 
Street, N.W., Washington, DC. The 
complete text of this decision may also 
be purchased from the Commission's 
copy contractors, International 
Transcription Service, (202] 857-3800^ 
2100 M Street, NW., Suite 140. 
Washington, DC 20037. 


Provisions of the Regulatory 
Flexibility Act ol 1960 do not apply to 
this proceeding. 

Members of the public should note 
that from the time a Notice of Proposed 
Rule Making is issued until the matter is 
no longer subject to Commission 
consideration or court review, all ex 
parte contacts are prohibited in 
Commission proceedings, such as this; 
one, which involve channel allotments. 
See 47 CFR 1.1231 for rules governing 
permissible ex parte contact. 

For information regarding prop er fil ing 
procedures for comments. See 47 CFR 
1.415 and 1.420. 

List of Subjects in 47 CFR Part 73 
Radio broadcasting. 

Federal Commonicationa Commission. 
Charles Schott, 

Chief, Policy and Ru/es^Diviaion, Mass Media 
Bureau. 

[FR Doc. 80-21345 FQed 9-19-86; 8:45 ami 

BILUNQ CODE 6712-01-M 


47 CFR Part 73 

[MM Dockat No. 86-351, RM-53381 

Television Broadcasting Services; 
Slidell, LA 

agency: Federal Communications 
Commisaion. 

ACTION: Proposed rule._ 

summary: This document requests 
comments on a petition filed by Ron 
Hunter (North Shore Television) 
proposing to assign UHF Television 
Channel 54 to Slidell, Louisiana, as (hat 
community's first television channel. 
DATES: Comments must be filed on or 
before November 6,1986, and reply 
comments on or before November 21, 
1986. 

address: Federal Communications 
Commission, Washington. DC 20554. In 
addition to filing comments with the 
FCC, interested parties should serve the 
petitioners, or their counsel or 


consultant, as follows: Ron H unter , 
President Northshore Tfelevision, 397 
Fairway Drive, New Orleans, LA 70124 
(Petitioner); and Early D. Monroe. Jr., 

EDM & Associates, inc., 1234 
Massachusetts Ave., NW., Washington. 
DC 20005 (Consultant to Petitioner). 

FOR FURTHER MFOIMIATICN CONTACT: 

D. David Weston, (202) 634-653a Mass 
Media Bureau. 

supplementary information: This Is a 
summary of the Commission's Notice of 
Proposed Rule Making, MM Docket No. 
86-351, adopted August 25,1988, and 
released September 15,1986. The full 
text of this Commission decision is 
available for inspection and copying 
during normal business hours in the FCC 
Dockets Branch (Room 230). 1919 M 
Street NW., Wash^on, DC The 
complete text of this decision m^ also 
be purchased frxwn the Commission's 
copy contractors. International 
Transcription Service, (202) 857-3800, 
2100 M Street. NW.. Suite 140. 
Washington, DC 20037. 

Provisions of the Regulatory 
Flexibility Act of 1980 do not apply to 
this proceeding. 

Members of the public should note 
that from the time of Notice of Proposed 
Rule Making is issued until the matter is 
no longer subject to Commission 
consideration or court review, all ex 
parte contacts are prohibited in 
Commission proceedings, such as this 
one. which Involve channel allotments. 
See 47 CFR 1.1231 for rules governing 
permissible ex parte contact 
For information regarding proper filing 
procedures for comments. See 47 CFR 
1.415 apd 1.420. 

list of Subjects in 47 CFR Part 73 
Television broadcasting. 

Federal Communications Commission. 
Charles Schott, 

Chief Policy and Rules Division, Moss Media 
Bureau. 

[FR Doc. 88-21346 Filed 9-19-88; 8:45 am) 
aiLUNO CODE e712-01-M 
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DEPARTMENT OF AGRICULTURE 

Packers and Stockyards 
Administration 

Certification of Central Filing System; 


Caltle (and Calvet) 
Catflsh/Fish 
Chickens 
Ducks 

Eggs. Hatching 
Geese 
Coats 
Guineas 

Egga 

Flowers 

Grass 

Honey 

Milk 


Hogs 

Horses 

Lambs and Sheep 

Mules 

Quail 

Turkeys 

Earthworms 

Sheilfish 

Mohair 

Shrubbery 

Wool 

Cotton Seed 


This is issued pursuant to authority 
delegated by the Secretary of 
Agriculture. 


The Statewide central filing system of 
Mississippi is hereby certified, pursuant 
to section 1324 of the Food Security Act 
of 1985, on the basis of information 
submitted by Dick Molpus. Secretary of 
State, for farm products produced in that 
State as follows: 


Apples 

Apricots 

Artichokes 

Asparagus 

Avocados 

Bananas 

Barley 

Beans. Butter 
Beans. Dry 
Beans. Lima 
Beans, Snap 
Bean, Waxed 
Beets 

Berries, Black 
Berries. Blue 
Berries, Straw 
Broccoli 

Brussels Sprouts 

Cabbage 

Carrots 

Cauliflower 

Celery 

Cherries 

Coffee 

Collards 

Com 

Com, Sweet 

Cotton 

Cucumbers 

Dates 

Eggplant 

Esciu^le 

Figs 

Flaxseed 

Garlic 

Grapes (and Raisins) 

Grapefruit 

Hay 

Hops 

Irish Potatoes 

Kiwi 

Legumes 

Lemons 

Lettuce 

Limes 

Maple Syrup 
Melons, Cantelopes 
Melons, Honey Dew 


Melons, Water 

Milo 

Mint 

Mushrooms 

Mustards 

Nectarines 

Nutmeg 

Oats 

Olives 

Onions 

Oranges 

Papayas 

Peaches 

Peanuts 

Pears 

Peas. Dry 

Peas, Field 

Peas. Green 

Pecans 

Peppers 

Persimmons 

Pineapple 

Plums (ft Prunes) 

Pomegranates 

Popcorn 

Rape Seed 

Rice 

Rye 

Sorghum Grain 

Soybeans 

Spinach 

Sugar Beets 

Sugar Cane 

Sunflower Seeds 

Sweet Potatoes 

Tangelos 

Tangerines 

Taro 

Tea 

Tobacco 

Tomatoes 

Trees 

Turnips 

Walnuts 

Wheat 

Muscadine 

Pumpkins 


Authority: Sec. 1324(c)(2). Pub. L 99-198. 99 
Stat. 1535. 7 U.S.C. 1631(c)(2): 7 CFR 
2.17(e)(3). 2.56(a)(3), 51 FR 22795. 

Dated: September 17,1986. 

B Jl. (Bill) Jones. 

Administrator, Packers and Stockyards 
Administration, 

[FR Doc. 86-21373 Filed 9-19-86; 8:45 am] 

BIUJNQ code 341(M(0-M 


DEPARTMENT OF COMMERCE 

Agency Forms Under Review by the 
Office of Management and Budget 

DOC has submitted to OMB for 
clearance the following proposals for 
collection of information under the 
provisions of the Paperwork Reduction 
Act (44 U.S.C. Chapter 35). 

Agency: International Trade 
Administration 

Title: Commodity Classification and 
Information Requests 
Form Number Agency—EAR-370.11, 
372.0. 399.1: OMB—N/A 
Type of Request; New collection 
Burden: 3,600 respondents; 1.800 
reporting hours 

Needs and Uses: An exporter who has 
questions about the applicability of 
the Export Administration Regulations 
to a export transaction must provide 
certain information. The information 
in used by the Department to decide 
whether or not the transaction 
requires an export license. 

Affected Public: Businesses or other for- 
profit institutions; small businesses or 
organizations 
Frequency: On occasion 
Respondent’s Obligation: Required to 
obtain or retain a benefit 
OMB Desk Officen Sheri Fox. 395-3785 


Agency: National Oceanic and 
Atmospheric Administration 
Title: Fisheries Development and 
Utilization Research and 
Demonstration Grants and 
Cooperative Agreements 
Form Number Agency—N/A; OMB— 
0648-0135 

Type of Request: Extension of the 
expiration date of a currently 
approved collection 

Burden: 250 respondents: 2.250 reporting 
hours 

Needs and Uses: The Saltonstall- 
Kennedy Act authorizes a grants 
program for fisheries research and 
development. Information is used to 
decide which projects should be 
funded. 

Affected Public: Individuals: state or 
local governments; businesses or 
other for-profit institutions: federal 
agencies; non-profit institutions: and 
small businesses or organizations 
Frequency; On occasion 
Respondent’s Obligation: Required to 
obtain or retain a benefit 
OMB Desk Officen Sheri Fox. 395-3785 
Agency; National Oceanic and 
Atmospheric Administration 
Title: Federal Fisheries Permit- 
Amendment L 

Form Number Agency—N/A; OMB— 
0648-0097 

Type of Request: Revision of a currently 
approved collection 
Burden: 10 new respondents; 10 new 
reporting hours 
Needs and Uses: The Fishery 
Management Plan (FMP) for the 
Pelagic Fisheries of the Western 
Pacific Region was prepared by the 
Western Pacific Fishery Management 
Council under the authorization of the 
Magnuson Fishery Conservation and 
Management Act. Among the 
management measures proposed in 
the F^^ is a Federal permit 
requirement for use of experimental 
fishing gear. The information obtained 
from the experimentation will be used 
to provide a basis for considering the 
need to amend the FMP to allow a 
change in gear and fishing practices. 
Affected Public: Businesses or other for- 
profit institutions: small businesses or 
organizations 
Frequency: Other—per trip 
Respondent's Obligation: Required to 
obtain or retain a benefit 
OMB Desk Officen Sheri Fox. 395-3785 
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Agency: National Oceanic and 
Atmospheric Administration 
Title: Applications for and Reports 
Under Registration as an Agent or 
Tamier 

Form Number: Agency—N/A; OMB—N/ 

A 

Type of Request: Existing collection in 
use without an OMB control number 
Burden: 35 respondents: 25 reporting 
hours 

Needs and Uses: The Marine Mammal 
Protection Act allows Alaskan natives 
to take marine mammals for specified 
purposes. Possession of the marine 
mammals must be by the Alaskan 
natives or registered agents or 
tanners. The information is used to 
determine suitability of applicants 
and to monitor activities. 

Affected Public: Businesses or other for- 
profit institutions; small businesses or 
organizations 

Frequency: On occasion, annually 
Respondent’s Obligation: Required to 
obtain or retain a benefit 
OMB Desk Officer. Sheri Fox 395-3785 
Agency: National Oceanic and 
Atmospheric Administration 
Title: Oceanic Gamefish 

Investigations—Big Game Fishing Log 
Form Number: Agency—NOAA 88-904; 

OMB—0648-0031 
Type of Request: Extension of the 
expiration date of a currently 
approved coUeclion 

Burden: 1,000 respondents; 330 reporting 
hours 

Needs and Uses: NOAA is responsible 
for conducting investigations into the 
status of commercial and sport fish* 
including their abundance, and for 
conducting research on marine fishes 
of interest to receational fishermen. 
Data is gathered by personal 
interview with anglers or their boat 
captains immediately after they return 
from a fishing trip in a tournament 
Information is used for research, stock 
assessments, aixi support of 
management/ allocation decisions. 
Affected Public: Individuals 
Frequency: On occasion 
Respondent’s Obligation: Voluntary 
OMB Desk Officer: Sheri Fox 385-3785 
Copies of the above information 
collection proposals can be obtained by 
calling or writing DOC Clearance 
Officer. Edward Michals, [202) 377-4217, 
Department of Commerce* Room 6622, 
14tli and Constitution Avenue, NW.* 
Washington. DC 2023a 
Written comments and 
recommendations for the proposed 
information collections should be sent to 
Sheri Fox OMB Desk Officer, Room 
3235, New Executive Office Building, 
Washington* DC 20503. 


Dated: September 16.1986. 

Edward Michals. 

Departmental Clearance Officer, Information 
Management Division Office of Information 
Resources Management. 

IFR Doc. 86-21420 Filed 9-19-86; 8:45 am) 
BILUNQ CODE 3510-CW-M 


International Trade Administration 

tC-791-0071 , 

Certain Steel Products From South 
Africa; Final Results of Countervailing 
Duty Administrative Review 

agency: International Trade 
Administration Import Administration, 
Commerce. 

action: Notice of Final Results of 
Countervailing Duty Administrative 
Review. _ 

summary: On August 14.1984, the 
Department of Commerce published the 
preliminary results of its administrative 
review of the countervailing duty order 
on certain steel products from South 
Africa. The review covers the period 
July 1.1981 through December 31,1982 
and eleven programs. 

We gave interested parties an 
opportunity to comment on the 
preliminary results. After reviewing all 
of the comments received, the 
Department has determined the total 
bounty or grant to be zero for Vantin, 
Ltd., 0.16 percent od valorem for 
Highveld Steel and Vanadium 
Corporation, and 3.76 percent ad 
valorem for all other firms for the period 
of review. We consider any rate less 
than 0.50 to be de minimis. 

EFFECTIVE DATE: September 22,1986. 

FOR FURTHER INFORMATION CONTACT: 
Sylvia Chadwick or Lorenzs Olivas, 
Office of Compliance* International 
Trade Administration, U.S. Department 
of Commerce. Washington, DC 20230; 
telephone: (202) 377-2786. 
SUPPLEMENTARY INFORMATION: 

Background 

On September 7,1982, the Department 
of Commerce (“the Department**) 
published in the Federal Register (47 FR 
39379) a countervailing duty order on 
certain steel products from South Africa. 
We began this review of the order under 
our old regulations and published the 
preliminary results of our review on 
August 14,1984 (49 FR 32426). Chi 
October 28.1985, after the promulgation 
of our new regulations, an exporter/ 
producer, Highveld Steel and Vanadium 
Corporation, requested in accordance 
with i 355.10 of the Commerce 


Regulations that we complete the 
administrative review. The Department 
has now completed that administrative 
review in accordance with section 751 of 
the Tariff Act of 1930 (“the Tariff Act”). 

On September 4,1985, we revoked the 
order effective October 1,1904. We 
received no request for review for the 
period January 1,1983 to September 30* 
1984. Therefore* this is the last 
administrative review of the order. 

Scope of the Review 

Imports covered by the review are 
shipments of South African carbon steel 
structural shapes, hot-rolled carbon 
steel plate, hot-rolled carbon steel sheet, 
cold-rolled carbon steel sheet, 
galvanized carbon steel sheet, hot-rolled 
carbon steel bars, hot-rolled alloy steel 
bars, and cold-formed carbon steel bars. 
The products are fully described in the 
appendix to this notice. We are 
clarifying the definition of cold-formed 
carbon steel bars to exclude explicitly 
wire that is cut into lengths, in 
conformity with the intention of the 
original investigation. 

The review covers the period July 1. 
1981 through December 31,1982 and 
eleven programs: (1) Export Incentive 
Program—Categories A. B. and D; (2) 
government assumption of financing 
charges; (3) exemption from the payment 
of stamp duties; (4) a loan from the 
General Levy and Import Subsidy 
Scheme; (5) Industrial Development 
Corporation loans: (6) preferential rail 
rates; (7) loans to uncredit worthy 
companies; (8) government equi^ 
participation; (9) government loan 
guarantees: flO) regional 
decentralization program; and (11) 
beneficiation allowances for mineral 
processors. There are four known 
exporters of these products to the 
United States. 

Analysis of Comments Received 

We gave interested parties an 
opportunity to comment on the 
preliminary results- At the result of two 
exporters, the Highveld Steel and 
Vanadium Corporation (“HighvelcT*) and 
the South African Iron and Steel 
Corporation (“ISCOR”), v/e held a 
public hearing on October 4,1984. 

Comment 1: Highveld argues that the 
Department should publish company- 
specific rates in this case. A country¬ 
wide rate is inappropriate when a 
significant differential exists among the 
benefits received by different 
companies. In addition, calculating 
company-specific rates presents no 
administrative di^ulties since the 
Department already has collected all the 
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information needed to calculate such 
rates. 

DeportmenCs Position: We recently 
stated our position on this issue in 
Portland Hydraulic Cement and Cement 
Clinker from Mexico (50 FR 51732, 
December 19,1985). That notice stated 
in part 

A central purpose of the |countervailing 
duty) law is to encourage foreign govenments 
not to provide competitive benefits to their 
exporting industries. The best way to 
accomplish that end is by continuing to treat 
the foreign government as the central actor» 
rather than by piecemeal policing of 
individual companies to encourage them not 
to use programs offered by those foreign 
governments. 

In that case, we did publish a separate 
rate for companies receiving zero or de 
minimis benefits and did not include 
those benefits in the weighted-average 
rate for all other companies. For the 
final results of this review, we 
calculated the following rates for each 
program that provided countervailable 
benefits during the review period: 
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avar- 
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other 
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Preferanllal ratf ralM„ . 
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0.77 
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ai6 
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We found one company, Vantin, Ltd., 
did not receive any benefits. 

Because Vantin's and Highveld’s rates 
are zero or de minimis, we are 
publishing separate rates for those 
companies and are not including them in 
our weighted-average. The rate for the 
two other companies for which we have 
information (ISCOR and Titan Industrial 
Corporation) is the weighted-average 
rate. 

Comment 2: ISCOR aigues that the 
Department erred in assuming that the 
company’s carried-forward loss was 
made up entirely of Category D 
deductions from previous years. Since 
those deductions were only part of the 
carried-forward loss, the Department 
has overstated the benefit from 
Category D deductions. In addition, the 
Department should limit the benefit to 
the deduction that was available in the 
year of review, as it did in the 
preliminary notice in South African 
carbon steel wire rod case. 

Department's Position: Category D 
deductions earned by a company in a 


year when it has no tax liability can be 
added to the company’s carried-forward 
loss. The benefit from these deductions 
results when the company uses its 
carried-forward loss to reduce its 
taxable income. We did not assume that 
ISCOR’s entire carried-forward loss 
consisted of Category D deductions. 
Rather, because ISCOR did not provide 
a breakdown its carried-forward loss, 
we assumed as best information 
available that all previous, unused 
Category D deductions were included in 
the carried-forward loss used to reduce 
taxable income in 1981. Under this 
assumption, we allocated to fiscal year 
19B1/82 all benefits from Category D 
deductions taken in and prior to 1981. 
Unlike this case, the carbon steel wire 
rod case only covers entries made in 
ISCOR S 1962/83 fiscal year and does 
not cover fiscal year 1981/82 entries. 
Therefore, the benefit from this program 
in the carbon steel wire rod case does 
not include benefits allocated to fiscal 
year 1981/82. 

Comment 3: ISCOR ai^es that the 
benefit from the South African 
government's assumption of 70 million 
rand of ISCOR’s financing charges in 
1978 should be expensed in that year. 
There are no rational reasons for the 
Department to allocate this benefit over 
15 years. 

Deportment's Position: In the 
appendix to the final affirmative 
countervailing duty determination and 
order on cold-rolled carbon steel flat- 
rolled products from Argentina (49 FR 
18006. April 26.1984) (“the Subsidies 
Appendix"), we stated that the cash 
flow does not provide guidance in 
allocating the benefit from a grant since 
the difference in cash flow occurs only 
at a si^ie moment in time (when the 
grant is received). Also, we have 
consistently maintained that we are not 
bound by accounting practices when 
choosing an allocation period. Instead, 
as mandated by Congress, we seek an 
allocation period that reflects the 
commercial and competitive benefit of 
the subsidy. The commercial and 
competitive benefit of the forgiveness of 
70 milhon rand in financial charges 
obviously has economic effects that 
extend beyond the year of receipt. In 
order to measure this benefit, we have 
chosen a standard period—the average 
useful life of an industry’s renewable 
physical assets as determined by the 
U.S. Internal Revenue Service. For the 
steel industry, the period is 15 years. 

This standard offers predictability in the 
outcome of the Department’s 
proceedings and eliminates inconsistent 
results among companies or countries. 

Comment 4: ISCOR argues that the 
Department should not have added a 


dividend yield to the earnings yield 
when calculating the national rate of 
return on ecjuity in South Africa because 
the earnings yidd incorporates the 
dividend 3 rield. 

Departments Position: We agree and 
have adjusted our calculations 
accordingly. Because of this correction, 
we determine the benefit to ISCOR from 
the government’s assumption of 
financing charges to be 0.42 percent ad 
valorem. No other programs are affected 
by this change. 

Comment 5: ISCOR argues that Act 96 
of June 23.1982 did not exempt it from 
the payment of stamp duties for the 
period 1968 through 1982. The purpose of 
Act 96 was to deprive ISCOR of a legal 
defense which o^erwise would have 
precluded any liability for stamp duties 
after 1982. ISCOR had not been liable 
for any duties prior to the Act. and, 
therefore, Act 96 could not confer a 
subsidy. 

Departments PosiUon: Act 96 
confirmed that ISCOR was not liable 
during the period 1968 to 1982 for duties 
that had been levied by the Stamp Duty 
Act of 1968. ISCOR’s special exemption 
from stamp duties when other South 
African companies were liable for 
similar duties constitutes a 
countervailable benefit to ISCOR. 

Comment 6: ISCOR argues that it 
received no Industrial Development 
Corporation (*TDC") loans during the 
review period and, therefore, received 
no countervailable benefits from such 
loans. In support of its contention. 
ISCOR’s auditors and the IDC submitted 
statements that ISCOR had received no 
such loans. 

Departments Position: At verification, 
we were allowed to see a worksheet 
listing loans, but ISCOR did not allow us 
to tie this worksheet to the company’s 
loan ledger or to actual loan documents. 
Since we were not allowed to verify the 
completeness of the worksheet, we 
determine as the best information 
available that ISCOR did receive IDC 
loans and that the benefit is equal to the 
highest ad valorem benefit received by a 
South African company from this 
program in any other African case. The 
statement from ISCOR and the IDC 
cannot resolve the issue in light of the 
failed verification. 

Comment 7: ISCOR and Highveid 
argue that the differential between 
export and domestic railroad rates did 
not provide a benefit during the review 
period because this differential was 
offset by new contracts that were signed 
by ISCOR and Highveid in 1983 but 
backdated to April 1,1982. To carry out 
the retroactive provisions of these 
contracts, the South African Transport 
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Services (“SATS") made reconciliations 
of past consignment notes to account for 
differences between the actual rates 
charged after April 1,1982 and the rate 
in the contracts. These reconciliations 
were finished by March 1984. when 
SATS collected from ISCOR (the only 
company for which reconciliations were 
necessary) the difference between what 
the company actually paid and what it 
should have paid according to the 
contract. Because ISCOR made this 
payment, there is no benefit from the 
railroad rate differential. 

ISCOR further argues that although it 
did not make this interest-free payment 
until 1984, the Department should not 
find an interest benefit for the late 
payment. SATS has a general policy of 
not charging interest on accounts 
receivable, so interest-free payments are 
generally available. 

Departments Position: During the 
investigation, the South African 
government agreed to charge the same 
rail rate for all steel shipments that met 
certain full-car and full-train load 
conditions regardless of destination. 
Previously, only export shipments had 
been eligible for this lower rate. These 
charges were to become effective on 
April 1,1982. but SATS did not make the 
change until July 1982. In 1983, SATS 
signed contracts with those South 
African steel producers whose 
shipments had previously been eligible 
for the special export rates. These 
contracts confirmed the adjustments 
SATS made in July 1982. However, the 
new contract rates were made 
retroactive to April 1,1982. These 
retroactive changes meant that SATS 
had to make reconciliations—some 
reflecting overpayments, others 
underpayments—for all shipments after 
April 1.1982. 

When we published our preliminary 
notice, SATS had not been able to 
demonstrate that it had completed the 
rail rate reconciliations. Since that time, 
it has shov^ us that the reconciliations 
were completed in March 1984. These 
reconciliations showed that ISCOR had 
been undercharged. Therefore, SATS 
debited ISCOR’s account for the 
underpayment, but did not charge 
interest. SATS found that Highveld did 
not owe anything. 

Since SATS eliminated the rail rate 
differential in July 1982 and then, as a 
result of the contracts, established new 
rates retroactive to April 1,1982 that 
also eliminated the differential we 
determine that preferential rail rates did 
not provide a benefit during the review 
period. 

However, since SATS did not charge 
ISCOR interest on its underpayments, 
we treated this late payment as a short¬ 


term, interest-free loan. We consider the 
nature of this underpayment to differ 
from SATS’s normal accounts receivable 
and. therefore, reject ISCOR’s 
contention that SATS does not charge 
interest on these accounts. We 
determine the benefit to ISCOR from 
this interest-free payment to be 0.03 
percent ad valorem. 

Comment 8: In its preliminary results 
in this case, the Department stated that 
before publishing its final results, it 
might give further consideration to the 
issue of whether investment in ISCOR 
was commercially reasonable. ISCOR 
argues that the Department has already 
adequately considered these issues both 
in its original investigation and in its 
preliminary results of this review. In 
addition, because the Department had 
indicated that it considers more recent 
rather than more remote data when 
making decisions on the reasonableness 
of investment, there is no need for it to 
consider the years prior to 1977. 

Departments Position: In our 
preliminary results of review, we relied 
primarily on a trend analysis from 1978 
through 1982 to evaluate the commercial 
reasonableness of investment in ISCOR. 

However, under the methodolo^ 
outlined in the Subsidies Appendix, we 
look to see whether a benefit from an 
equity infusion exists in each year of a 
15-year period, the average useful life of 
renewable physical assets in the 
industry under review. Therefore, it is 
reasonable for the Department to 
consider infusions before 1978 because 
they might still provide benefits to 
ISCOR during the review period. Since 
ISCOR lost money in 1973 and 1974. 
there is good reason to establish 
whether equity Infusions during that 
period were commercially reasonable. 

ISCOR misunderstands the 
Department’s policy of looking more 
closely at a company’s recent 
performance when considering whether 
investments are commercially 
reasonable. If we are reviewing 
investments in 1975, we would give 
more weight to a company’s 
performance in the early 1970's than in 
the mid-1960'8. This policy does not that 
mean we only analy 2 e equity 
Investments in those years closest to the 
review period. 

For our analysis of the commercial 
reasonableness of investment in ISCOR, 
see Comment 10. 

Comment 9: Bethlehem Steel, an 
interested party in this proceeding, 
argues that the Department incorrectly 
adjusted ISCOR’s profitability figures 
when analyzing the commercial 
reasonableness of equity investment in 
the company. ISCOR’s use of 
replacement rather than historical costs 


for depreciation purposes is, contrary to 
the Department’s assertion, consistent 
with generally accepted accounting 
principles in South Africa. Further, if the 
Department is going to make this 
adjustment, it should also adjust 
ISCOR’s profits by using the customary 
15-year lifetime for depreciation of 
assets rather than the 25 years used by 
ISCOR. 

Departments Position: Although it 
may be a generally accepted accounting 
practice in South Africa to make an 
adjustment to income to reflect 
increased replacement cost of fixed 
assets, we have found that companies 
rarely follow this practice. In fact, 
according to a publication of the 
National Council of Chartered 
Accountants in South Africa, this 
adjustment should be part of a 
supplementary income statement and 
historical cost information should still 
be included to assist in the 
comparability of financial statements 
across the broad business sector. ISCOR 
itself realizes its policy is rare. In its 
1977 annual report, it states, “This 
provision, like other conservative 
accounting practices which the 
Corporation has applied since 1952, has, 
at times, been lost sight of when 
comparing ISCOR's results with those of 
other companies.’* Finally, we note that 
this provision does not represent funds 
that are actually leaving the company. 
The provision is included under 
distributable reserves in the balance 
sheet, and the company considers the 
funds to be available for financing its 
present requirements. 

South African accounting principles 
state that depreciation should be based 
on a company’s estimate of the useful 
life of its assets. ISCOR reports that 
such an estimate is the basis of its 
depreciation schedule. Since we have no 
Information (other than the petitioner’s 
allegation) that its use of 25 years 
represents an attempt by ISCOR to 
inflate unfairly its profits, we have not 
made any adjustments to ISCOR’s 
depreciation figures. 

Comment 10: Bethlehem argues that 
the South African government has 
viewed ISCOR as an instrument of 
policy rather than as a financial 
investment, and its equity infusions fi-om 
fiscal 1974 through 1980 were on terms 
inconsistent with commercial 
considerations. 

Departments Position: For the ten 
years prior to the review period, we 
reviewed ISCOR’s financial results, the 
statements of the company's 
management and the general outlook 
for the industry. We evaluated the 








company’s flnanciai statements on an 
historical cost basis. 

This evaluation shows that ISCOR 
made a profit in every year except in 
fiscal years 1974 and 1975. The company 
had a positive net income before interest 
and taxes and a positive cash flow from 
operations in every year. The company’s 
liquidity ratios were generally in good 
order except in fiscal years 1974 and 
1975 when the quick ratio was weak. 
Those two years were also years when 
ISCOR had negative returns on equity 
and on sales. These ratios improved in 
1976, fell off in 1977 and 1978. and then 
remained fairly strong through 1982. The 
company’s debt load, as shown by its 
debt/equity ratio, grew in the early 
1970*8. reaching a peak in 1978 at a ratio 
of slightly greater than two to one. It 
then tapered off to more manageable 
levels over the rest of the decade. 
Although its debt level was high. ISCOR 
earned enough to cover its interest 
charges in all years except 1974 and 
1975. 

ISCOR's results in the mid-1970*s are 
attributable in part to an expansion 
program the company began in the early 
1970 8. At that time, South African 
demand for steel exceeded the domestic 
supply, and market projections by 
ISCOR indicated that this situation 
would continue throughout the decade. 
Based on those market projections, it 
was reasonable for ISCOR to begin an 
expansion program at that time. As the 
chairman’s report for 1975 indicates, this 
expansion, along with the increased 
interest charges to finance the 
expansion* accounts for ISCOR’s poor 
return in those years. TTie report also 
states that government price controls 
added to the problem. Nevertheless, 
considering the costs of its expansion 
program and the effects of the oil 
shortage, ISCOR’s financial results in 
1974 and 1975 do not indicate that the 
company was an unreasonable 
investment. In the last half of the 1970'8, 
ISCOR's financial situation improved, 
although its interest charges remained 
high. Yet. considering the general slump 
in the worldwide steel industry at that 
time, ISCOR’s results were those of a 
relatively healthy company. 

The Department considers a company 
to be a reasonable commercial 
investment if it can generate a 
reasonable rate of return within a 
reasonable period of time. Although 
ISCOR’s finandal results were weak in 
the niid-1970’s, the company did not 
suffer from deep or continuing losses. 

We therefore determine that equity 
investments in ISCOR were consistent 
with commercial considerations for the 
fiscal years from 1973/74 through 1982, 


Final Results of Review 

After reviewing all the comments 
received, we determined the total 
bounty or grant to be zero for Vanfin. 
Ltd., 0.16 percent ad valorem for 
Highveld Steel and Vanadium 
Corporation, and 3.78 percent ad 
valorem for all other firms for the period 
of review. We consider any rate less 
than 0.50 to be de minimis. 

The Department will mstrucl the 
Customs Service to assess no 
countervailing duties on shipments of 
this merchandise from the two firms 
with zero or de minimis rates and 
countervailing duties of 3.78 percent of 
the f.o.b. invoice price on shipments 
from ail other firms entered, or 
withdrawn from warehouse; for 
consumption on or after June 17,1982, 
and exported on or before December 31. 
1982. 

Becausae the Department has revoked 
this order effective October 1,1984, we 
will instruct the Customs Service not to 
collect cash deposits of estimated 
countervailing duties, as provided by 
section 751(a)fl} of the Tariff Act. on 
shipi^nts of this merchandise entered, 
or withdrawn from warehouse, for 
consumption on or after the dale of 
publication of this notice. 

T^'s administrative review and notice 
are in accordance with section 751(a]fl) 
of the Tariff Act (19 U.S.C. 1675(a)flJ 
and § 355.10 of the Commerce 
Regulations (50 FR 32556, August 13. 

1985). 

Dated: September 16.1986. 

Gilbert B. Kaplan, 

Deputy Assistant Secretary Import 
A dministration. 

Appendix—Description of Products 
For purposes of this review: 

1. The term ’’carbon steel structural 
shapes” covers hot-rolled, forged, 
extruded or drawn, or cold-formed or 
cold-finished carbon steel angles, 
shapes, and sections, which do not 
coniform completely to the respective 
specifications set forth in the headnote 
to schedule 6, Part 2, Subpart B3, of the 
Tariff Schedules of the United States 
Annotated (“TSUSA”), for blooms, 
billets, slabs, sheet bars, bars, wire rods, 
plates, sheets, strip, wire, rails, joint 
bars, or tie plates, and do not include 
any tubular products. These products 
are not drilled, not punched and not 
otherwise advanced having a maximum 
cross-sectional dimension of 3 inches or 
more, as currently classifiable under 
items 609.8010, 609.8020. 609.8025, 

609.8035. 609.8041. or 609.8045 of the 
TSUSA. Such products are generally 
referred to as structural shapes. 


2. The term “hot-rolled carbon steel 
plate” covers hot-rolled carbon steel 
products, whether or not corrugated or 
crimped; not pickled; not coId-roJIed: not 
in coils; not cot, not pressed, and not 
stamped to non-recfangular shape; 

0.1875 inch or more in thickness and 
over 8 inches in width; as currently 
provided for in items 607.6620, 607.6625. 
or 807.9400 of the TSUSA; and hot- or 
cold-rolled carbon steel plate which has 
been coated or plated with zinc, 
including any material which has been 
painted or otherwise covered after 
having been coated or plated with zinc, 
as currently provided for in items 
608.OT0 or 608.1100 of the TSUSA. 
Semifinished products of solid 
rectangular cross-section with a width 
at least four limes the thickness in the 
cast condition or processed only through 
primary mill hot rolling are not included. 

3. The term “hot-rolled carbon steel 
sheet” covers the following hot-rolled 
carbon steel products. Hof-roIIed carbon 
steel sheet is a hot-rolled carbon steel 
product, whether or not corrugated or 
crimped, whether or not pickled, and 
whether or not painted or varnished; not 
cold-rolled; not cut; not pressed, and not 
stampted to non-rectangular shape; not 
coated or plated with metal; over 8 
inches in width and in coils or, if not in 
coils, under 0.1875 inch in thickness and 
over 12 inches in width as currently 
provided for in items 607.6610. 607.6710 
through 607.6740. 607.8320, 607.8342. or 
607.9400 of the TSUSA. PLEASE NOTE 
THA T THE DEFINITION OF HOT- 
ROLIEID CARBON STEEL SHEET 
INCLUDES SOME PRODUCTS 
Cl^SSlFIED AS **PLA TE^' IN THE 
TSUSA (ITEMS 607.6610AND 607.8320). 

4. The term “cold-rolled carbon steel 
sheet” covers the following cold-rolled 
carbon steel products. Cold-rolled 
carbon steel sheet is a cold-rolled 
carbon steel product, whether or not 
corrugated or crimped and whether or 
not pickled; not cut, not pressed, and not 
stamped to non-rectangular shape; not 
coated or plated with metal; over 12 
inches in width and in coils or, if not in 
coils, under 0.1875 inch in thickness; as 
currently provided for in items 607.8320 
or 607.8350 through 607.8360 of the 
TSUSA. PLEASE NOTE THAT THE 
DEFINITION OF COLD-ROLLED 
CARBON STEEL SHEET INCLUDES 
SOME PRODUCTS CLASSIFIED AS 
•PLATE**IN THE TSUSA (ITEM 
607.8320). 

5. '^e term “galvanized carbon steel 
sheet covers hot- or cold-roUed carbon 
steel sheet which has been coated or 
plated with zinc including any material 
which has been painted or otherwise 
covered after having been coated or 
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plated with zinc, as currently provided 
for in items 608.0710. 608.0730. 608.1100. 
608.1310. 608,1320. or 608.1330 of the 
TSUSA. NOTE THAT THEDIFINITION 
OF GAL VANIZED CARBON STEEL 
SHEET INCLUDES SOME PRODUCTS 
CLASSIFIED AS 'TLA TE" IN THE 
TSUSA (ITEMS 608.0710 AND 608.1100). 
Hot- or cold-rolled carbon steel sheet 
which has been coated or plated with 
metal other than zinc is not included. 

6. The term “hot rolled carbon steel 
bars'* covers hot-rolled alloy steel 
products, other than those of stainless or 
tool steel, of solid section which have 
cross sections in the shape of circles, 
segments of circles, ovals, triangles, 
rectangles, hexagons, or octagons, not 
cold-formed, as currently provided for In 
Items 606.8310. 606.8330. or 606.8350 of 
the TSUSA. 

7. The term “hot-rolled alloy steel 
bars" covers hot-rolled alloy steel 
products, other than those of stainless or 
tool steel, of solid section w'hich have 
cross sections in the shape of circles, 
segments of circles, ovals, triangles, 
rectangles, hexagons, or octagons, not 
cold-formed, as currently provided for in 
item 606.9700 of the TSUSA. 

8. The term “cold-formed carbon steel 
bars" covers cold-formed carbon steel 
products of solid section which have 
cross sections in the shape of circles, 
segments of circles, ovals, triangles, 
rectangles, hexagons, or octagons, as 
currently provided for in items 606.8805 
or 606.8815 of the TSUSA. Cold-formed 
carbon steel bars does not include cold- 
rolled carbon steel products cut to 
length, or any cross-sectional dimension 
less than 0.703 inch in maximum cross- 
sectional dimension, or if of rectangular 
cross section, not over 0.25 inch in 
thickness and not over 0.50 inch in 
width. 

|FR Doc. 86-21421 Filed 9-19-86; 8:45 am] 
BILUNO CODE SSIO-OS-M 


COMMITTEE FOR THE 
IMPLEMENTATION OF TEXTILE 
AGREEMENTS 

Cancelling Staged Entry for Certain 
Man-Made Fiber Textile Products 
Produced or Manufactured In the 
People's Republic of China 

September 18.1986. 

The Chairman of the Cornmittee for 
the Implementation of Textile 
Agreements (CITA). under the authority 
contained in E.0.11651 of March 3,1972. 
as amended, has issued the directive 
published below to the Commissioner of 
Customs to be effective on September 

22.1986, For further information contact 


Diana Solkoff. International Trade 
Specialist, Office of Textiles and 
Apparel. U.S. Department of Commerce, 
(202) 377-^212. 

Background 

On July 23,1986, a notice was 
published in the Federal Register (51 FR 
26459), which, among other things, 
established staged entry periods for 
imports of skirts and culottes of man¬ 
made fibers in Category 642. produced 
or manufactured in the People's 
Republic of China and exported during 
the ninety-day period which began on 
April 25,1986 and extended through July 

23.1986. Inasmuch as it has been 
determined that these staged entr>' 
periods are no longer needed, they are 
being cancelled. 

A description of the textile categories 
in terms of T.S.U.S.A. numbers was 
published in the Federal Register on 
December 13,1982 (47 FR 55709), as 
amended on April 7.1983 (48 FR 15175), 
May 3,1983 (48 FR 19924), December 14. 
1983, (48 FR 55607). December 30,1983 
(48 FR 57584), April 4.1984 (49 FR 
13397). June 28.1984 (49 FR 26622), July 
16.1984 (49 FR 28754), November 9,1984 
(49 FR 44782). and in Statistical 
Headnote 5, Schedule 3 of the TARIFF 
SCHEDULES OF THE UNITED STATES 
ANNOTATED (1986). 

William H. Houston III, 

Chairman. Committee for the Implementation 
of Textile Agreements. 

September 18,1986. 

Commissioner of Customs. 

Department of the Treasury, 

Washington. DC 20229. 

Dear Mr. Commissioner; To facilitate 
implementation of the Bilateral Cotton. Wool 
and Man-Made Fiber Textile Agreement, 
effected by exchange of notes dated August 
19,1983, as amended, between the 
Governments of the United Stales and the 
People’s Republic of China. I request that, 
effective on September 22.1988. you cancel 
the staged entry period established in the 
directive of July 18.1986 for man-made fiber 
textile products In Category 642. produced or 
manufactured in the People’s Republic of 
China. 

The Committee for the Implementation of 
Textile Agreements has determined that this 
action falls within the foreign affairs 
exception to the rulemaking provisions of 5 
U.S.C. 553(a)(1). 

Sincerely, 

William H. Houston HI. 

Chairman. Committee for the Implementation 
of Textile Agreements. 

(FR Doc. 86-21499 Filed 9-18-86; 3:53 pm) 
BiLUNO CODE 351&-OR-M 


Import Control Limits for Certain 
Cotton and Man-Made Fiber Textile 
Products Produced or Manufactured In 
the Republic of Korea 

September 17.1986. 

The Chairman of the Committee for 
the Implementation of Textile 
Agreements (CITA), under the authority 
contained in E.0.11651 of March 3,1972, 
as amended, has issued the directive 
published below to the Commissioner of 
Customs to be effective on September 

23.1986. For further information contact 
Eve Anderson. International Trade 
Specialist, Office of Textiles and 
Apparel. U.S. Department of Commerce. 
(202) 377-4212. 

Background 

On May 19 and July 28.1986, notices 
were published in the Federal Register 
(51 FR 18354 and 26922), which 
announced that the Government of the 
United States had requested 
consultations with the Government of 
the Republic of Korea concerning man¬ 
made fiber and cotton textile products in 
Categories 650, 363 and 626. These 
requests were made on the basis of the 
Bilateral Cotton. Wool and Man-Made 
Fiber Textile Agreement, effected by 
exchange of notes dated December 1. 
1982, as amended, between the 
Governments of the United States and 
the Republic of Korea. 

The United States has decided, 
inasmuch as no mutually satisfactory 
solution concerning these categories has 
been reached, to establish specific limits 
for man-made fiber and cotton textile 
products in Categories 650, 363 and 626, 
produced or manufactured in Korea and 
exported during the twelve-month 
period which began on January 1,1986 
and extends through December 31,1986, 
at levels of 15,235 dozen (Category 650), 
1.685,284 numbers (Category 363) and 
1.955.818 square yards (Category 626). 
These levels will be in effect unless as a 
result of consultations different levels 
will be established. A description of the 
textile categories in terms of T.S.U.S.A. 
numbers was published in the Federal 
Register on December 13,1982 (47 FR 
55709), as amended on April 7.1983 (48 
FR 15175). May 3.1983 (47 FR 19924). 
December 14.1983 (48 FR 55607), 
December 30,1983 (48 FR 57584), April 4. 
1984 (49 FR 13397), June 28,1984 (49 FR 
26622), July 16.1984 (49 FR 28754), 
November 9.1984 (49 FR 44782), in and 
Statistical Headnote 5. Schedule 3 of the 
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Tariff Schedules of the United States 
Annotated (1986). 

William H. Huston Ill, 

Chairman, Committee for the Implementation 
of Textile Agreements. 

September 17,1986. 

Committee for the Implementation of Textile 
Agreements 

Commissioner of Customs 
Department of the Treasury, Washington, 

DC. 20229. 

Dear Mr. Commissionen Under the terms of 
section 204 of the Agricultural Act of 1956, as 
amended (7 U.S.C. 1854); pursuant to the 
Bilateral Cotton, Wool and Man-Made Fiber 
Textile Agreement of December 1.1982, as 
amended, between the Governments of the 
United States and the Republic of Korea: and 
In accordance with the provisions of 
Executive Order 11651 of March 3,1972, as 
amended, you are directed to prohibit, 
effective on September 23,1986, entry into the 
United Slates for consumption and 
withdrawal from warehouse for consumption 
of man-made fiber and cotton textile products 
in Categories 650, 363 and 626, produced or 
manufactured in Korea and exported during 
the twelve-month period which began on 
January 1.1986 and extends throu^ 

December 31.1986, in excess of the following 
restraint limits: 


Categofy 

f2-month mstraint IfmOa* 

fWl 

15.235 dozen. 

1,685.284 numbers. 

1.956318 square yards. 

383. 

628. 



‘The Imits heve not beon adjusted to acooum for any 
imports exported aner December 31, 1085. 


Textile products In Categories 650, 363 and 
628 which have been exported to the United 
States prior to January 1.1986 shall not be 
subject to this directive. 

Textile products in Categories 650, 363 and 
626 which have been released from the 
custody of the U.S. Customs Service under 
the provisions of 19 U.S.C 1446(b) or 
1484(a)(1)(A) prior to the effective date of this 
directive shall not be denied entry under this 
directive. 

In carrying out the above directions, the 
Commissioner of Customs should construe 
entry into the United States for consumption 
to include entry for consumption into the 
Commonwealth of Puerto Rico. 

The Committee for the Implementation of 
Textile Agreements has determined that 
these actions fall within the foreign affairs 
exception to the rulemaking provisions of 5 
U.S.C. 553 (a)(1). 

Sincerely. 

William H. Houston III, 

Chairman, Committee for the Implementation 
of Textile Agreements. 

(FR Doc. 86-21418 Filed 9-19-86; 8:45 am) 
BILUNQ CODE 3510-OR 


Increasing the Import Limit for Certain 
Man-Made Fiber Textile Products 
Produced or Manufactured in Romania 

September 17,1986. 

The Chairman of the Committee for 
the Implementation of Textile 
Agreements (CITA), Under the authority 
contained in E.0.11651 of March 3,1972, 
as amended, has issued the directive 
published below to the Commissioner of 
Customs to be effective on September 
23,1986. For further information contact 
Eve Anderson, International Trade 
Specialist, Office of Textiles and 
Apparel, U.S. Department of Commerce, 
(202) 377-4212. 

Background 

Under the terms of the Bilateral Wool 
and Man-Made Fiber Textile Agreement 
of November 7 and November 16,1984, 
as amended, between the Governments 
of the United States and the Socialist 
Republic of Romania and at the request 
of the Government of the Socialist 
Republic of Romania, the limit 
established for man-made fiber 
sweaters in Category 645/646 is being 
increased by 6 percent carryforward for 
goods produced or manufactured in 
Romania and exported during the 
twelve-month period which began on 
January 1,1986 and extends through 
December 31.1986. In addition, 
carryforward used in the previous 
agreement year, amounting to 11,755 
dozen, is being deducted from the 
adjusted limit resulting in a limit for the 
current agreement year of 221.990 dozen. 

A description of the textile categories 
in terms of T.S.U.S.A. numbers was 
published in the Federal Register on 
December 13,1982 (47 FR 55709). as 
amended on April 7.1983 (48 FR 15175), 
May 3,1983 (48 FR 19924). December 14, 
1983 (48 FR 55607), December 30,1983 
(48 FR 57584). April 4.1984 (49 FR 
13397). June 28.1984 (49 FR 26622), July 
16.1984 (49 FR 28754). November 9,1984 
(49 FR 44782). and in Statistical 
Headnote 5. Schedule 3 of the Tariff 
Schedules of the United States 
Annotated (1986). 

William H. Houston III, 

Chairman, Committee for the Implementation 
of Textile Agreements. 

Committee for the Implementation of Textile 

Agreements 

September 17,1986. 

Commissioner of Customs, 

Department of the Treasury, 

Washington, DC 20229 
Dear Mr. Commissioner On December 20, 
1985 the Chairman of the Committee for the 
Implementation of Textile Agreements, 
directed you to prohibit entry of certain wool 
and man-made fiber textile products, 
produced or manufactured in Romania, and 


exported during 1986 in excess of designated 
restraint limits. The Chairman further 
advised you that these limits are subject to 
adjustment.* 

Elective on September 23,1986, paragraph 
one of the directive of December 20,1985 is 
hereby amended to include an adjusted limit 
of 221.990 dozen • for man-made fiber textile 
products in Category 645/648. produced or 
manufactured in Romania and exported 
during the twelve-month period which began 
on January 1,1986 and extends through 
December 31.1988. 

The Committee for the Implementation of 
Textile Agreements has determined that this 
action falls witliin the foreign affairs 
exception to the rulemaking provisions of 5 
U.S.C 553 (a)(1). 

Sincerely, 

William H. Houston III, 

Chairman, Committee for the Implementation 
of Textile Agreements. 

(FR Doc. 86-21419 Filed 9-19-86; 8:45 am) 
BILUNQ CODE 3510-OfMI 


DEPARTMENT OF DEFENSE 

Office of the Secretary 

Defense Science Board Task Force on 
Computer Applications to Training and 
Wargaming 

ACTION: Notice of advisory committee 
meetings. 


summary: The Defense Science Board 
Task Force on Computer Applications tc 
Training and Wargaming will meet in 
closed session on October 23-24,1986, 
at the Institute for Defense Analyses, 
Alexandria, Virginia. 

The mission of the Defense Science 
Board is to advise the Secretary of 
Defense and the Under Secretary of 
Defense for Research and Engineering 
on scientific and technical matters as 
they affect the perceived needs of the 
Department of Defense. At these 
meetings the Task Force will study how 
to integrate anticipated advances in 
computer technology with ongoing 
simulation efforts, supporting training 
and wargaming for joint warfighting. 


• The term "adjustment** refers to those 
provisions of the Bilateral Wool and Man-Made 
Fiber Textile Agreement of November 7 and 
November 16.1984, as amended, between the 
Governments of the United States and the Socialist 
Republic of Romania which provide, in part, that: (1) 
Specific limits may be increased for carryover and 
carryforward up to 11 percent of the applicable 
category limit: (2) consultations may be held to 
adjust the restraint levels for categories not subject 
to specific limits: and (3) administrative 
arrangements or adjustments may be made to 
resolve minor problems arising in the 
implementation of the agreement 

* The limit has not been adjusted to reflect any 
imports exported after December 31.1985. 
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In accordance with section 10(d) of 
the Federal Advisory Committee Act 
Pub. L. 92-463. as amended (5 U.S.C 
App. It (1962)), it has been determined 
that these DSB Panel meetings, concerns 
matters listed in 5 U.S.C. 552b(c](l) 
(1982). and that accordingly these 
meetings will be closed to the public. 

Dated: September 16.1986. 

Patricia H. Means, 

OSD Federal Register Liaison Officer, 
Department of Defense. 

(FR Doc. 86-21378 Filed 9-19-86; 8:45 am) 
BILUNQ COOC 30 to-oi-«l 


DOD Advisory Group on Electron 
Devices; Advisory Committee Meeting 

SUMMARY: Working Group A (Mainly 
Microwave Devices) of the DoD 
Advisory Group on Electron Devices 
(AGED) announces a closed session 
meeting. 

DATE: The meeting will be held at 0900. 
Wednesday, 15 October 1986. 
address: The meeting will be held at 
Palisades Institute for Research 
Services. Inc., 2011 S. Crystal Drive. 

Suite 307, Arlington. VA 22202. 

FOR FURTHER INFORMATION CONTACT: 
Harold Summer, AGED Secretariat 201 
Varick Street New York. 10014. 
SUPPLEMENTARY INFORMATION: The 
mission of the Advisory Group is to 
provide the Under Secreta^ of Defense 
for Research and Engineering, the 
Director, Defense Advanced Research 
Projects Agency and the Military 
Departments with technical advice on 
the conduct of economical and effective 
research and development programs in 
the area of electron devices. 

The Working Group A meeting will be 
limited to review of research and 
development programs which the 
military propose to initiate with 
industry, universities or in their 
laboratories. This microwave device 


area includes programs on 
developments and research related to 
microwave tubes, solid state microwave, 
electronic warfare devices, millimeter 
wave devices, and passive devices. The 
review will include classified program 
details throughout. 

In accordance with section 10(d) of 
Pub. L No. 02-463, as amended, (5 
U.S.C. App. U S 10(d) (1982)), it has been 
determined that this Advisory Group 
meeting concerns matters listed in 5 
U.S.C. 552b(c)(l) (1982). and that 
accordingly, this meeting will be closed 
to the publia 
Patricia H. Means, 

OSD Federal Register Liaison Officer, 
Department of Defense. 

September 16,1986. 

(FR Doc. 86-21379 Filed 9-19-88; 8*45 am] 
BtLUMG CODE M10-01-M 


DEPARTMENT OF ENERGY 

Energy Information Administration 

Agency Collections Under Review by 
the Office of Management and Budget 

AGENCY: Energy Information 
Administration, DOE. 
action: Notice of submission of request 
for clearance to the Office of 
Management and Budget._ 

SUMMARY: The Department of Energy 
(DOE) has submitted the energy 
information collections listed at the end 
of this notice to the Office of 
Management and Budget (OMB) for 
approval under provisions of the 
Paperwork Reduction Act (44 U.S.C. 
Chapter 35). 

The listing does not contain 
information collection requirements 
contained in regulations which are to be 
submitted under 3504(h) of the 
Paperwork Reduction Act. nor 
management and procurement 


assistance requirements collected by 
DOE. 

Each entry contains the following 
information and is listed by the DOE 
sponsoring office: (1) The collection 
number(s); (2) Collection title; (3) Type 
of request, e.g.. new, revision, or 
extension; (4) Frequency of collection; 

(5) Response obligation, i.e., mandatory, 
voluntary, or required to obtain or retain 
benefit; (6) Affected public; (7) An 
estimate of the number of respondents 
annually; (8) Annual respondent burden, 
i.e., an estimate of the total number of 
hours neeeded to respond to the 
collection; and (9) A brief abstract 
describing the proposed collection and, 
briefly, the respondents. 

DATES: Comments must be filed on or 
before October 22.1986. Last notice 
published Friday. September 12.1986 (51 
FR 32518). 

ADDRESS: Address comments to Mr. 
Vartkes Broussalian. Department of 
Energy Desk Officer. Office of 
Management and Budget. 726 Jackson 
Place NW., Washington. DC 20503. 
(Comments may also be addressed to, 
and copies of the submissions obtained 
from, Mr. Gross at the address below. 
FOR FURTHER INFORMATION CONTACT: 
John Gross, Director, Data Collection 
Services Division (EI-73). Energy 
Information Administration, M.S, IH- 
023. Forrestal Building, 1000 
Independence Ave. SW., Washington, 
DC 20585 (202) 252-2308. 

SUPPLEMENTARY INFORMATION: If yOU 

anticipate commenting on a collection, 
but find that time to prepare these 
comments will prevent you from 
submitting comments promptly, you 
should advise Mr. Broussalian of your 
intent as early as possible. 

Issued in Washington, DC. September 17, 
1986. 

Yvonne M. Bishop. 

Director, Statistical Standards, Energy 
Information Administration. 


CoHMUonNa 

Conectiontitte 

Type ol reqoesi 

Responses 

IreQuency 

Response 

oblation 

AITected pubHc 

Number of 

rwoodents 

annually 

Respondent 

burden hrt 
annually 

Abstract 

(1) 

(2) 

0) 

W 

(5) 

(0) 

C7) 

(6) 

(9) 

Part 1. Secflon 10a of the Federal 
POMrer Act requires that a tioensee 
submit to the Commission for ap¬ 
proval plana, maps and specifica¬ 
tions which win present a compre¬ 
hensive plan for Improving or de- 
vekiping a waterway or waterways 
for benefictal public usee, mdudlng 
recreation. 

FERC-- 

FERC^- 

LicanMd 

hyrtropowar 

devsiofxnenl 

recTMtton 

fsporl 

Eximion- 

Temporary 

stand-by 

Mandatory^.. 

Business or 
oSwr for 
profit, farrwa, 
individual or 
households. 


1 ... - 


(FR Doc. 06-21436 Filed 9-19-88: 8:45 am] 
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PubHcation of Alternative Fuel Price 
Ceilings and Incremental Price 
Threshold for High Cost Natural Gas 

The Natural Gas Policy Act of 1978 
(NGPA) (Pub. L. 95-621) signed into law 
on November 9.1978. mandated a new 
framework for the regulation of most 
facets of the natural gas industry. In 
general, under Title II of the NGPA. 
interstate natural gas pipeline 
companies are required to pass through 
certain portions of their acquisition 
costs for natural gas to industrial users 
in the form of a surcharge. The statute 
requires that the ultimate costs of gas to 
the industrial facility should not exceed 
the cost of the fuel oil which the facility 
could use as an alternative. 

Pursuant to Title II of the NGPA. 
section 204(e). the Energy Information 
Administration (EIA) herewith publishes 
for the Federal ^ergy Regulatory 
Commission (FERC) computed natural 
gas ceiling prices and the high cost gas 
incremental pricing threshold which are 
to be effective October 1,1986. These 
prices are based on the prices of 
alternative fuels. 

FOR FURTHER INFORMATION CONTACT: 
Leroy Brown. Jr., Department of Energy, 
Energy Information Administration. 1000 
Independence Avenue, SW.. Room BE- 
034. Washington. DC 20585. Telephone: 
(202) 252-6077. 

Section 1 

As required by FERC Order No. 50. 
computed prices are shown for the 48 
contiguous States. The District of 
Columbia’s ceiling is included with the 
ceiling for the State of Maryland. FERC. 
by an Interim Rule issued on April 2 . 

1981, in Docket No. RM79-21. revised 
the methodology for calculating the 
monthly alternative fuel price ceilings 
for State regions. Under the revised 
methodology, the applicable alternative 
fuel price ceiling published for each of 
the contiguous States shall be the lower 
of the alternative fuel price ceiling for 
the State or the alternative fuel price 
ceiling for the multistate region in which 
the State is located. 

The price ceiling is expressed in 
dollars per million British TTiermal Units 
(BTU’s). The method used to determine 
the price ceilings is described in Section 
Ill. 

Dollars per Million BTU's 

State: 

Alabama •. $ 1.57 

Arizona >. 1 . 3 $ 

Arkansas *. 1.55 

California •. 1.36 

Colorado *. 1.46 


Connecticut *. 1.55 

Delaware *.... 1.70 

Florida... 1.23 

Georgia. .3.. 1.54 

Idaho*. 1.48 

Illinois. ‘."1’.’ 1.27 

Indiana *. 1.43 

Iowa...I’es 

Kansas. i.go 

Kentucky. 1.48 

Louisiana. 1.35 

Maine *." 1.55 

Maryland *. 1.70 

Massachusetts... 1.49 

Michigan *. 1.43 

Minnesota *. i.si 

Mississippi •. 1.57 

Missouri. 1.51 

Montana*. 1.43 

Nebraska *. 1.31 

Nevada *. 1.33 

New Hampshire *. 1.55 

New Jersey >. i.Vq 

New Mexico *. 1.55 

New York. 1.70 

North Carolina •. 1.57 

North Dakota *. 1.31 

Ohio...—, 1.37 

Oklahoma ‘. 1.55 

1.36 
1.52 
1.55 
1.57 
1.81 


Oregon >.. 

Pennsylvania.. 

Rhode Island *...... 

South Carolina * ..... 

South Dakota *..... 

Tennessee >.. 1.57 

Texas ‘. 1.55 

Utah •. 1.43 

Vermont *. 1.55 

Virginia. 

Washington... 1.31 

West Virginia. 1.45 

Wisconsin *. 1.43 

Wyoming*. 1.43 

* R^on ba^ price os required by FERC Inlerim Rule. 
Issii^ on April 2. IflSl. In Docket No, RM-79-21. 

■ Rftnon bes«d pnce computed oo the weijdiied overam 
price of Regions E F. G. ond H. ^ 

Section 11 . Incremental Pricing 
Threshold for High Cost Natural Gas 

The EIA has determined that the 
volume-weighted average price for No. 2 
distillate fuel oil landed in the greater 
New York City Metropolitan area during 
July 1986 was $14.35 per barrel. The EIA 
has implemented a procedure to 
partially compensate for the two-month 
lag between the end of the month for 
which data are collected and the 
beginning of the month for which the 
incremental pricing threshold becomes 
effective. The prices found in Platt-s 
Oilgram Price Report are given for each 
trading day in the form of high and low 
prices for No. 2 fuel oil in Metropolitan 
New York and Northern New Jersey. A 
lag adjustment factor was calculated 
using the average of the low posted 
price for these two areas for the ten 
trading days ending September 15,1986, 


and dividing that price by the 
corresponding average price computed 
from prices published by Platt’s for the 
month of July 1986. This lag adjustment 
factor was applied to the July price 
yielding $17.94 per barrel. In order to 
establish the incremental pricing 
threshold for high cost natural gas, as 
identified in the NGPA, Title II, section 
203(a)(7), this price was multiplied by 1.3 
and converted to its equivalent in 
millions of BTU’s by dividing by 5.8. 
Therefore, the incremental pricing 
threshold for high cost natural gas, 
effective October 1,1986. is $ 4.02 per 
million BTU’s. 

Section III. Method Used To Compute 
Price Ceilings 

The FERC, by Order No. 50, issued on 
September 29,1979, in Docket No, 
RM79-21, established the basis for 
determining the price ceilings required 
by the NGPA. FERC also, by Order No. 
167, Issued in Docket No. RM81-27 on 
July 24,1981. made permanent the rule 
that established that only the price paid 
for No. 6 high sulfur content residual 
fuel oil would be used to determine the 
price ceiling. In addition, the FERC. by 
Order No. 181, issued on November 6 , 
1981, in Docket No. RM81-28, 
established that price ceilings should be 
published for only the 48 contiguous 
States on a permanent basis. 

A. Data Collected 

The following data were required 
from all companies identified by the EIA 
as sellers of No. 6 high sulfur content 
(greater than 1 percent sulfur content by 
weight) residual fuel oil: for each selling 
price, the number of gallons sold to large 
industrial users in the months of May 
1986. June 1986, and July 1986.» All 
reports of volume sold and price were 
identified by the State into which the oil 
was sold. 

B. Method Used To Determine 
Alternative Price Ceilings 

(1) Calculation of Volume-Weighted 
Average Price 

The prices which will become 
effective October 1.1986, (shown in 
Section I) are based on the reported 
price of No. 6 high sulfur content 
residual fuel oil, for each of the 48 
contiguous States, for each of the 3 


»Urge Industrial User —a person/Drm which 
purchases No. 6 fuel oil in quantities of 4,000 gallons 
or greater for consumption In a business, including 
the space heating of the business premises. Electric 
utilities, governmental bodies (Federal, Stale, or 
Local), and the military are excluded. 
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months. May 1988. June 1986. and July 
1988. Reported prices for sales in May 
1986 were adjusted by the percent 
change in the nationwide volume- 
weighted average price from May 1988 
to jSy 1986. Prices for June 1986 were 
similarly adjusted by the precent change 
in the nationwide volume-weighted 
average price from June 1986 to July 
198a The volume-weighted 3-month 
average of the adjusted May 1986 and 
June 1966. and the reported July 1986 
prices were then computed for each 
State. 

(21) Adjustment for Price Variation 

States were grouped into the regions 
identified by the FCTC (see Section 
lll.C.). Using the adjusted prices and 
associated volumes reported in a region 
during the 3-month period, the volume- 
weighted standard deviation of prices 
was calculated for each region. The 
volume-weighted 3-month average price 
(as calculate in Section ni.B.(l) above) 
for each State was adjusted downward 
by two times this standard deviation for 
the region to form the adjusted weighted 
average price for the State, 

(3) Calculation of Ceiling Price 

The lowest selling price within the 
State was determined for each month of 
the 3-month period (after adjusting up or 
down by the percent change in oil prices 
at the national level as discussed in 
Section III.B(l) above). The products of 
the adjusted low price for each month 
times the State’s total reported sales 
volume for each month were summed 
over the 3-month period for each State 
and divided by the State's total sales 
volume during the 3 months to 
determine the State's average low price. 
The adjusted weighted average price (as 
calculated in Section III.B. (2J) was 
compared to this average low price, and 
the higher of the values was selected as 
the base for determining the alternative 
fuel price ceiling for each State. For 
those States which had no reported 
sales during one or more months of the 
3-month period, the appropriate regional 
volume-weighted alternative fuel price 
was computed and used in combination 
with the available State data to 
calculate the State alternative fuel price 
ceiling base. The State's alternative fuel 
price ceiling base was compared to the 
alternative fuel price ceiling base for the 
mullistate region in which the Stale is 
located and the lower of these two 
prices was selected as the final 
alternative fuel price ceiling base for the 
State. The appropriate lag adjustment 
factor (as discussed in Section II1.B.4) 
was then applied to the alternative fuel 
price ceiling base. The alternative fuel 
price (expressed in dollars per gallon) 


was multiplied by 42 and divided by 6.3 
to estimate the alternative fuel price 
ceiling for the State (expressed In 
dollars per million BTU’s). 

There were insufficient sales reported 
in Region G for the months of May 1986, 
June 1986. and July 1986. The alternative 
fuel price ceilings for the States in 
Region G were determined by 
calculating the volume-weighted 
average price ceilings for Region E. 

Region F. Region G. and Region H. 

(4) Lag Adjustment 

The EIA has implemented a procedure 
to partially compensate for the two- 
month lag between the end of the month 
for which data are collected and the 
beginning of the month for which ceiling 
prices become effective. It was 
determined that Platts Oilgram Price 
Report publication provides timely 
information relative to the subject. The 
prices found in PlatPs Oilgram Price 
Report publication are given for each 
trading day in the form of high and low 
prices for No. 6 residual oil in 20 cities 
throughout the United States. The low 
posted prices for No. 6 residual oil in 
these cities were used to calculate a 
national and a regional lag adjustment 
factor. The national lag adjustment 
factor was obtained by calculating a 
weighted average price for No. 6 high 
sulfur residual fuel oil for the ten trading 
days ending September 15,1986, and 
dividing that price by the corresponding 
weighted average price computed from 
prices published by Platt’s for the month 
of July 1966. A regional lag adjustment 
factor was similarly calculated for four 
regions. These are: One for FERC 
Regions A and B combined; one for 
FERC Region C; one for FERC Region s 
D. E. and G combined; and one for FERC 
Regions F and H combined. The lower of 
the national or regional lag factor was 
then applied to the alternative fuel price 
ceiling for each State in a given region 
as calculated in Section Ul.B. (3). 

Llst’ing of States by Region 

• States were grouped by the FERC to 
form eight distinct regions as follows; 

Region A 


Region D 

Itlinoif 

Ohio 

Indiana 

West Virgin! 1 

Kentucky 

Micht^taa 

Wisconsin 

Region E 

Iowa 

Nebraska 

Kanfias 

North Dakota 

Missonri 

Minneaota 

South Dakota 

Region F 

Arkansas 

Oklahoma 

Louisiana 

New Mexico 

Texas 

Region C 

Colorado 

Utah 

Idaho 

Montana 

Wyoming 

Region H 

Arizona 

Oregon 

California 

Nevada 

Washington 


Coonectlcul 

New Hampshire 

Maine 

Rhode island 

Massachusetts 

Vermont 

Region B 

Delaware 

New York 

Maryiarul 

New fersey 

Pennsylvania 

Region C 

Alabama 

North Carolina 

Florida 

South Carolina 

Georgia 

Tennessee 

Mississippi 

Virginia 


Issued in Waahiugtoa, DC. September 18. 
1986. 

L.A Pettis, 

Deputy Administrator Energy Information 
Administration. 

(FR Doc. 86-21500 Filed 9-22-86; 8:45 am) 
BILUMG CODE MSO-OI-M 


ENVIRONMENTAL PROTECTION 
AGENCY 

lOPPE-FRL-3084-61 

Agency Information Collection 
Activities Under 0MB Review 

agency: Environmental Protection 
Agency (EPA). 
action: Notice. 

summary: Section 3507(a)(2)[6) of the 
Paperwork Reduction Act of 1980 (44 
U.S.C 3501 etseqJ) requires the Agency 
to publish in the Federal Register a 
notice of proposed information 
collection requests (ICRs) that have 
been forwarded to Ae Office of 
Management and Budget (OMB) for 
review. The ICR describes the nature of 
the solicitation and the expected impact, 
and where appropriate includes the 
actual data collection instrument. The 
following ICR is available for review 
and comment 

FOR FURTHER INFORMATION CONTACT*. 
Nanette Uepman, (202) 382-2740 or FTS 
362-2740. 

SUPPLEMENTARY INFORMATION*. 

Office of Pesticides and Toxic 
Substances 

Title: Studies Under the National 
Pesticide Hazard Assessment Program 








ICR #0890}. [This collBctioxi is 

new.) 

Abstract: Inibnnation is needed to 
assess the extent of human exposure to 
pesticides throughout the United States 
and the severity of health effects related 
to such exposure. These two studies, 
one on hospitalized pesticide 
poisonings, the other on pesticide 
residues in groundwater, will be used to 
suj^ort the devdopment of pesticide 
registration standards for the protection 
of human health. 

Respondents: Selected hospitals, 
selected ferm owners/bperatora. 

Agency PRA Clearance Requests 
Completed by OMB 

EPA ICR ^0095. Precertification 
Exemption, Test Exemptionr was 
apiffoved 8/29/86 (OMB #2060-0007^ 
expires 8/31/89). 

EIPA ICR #0 2 2 2 , Noncompliance of 
Motor Vehicles with Federal Emisaions 
Standards, was approved 8/29/86 (CM^ 
#2060-0086; expires 8/31/8S). 

EPA ICR #0969, Final Authorization 
for Hazardous Waste Management 
Programs, was approved 8/21/88 (CWHB 
#2050-0041; expires 8/31/89). 

Comments on aU parts of this notice 
may be sent to: 

Nanette Liepman. U.S, Envircmmental 
Protection Agency, Office of 
Standards and Regulations pPM-223), 
Information and Regulatory Systems 
Division. 401 M Street. SW., 
Washington, DC 20460 
and 

Carlos Tellez, Office of Management 
and Budget. Office of Information and 
Regulatory Affairs, New Executive 
Office Building (Room 3228). 728 
Jackson Place, NW., Washington. DC 
20503 

Dated: September 16.1986. 

Daoiel f. Fiorino, 

Director, Information and RegulaUxy Systems 
Divisiam 

[FR Doa 88-21393 Filed S-19-86: 8:45 am] 
BIU1N8 CODE fseo-ao-ll 


[OPTS-51641 (FRL-3084-8)J 

Certain Chemicals Premanufacture 
Notices 

agency: Environmental Protection 
Agency (EPA). 
action: Notice. 

summary: Section 5(a)(ll of the Toxic 
Substances Control Act (TSCA) requires 
any person who intends to manufacture 
or import a new chemical substance to 
submit a premanufacture notice (PMN) 
to EPA at least 90 days before 
manufachue or import commences. 


Statutory requirements for section 
5(a)ll] premanufacture notices are 
discussed in EPA statements of the final 
rule published in the Federal Register of 
May 13,1983 (48 FR 21722). This notice 
announces receipt of thirty two such 
PMNs and provides a s um m ar y of each. 

Close of Review Period; 

P 86-1639 and 86-1640. December 4.1»6 
P 86-1641, 86-1642. 86-1643, 66-1644, 86- 
1645, 86-1646. 86-1647 and 86-1648, 
December 7,1986 

P 86-1649. 06-1650, 86-1651. 86-1652, 86- 
1653, 86-1654, 86-1655. and 86-1656. 
December 8,1986 

P 86-1667, 86-1856, 86-1659, 86-1660. 86- 
1661, 86-1662. 06-1663 and 06-1064, 
December 9 1986 

P 86-1665. 86-1666. 86-1667. 86-1866, 86- 
1669 and 86-1670, December 10,1986 
Written comments by: 

P 86-1639. and 86-1640. November A 
1986 

P 88-1641. 86-1642. 86-1643. 86-1644. 06- 
1645, 86-1646.86-1647 and 86-1640. 
November 7,1988 

P 86-1649, 86-1650. 86-1651, 86-1652. 86- 
1653, 86-1654. 86-1655 and 86-1659 
November 8,1986 

E 86-1657,86-1658, 86-1659.86-1660, 85- 
1661. ^1662. 88-1663 and 86-1664. 
November 9,1986 

P 86-1665, 86-1666, 86-1667,86-1668. 86- 
1689 and 86-1670. November lOv 1986 
ADDRESS: Written comments^ identified 
by the document control number 
**[OPTS-51641J’' and the specific PMN 
number should be sent to: Document 
Control Officer (TS-790},. Confidential 
Data Branch. Information Management 
Division, Office of Toxic Substances. 
Environmental I^tectian Agency. Rm. 
E-201. 401 M Street, SW.. Washington. 

DC 20469 (202) 382-3532. 

FOR FURTHER INFORMATION CONTACT: 

Wendy Cleland-Hamnett 
Premanufacture Notice Management 
Branch, Chemical Control Division fFS- 
794), Office of Toxic Substances. 
Environmental Protection Agency, Rm. 
E-611, 401 M Street. SW., WashiMton. 

DC 20460, (202) 382-3725. 

SUPPLMENTARY INFORMATION: The 
following notice contains information 
extracted from the non-confidential 
version of the submission provided by 
the manufacturer on the PMNs received 
by EPA- The conq^lete non-confidential 
document is available in the Public 
Reading Room NE-G004 at the above 
address between 8:00 a-m. and 4:00 p-m.. 
Monday through Friday, excluding legal 
holidays- 

P06-1639 

Manufacturer. Confidential. 

Chemical. (G) Octadecanoic acid, 
glycol ester- 


Use/Productioa. (G) Industrial metal 
working. Prod, range: 182;000 to 4550)00 
kg/yr. 

Toxicity Data. No data submitted. 
Exposure. Manufacture: a total of 40 
workers, up to 8 hrs/da, up to 22 day/yr. 

Environmental Retease/Disposal 140 
kg/batch released to water with 10 to 40 
kg/batch to land. Dfsposal by Publicly 
Owned Treatment Works (POTW). 
Resource Conservation and Recovery 
Act (RCRA) and landfill. 

P86-1640 

Importer. Ciba-Geigy Corporation. 
Chemical (G) Amine Salt of a 
phosphinic acid de ri v a t iv e. 

Use/lmport. (S) Extreme pressure/ 
antiwear additive for lubricants. Import 
range: Confidential. 

Toxicity Data. Acuta oral: 1,043 mg/ 
kg: Irritation: Skin-E!xtreme, Eye-Severe. 
Exposure. No data submitted. 
Environmental Release/Disposal No 
data submitted. 

P86-1641 

Manufacturer. Caschem, 

Incorporated. 

Chemical. (G) Castor oil ester. 
Use/Production. (S) Used for coating 
and elastomers. Prod, range: 

ConfidantiaL 

Toxicity Data. Acute oral: 50 mg/kg; 
Irritation: Skin-Non-irrrtant; Inhalation: 
2mg/L/hr. 

Exposure. ConfidentiaL 
Environmental Release/Disposal 
Confidential. 

P 86-1642 

Manufacturer. ConfidentiaL 
Chemical (G) Hychoxyfunctional 
polyurethane. 

Use/Production. (G) Coating for open, 
non-dispersive use. ftiod. range: 
Confidential. 

Toxicity Data. No data submitted 
Exposure. Confidential. 

Environmental Release/Disposal. 
ConfidentiaL 

P 86-1643 

Manufacturer. Confidential. 

Chemical (G) Polyolefin alkoxy silane 
graft 

Use/Production. (S) Resin for 
manufactured articles. Prod, range: 
Confidential. 

Toxicity Data. Acute oral: 11^ mg/kg; 
Irritation: Skin-Moderate, Eye-Moderate. 
Exposure. Confidential. 

Environmental Release/Disposal 
Confidential. 

P86-1644 

Manufacturer. ConfidentiaL 
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Chemical (G) Poly (alkylene, alkylene 
acetate) alkoxy silane-polymer. 

Use/Production. (S) Resin for 
manufactured articles. Prod, range: 
Conndential. 

Toxicity Data. No data on PMN 
substance submitted. 

Exposure. Confidential. 
Environmental Release/Disposal 
Confdential. 

P 86-1645 

Manufacturer, Confidential. 

Chemical (G) Poly (olefin, olefin 
ester) alkoxy silane polymer. 

Use/Production. (S) Resin for 
manufactured articles. Prod, range: 
Confidential. 

Toxicity Data. No data on PMN 
substance submitted. 

Exposure. Confidential. 
Environmental Release/Disposal 
Confidential. 

P 86-1646 

Manufacturer. The Dow Chemical 
Company. 

Chemical (S) 1.3-di(4- 
methylphenylethenyl) benzene. 

Use/Production. (G) Industrial 
chemical intermediate. Prod, range: 
Confidential. 

Toxicity Data. Acute oral: > 5.0 gm/ 
kg; Irritation: Skin-Non-irritant, Eye- 
Non-irritant; L(io 48 hrs (Daphnia 
magna): 0.18 mg/l. 

Exposure. Confidential. 
Environmental Release/Disposal 
Confidential. 

P86-1647 

Importer. Confidential. 

Chemical (G) Unsaturated polyester. 
Use/Production. (G) Decorative and 
protective coatings. Prod, range: 
Confidential. 

Toxicity Data. No data submitted. 
Exposure, Confidential. 
Environmental Release/Disposal 
Confidential. 

P 86-1648 

Manufacturer. Monsanto Company. 
Chemical (S) l-oxa-4- 
azaspirol4.5)decane. 4-(dichloroacetyl). 

Use/Production. (G) Herbicide 
ingredient. Prod, range: Confidential. 

Toxicity Data. Acute oral: 2,600 mg/ 
kg; Acute dermal: 5 gm/kg; Irritation: 
skin-Slight, Eye-Slight; Ames test: Non- 
mutagenic 

Exposure. Confidential. 
Environmental Release/Disposal. 
Confidential. 

P-^1649 

Manufacturer. Confidential. 
Chemical (S) Amines, dicoco 
alkylmethyl, N-oxide. 


Use/Production. (G) Surface active 
agent for commercial and consumer 
detergents. Prod, range: Confidential. 

Toxicity Data. No data on PMN 
substance submitted. 

Exposure. Confidential. 

Environmental Release/Disposal 1 to 
23 kg/batch released to water. Disposal 
by POTW. 

P-86-1650 

Manufacturer. Confidential. 

Chemical (S) Decanamine, N-decyl- 
N-methyl-, N-oxide. 

Use/Production. (G) Surface active 
agent for commercial and consumer 
detergents. Prod, range: Confidential 
Toxicity Data. No data on PMN 
substance submitted. 

Exposure. Confidential. 

Environmental Release/Disposal. 1 to 
23 kg/batch released to water. Disposal 
by POTW. 

P-86-1651 

Manufacturer. Confidential. 

Chemical (S) Decanamine. N-methyl- 
N-octyl-. N-oxide. 

Use/Production. (G) Surface active 
agent for commercial and consumer 
detergents. Prod, range: Confidential. 

Toxicity Data. No data on PMN 
substance submitted. 

Exposure. Confidential 
Environmental Release/Disposal 1 
to 23 kg/batch released to water. 

Disposal by POTW. 

P-86-1632 

Manufacturer. Confidential. 

Chemical (S) Octanamine. N-methyl- 
N-octyl-, N-oxide. 

Use/Production. (G) Surface active 
agent for commercial and consumer 
detergents. Prod, range: Confidential. 

Toxicity Data. No data on PMN 
substance submitted. 

Exposure. Confidential. 

Environmental Release/Disposal 1 to 
23 kg/batch released to water. Disposal 
by way of POTW. 

P-86-1653 

Manufacturer. Miranol Chemical 
Company, Incorporated. 

Chemical (G) Hydroxylated alkyl 
ether sultaine. 

Use/Production. (S) Site limited and 
industrial, cleaners and degreasers. 

Prod, range: 30.000 to 120.000 kg/yr. 
Toxicity Data. No data submitted. 
Exposure. Manufacture: dermal, a 
total of 6 workers, up to 2 hrs/da, up to 8 
da/yr. 

Environmental Release/Disposal 1 to 
4 kg/batch released to water. Disposal 
by sewer. 

P-86-1654 

Manufacturer. Confidential. 


Chemical. (G) Urea urethane acrylate. 
Use/Import. (S) Industrial resin for 
adhesive. Prod, range: 4.500 to 32,000 kg/ 
yr. 

Toxicity Data. No data submitted. 
Exposure. Manufacture: dermal, a 
total of 21 workers, up to 3 hrs/da. up to 
94 da/yr. 

Environmental Release/Disposal 8 to 
58 kg/batch released to land. Disposal 
by approved landfill. 

P-8&-1653 

Manufacturer. Essex Specialty 
Products Incorporated. 

Chemical (G) Aminofunctional 
polysilane adduct. 

Use/Production. (S) Site limited 
intermediate for use in polymer 
synthesis of coatings. Prod, range: 5.850 
to 15,600 kg/yr. 

Toxicity Data. No data submitted. 
Exposure. Processing: dermal, a total 
of 2 workers, up to 4 hrs/da. 

Environmental Release/Disposal No 
release. 

P-86-1656 

Manufacturer. King Industries. 
Chemical (G) Urea urethane acrylate. 
Use/Production. (G) Coatings 
additive. Prod, range: Confidential. 
Toxicity Data, No data submitted. 
Exposure. Manufacture: a total of 2 
workers, up to 2 hrs/da, up to 30 da/yr. 

Environmental Release/Disposal 
Confidential. 

P-86-1657 

Manufacturer. Dynamit Nobel 
Chemicals. 

Chemical (S) 3- 

Acryloxypropyltrimelhoxysilane. 

Use/Production. (S) Industrial 
coatings, applications, and 
miscellaneous uses. Prod, range: 5,000 to 
50.000 kg/yr. 

Toxicity Data. No data submitted. 
Exposure. Manufacture: dermal, a 
total of 4 workers, up to % hr/da. up to 
17 da/yr. 

En vironmen tal Release/Disposal 2.0 
kg/batch released to land. Disposal by 
RCRA. 

P 86-1658 

Manufacturer. Dynamit Nobel 
Chemicals. 

Chemical (S) p-t- 
butylphenethylchlorosilane. 

Use/Production. (S) Industrial 
protecting group in organic synthesis. 
Prod, range: 5.000 to 50,000 kg/yr. 
Toxicity Data. No data submitted. 
Exposure. Manufacture: dermal, a 
total of 4 workers, up to y4 hr/da, up to 
17 da/yr. 












P 86-1659 

Manufacturer, Confidentiaf. 
ChemicaL (GJ Metala ted alkylphenol 
copolymer. 

Use/Pro€hictiQn, fG) Open, non- 
dispersive use for coatings. Prod, range: 
ConfidentiaL 

Toxicity Data, No data submitted. 
Exposure. Confidential. 

En viromrtenial Release/Disposal, 
Confidential. 

P 86-1660 

Manufacturer. ConfidentiaL 
ChemicaL (G) Alkylated polyether. 
Use/Production. (G) Additive having 
open industrial use. Prod, range: 20,000 
to 155,000 kg/yr. 

Toxicity Data. No data submitted. 
Exposure, Processing: a total of 53 
workers, up to 6 hrs/da, up to 209 da/yr. 

Environmental Release/Disposal 9 to 
20 kg/batch released to land. Disposal 
by approved landfill. 

P 86-1661 

Manufacturer, Confidential. 

ChemicaL (G) Alkyd resin. 

Use/Production, (G) Printing ink 
vehicle. ProcL range: ConfidentiaL 
Toxicity Data, No data submitted. 
Exposure, Co nfide ntial. 

Environmental Release/DisposaL 
Confidential. 

P 66-1662 

Manufacturer, Confidential. 

ChemicaL (G) Halogenated phosphate 
ester. 

Use/Production. (G) Additive for 
plastics. Prod, range: Confidential. 

Toxicity Data. Acute oral: S.Ogm/kg; 
Skin sensitization: Non-sensitizer; 
Irritation: Skin-Mild, Eye-mild, Ames 
test: non-mutagenic. 

Exposure. ConfidentiaL 
Environmental Release/DisposaL No 
release. 

P86-1663 

Manufacturer. The Dow Chemical 
Comp any . 

Chemical. (G) Double 1,1 diphenyl 
ethylene. 

Use/Production, (G) Chemical 
intermediate. Prod., range: ConfidentiaL 
Toxicity Data. Acute oral: > 5.0 gm/ 
kg; Irritation: Skin-Non-irritanL Eye- 
Mild. 

Exposure. Confidential. 

En vironmentaJ Releaae/DisposaJ, 
Confidential. 

P 8^1664 

Manufacturer, The Dow Chemical 
Company. 


ChemicaL (G) Double 1,1 diphenyl 
ethylene. 

Use/Praduction, fC) Chemical 
intermediate. Prod, range ConfidentiaL 
Toxicity Data Acute oral* > 5.0 gm/ 
kg; Irritation: Skin-Non/irritant. Eye- 
Mild. 

Exposure. ConfidentiaL 
Environmental Release/DisposoL 
ConfidentiaL 

P8&-1665 

Manufacturer. Confidential. 
Chemical. (G) Unsaturated phthalic 
polyester. 

Use/Praduction. (S] Industrial 
chemical intermediate Prod, range: 560 
to 1.070000 kg/yr. 

Toxicity Dc^ No data submitted. 
Exposure. Manufacture and 
processing; dermaL a total of 50 
workers, up to 8 hrs/da. up to 158 da/yp. 

En vironmental Release/Disposal. 
Trace to 125 kg/batefa released 

P8&-1686 

Manufacturer. ConfidentiaL 
ChemicaL (G) Acrylated phthalic 
polyester. 

Use/Production (G) Inchiatrial 
polymer coating with an open, industrial 
use. Prod, range: 800 to 1,600000 kg/yr. 
Toxicity Data. No data submitted. 
Exposure. Mamifactore and 
processing: dermal, a total of 61 
workers, up to 8 hrs/da, up to 280 hrs/ 

yr. 

Environmental Release/DisposaL 3 to 
105 kg/batch released to land. Disposal 
by incineration and approved landfill. 

P 86-1667 

Manufacturer. GAP Chemicals 
Corporation. 

ChemicaL 

(G) Pentacosapolyunsaturated acid. 

Use/Production. (G) A totally 
contained C€>mpon€irt of an industrial 
film product. Prod, range; Confidential. 

Toxicity Data, Acute oral: > 5 gm/kg; 
Irritation: Skin-Non-irritant, Eye-Mild. 
Exposure. Confidential. 

Environmental Release/DisposaL 
ConfidenHal. 

P 86-1668 

Manufacturer. Minnesota Mining and 
Manufacturing Company. 

ChemicaL (G) Ah'phatic polyether 
polyurethane. 

Use/Production. (G] Industrial and 
commercial binder resin. Prod, range: 
Confidential. 

Toxicity Data. No data submittecL 
Exposure, Confidentla]. 

Environmental Release/DisposaL No 
release. 


P86^1669 

Manufacturer. Minnesota Mining and 
Manufacturing Company. 

Chemical. (G> Aliphatic polycther 
polyurethane. 

Use/Production. (C) Industrial and 
commerdal binder resin. I¥od. rnge: 
Confidential. 

Toxicity Data. No data submitted. 
Exposure. Confidential. 
Environmental Release/DisposaL No 
release. 

P 86-1676 

Manufacturer. De Millc Chemical 
Corporation, 

Chemical. (G) Vegetable oil, modified, 
reaction products with mixture of 
ethoxy la ted alkanola. 

Use/Proikictioa. (G) Industrial 
detergent for cleaning and softening and 
heavy weight fabrics. Prod, range: 7.500 
to 15,000 kg/yr. 

Tox/city Data Irritation; Skin-Non- 
inilant, Eye-Moderate. 

Exposure. Manufacture: dermaL a 
total of 2 workers, up to 2 hrs/da, up to 
10 da/yr. 

Environmental Release/Disposal. 1 
kg/batch released to water. Disposal bv 
POTW. ^ 

Dated: September 12,1986. 

Denise Devoe, 

Acting Directvr, Information Manogsu^ni 
Division. 

[FR Doc. 86-21396 File 9-19-86; 8:45 am) 

BILJJNG CODE S560.^<Hi 


IA-4-FHL-3083-8J 

PSD PotmJt for ffto HfRsborou^h 
County Energy Recovery Facillfy, 
Brandon, R 

AQEftCY: Environmental Protection 
Agency. 

ACTiOM: Notice. 

summary: Notice is hereby given that 
the Prevention of Significant 
Deterioration fPSD) permit issued to the 
Hillsborough County Department of 
Solid Waste on July 7.1986, became 
effective on August 11,1980. The permit 
was issued for the construction of a 1200 
ton per day municipal solid waste 
incineration facility with electrical 
generation capability. 

DATE: This action is effective as of 
August 11,1988. the effective date of the 
PSD permit. Construction must begin 
within eighteen (18) months of this date 
or the permit will become mvalid. 
addresses: Copies of the PSD permit, 
permit application, preliminary and final 
determinations are available for public 
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inspection upon request at the following 
locations: 

U.S. Environmental Protection Agency, 
Air Programs Branch, 345 Courtland 
Street NE. Atlanta, Georgia 30365 
Bureau of Air Quality Management, 
Florida Department of Environmental 
Regulation, Twin Towers Office 
Building, 2600 Blair Stone Road, 
Tallahassee, Florida 32301 

FOR FURTHER INFORMATION CONTACT. 

Wayne Aronson of the EPA Region IV, 
Air Programs Branch at the Atlanta 
address given above, telephone (404) 
347-4901; (FTS) 257-4901. 

SUPPLEMENTARY INFORMATION: On 

December 13,1985, the Hillsborough 
County Department of Solid Waste 
submitted an application to construct 
three 400 ton per day municipal solid 
waste incinerators near Brandon, 

Florida. The preliminary determination 
was issued by the Florida Department of 
Environmental Regulation (DER) on 
March 25,1986, and the public comment 
period commenced on April 7,1986. The 
Final Determination was issued by the 
Florida DER on May 30.1988. Comments 
on the determinations were made by 
both EPA and the Hillsborough County 
Department of Solid Waste in reference 
to various permit conditions. No other 
comments were received during the 
public comment period. 

The federal PSD permit was issued on 
July 7,1986, and became effective on 
August 11,1986. The effective date of 
this permit constitutes final Agency 
action under 40 CFR § 124.19(f)(1) and 
Section 307 of the Clean Air Act, for 
purposes of judicial review. Under 
Section 307(b)(1) of the Act, petitions for 
judicial review of this action must be 
filed in the United States Court of 
Appeals for the appropriate circuit by 
November 21,1988. This action may not 
be challenged later in proceedings to 
enforce its requirements (see section 
307(b)(2)). If construction does not 
commence within eighteen (18) months 
after the effective date, that is, by 
February 11.1988, or if contstuction is 
not completed within a reasonable time, 
the permit shall expire and the 
authorization to constuct shall become 
invalid. 

Secs. 160-169 of the Clean Air Act (42 
U.S.C. 7470-7479)) 

Date: September 9.1986. 

Lee A. DeHihns, III, 

Deputy Regional Administrator. 

[FR Doc. 86-21394 Filed 9-19-88; 8:45 am) 
BtLUNQ CODE 6560-5(Mi 


(OPTS-59224B; (FRL-3084-9)] 

Certain Chemical; Approval of Test 
Marketing Exemption 

agency: Environmental Protection 
Agency (EPA), 

action: Notice.__ 

summary: This notice announces EPA's 
approval of an application for a test 
marketing exemption (TME) under 
section 5(h)(6) of the Toxic Substance 
Control Act (TSCA), TME-86-50. The 
test marketing conditions are described 
below. 

EFFECTIVE DATE: September 5,1986. 

FOR further information CONTACT 
Monica Chatmon, Premanufacture 
Notice Management Branch, Chemical 
Control Division (TS-794), 

Environmental Protection Agency, RM. 
E-613. 401 M St SW., Washington, DC 
20460, (202-382-2259). 

SUPPLEMENTARY INFORMATON: Section 
5(h)(1) of TSCA authorizes EPA to 
exempt persons from premanufacture 
notification (PMN) requirements and 
permit them to manufacture or import 
new chemical substances for test 
marketing purposes if the Agency finds 
that the manufacture, processing, 
distribution in commerce, use and 
disposal of the substance for test 
marketing purposes will not present any 
unreasonable risk of Injury to health or 
the environment. EPA may impose 
restrictions on test marketing activities 
and may modify or revoke a test 
marketing exemption upon receipt of 
new information which casts significant 
doubt on its finding that the test 
marketing activity will not present any 
unreasonable risk of Injury. 

EPA hereby approves TMEr-86-50. 

EPA has determined that test marketing 
of the new chemical substance 
described below, under the conditions 
set out in the TME application, and for 
the time period and restrictions (if any) 
specified below, will not present any 
unreasonable risk of injury to health or 
the environment. Production volume, 
use, and the number of customers must 
not exceed those specified in the 
application. All other conditions and 
restrictions described in the application 
and in this notice must be met. 

The following additional restrictions 
apply to TME-86-50. A bill of lading 
accompanying each shipment must state 
that the use of the substance is 
restricted to that approved in the TME. 

In addition, the Company shall maintain 
the following records until five years 
after the dates they are created, and 
shall make them available for inspection 
or copying in accordance with section 11 
of TSCA: 


1. The applicant must maintain 
records of the quantity of the TME 
substance produced. 

2. The applicant must maintain 
records of dates of the shipments to the 
customer and the quantities supplied in 
each shipment. 

3. The applicant must maintain copies 
of the bill of lading that accompanies 
each shipment of the TME substance. 

T-8&-50. 

Date of Receipt' July 9.1986. 

Notice of Receipt: July 21,1986 (51 FR 
26187). 

Applicant: Confidential. 

Chemical: (G) Anionic Polymer. 

Use: (S) Textile Finish. 

Production Volume: Confidential. 

Number of Customers: Confidential. 

Worker Exposure: Confidential. 

Test Marketing Period: Six Months. 

Commencing on: September 5.1986. 

Risk assessment' EPA identified no 
significant concerns for human health 
effects. Therefore, the test market 
substance will not pose any 
unreasonable risk of injury to health. 
The Agency did identify potential 
adverse effects on aquatic organisms. 
However estimated releases of test 
market substance during manufacturing 
and use were below the level of 
concern. Therefore, under these 
conditions the test market substance 
will not pose any imreasonable 
environmental risk. 

Public Comments: None. 

The Agency reserves the right to 
rescind approval or modify the 
conditions and restriction of an 
exemption should any new information 
come to its attention which casts 
significant doubt on its findings that the 
test nlarket substance activities will not 
present any unreasonable risk of injury 
to health or the environment 

Dated: September 5.1968. 

Edwin F. Tins worth. 

Acting Director. Office of Toxic Substances. 
(FR Doc. 85-21395 Filed 9-19-88; 8:45 amj 
BILLING CODE a560-60-M 


IFRL-3083-7] 

Public Health and Environmental 
Exposure Assessment, Availability; 
Unison PCD Separation Facility, 
Henderson County, KY, and Notice of 
Public Hearing 

agency; Environmental Protection 
Agency. 

ACTON: Announcing the availability of 
the public health and environmental 
exposure assessment. Unison PCB 
Separation Facility, Henderson County, 















Kentrucky (EPA 906/9-86 141) and a 
public hearing on the document. 


summary: EPA recently completed a 
study addressing a proposed Toxic 
Substances Control Act (TSCA) 
operating permit for an alternate method 
of PCB disposal. This permit is to be 
used by a facility owned by UNISON, 
Inc. and located in Henderson County. 
Kentucky. Estimates of the potential 
exposure from UNISON’s activities in 
the Henderson area are provided. 
Estimates of how great these exposures 
are likely to be and their duration are 
also presented. A characterization of the 
risk associated with these exposure 
estimates is then described. 

EPA will hold a public hearing on 
Monday. November 10,1986, to receive 
public and agency comments on the 
Public Health and Environmental 
Exposure Assessment. The hearing will 
be at 4:30 p.m. in the auditorium of the 
South Junior High School, 800 South 
Alves Street, Henderson, Kentucky. 

Both written and oral comments will 
be accepted and a transcript of the 
hearii^ will be made. Lengthy or 
technically complex statements should 
be summarized for the oral presentation. 
If possible, copies of the statements 
should be presented prior to the oral 
presentation. The Hearing Officer 
reserves the right to fix reasonable 
limits on the time allowed for oral 
statements. 

The hearing record will remain open 
and additional written comments may 
be submitted until November 25,1986. 

All additional comments that are 
received during the comment period will 
be considered as part of the hearing 
record. 

Following the close of the comment 
period, EPA will evaluate all issues 
which were raised. EPA will then make 
a final decision regarding issuance of 
the TSCA operating permit. 

ADDRESSES: Copies of "The Public 
Health and Environmental Exposure 
Assessment, Unison PCB Separation 
Facility. Henderson County, Kentucky" 
may be obtained by contacting Robert 
C. Cooper. Project Officer. 

Environmental Assessment Branch. EPA 
Region IV. 345 Courtland Street NE., 
Atlanta. GA 30365, 404/347-3776 or FTS 
257-3776. 

Dated: September 12,1986. 
jack £. Ravan, 

Regional Administrator. 

[FR Doc. 86-21397 Filed 9-19-86; 8:45 am) 

BILUNQ CODE e560-50-M 


FEDERAL EMERGENCY 
MANAGEMENT AGENCY 

IFEMA-772-ORJ 

Major Disaster and Related 
Determinations; Texas 

agency: Federal Emergency 
Management Agency. 
action: Notice. 

SUMMARY: This is a notice of the 
Presidential declaration of a major 
disaster for the State of Texas (FEMA- 
772-DR), dated September 10.1986, and 
related determinations. 

dated: September 10,1986. 

FOR FURTHER INFORMATION CONTACT: 

Sewall H.E. Johnson. Disaster 
Assistance Programs. Federal 
Emergency Management Agency. 
Washington, DC 20472 (202) 646-3616. 

NOTICE: Notice is hereby given that, in a 
letter of September 10.1986. the 
President declared a major disaster 
under the authority of the Disaster 
Relief Act of 1974, as amended (42 
U.S.C. 5121 et seg., Pub. L. 93-288). as 
follows: 

I have determined that the damage in 
certain areas of the State of Texas resulting 
from tornadoes on May 1.1984. is of 
sufficient severity and magnitude to warrant 
a major-disaster declaration under Public 
Law 93-288.1 therefore declare that such a 
major disaster exists in the State of Texas. 

To the extent authorized by law, Federal 
assistance pursuant to this major disaster 
declaration will be provided by the 
Department of Education. 

In order to provide Federal assistance, you 
are hereby authorized to allocate from funds 
available for these purposes, such amounts 
as you find necessary for administrative 
expenses. 

Notice is hereby given that pursuant 
to the authority vested in the Director of 
the Federal Emergency Management 
Agency under Executive Order 12148.1 
hereby appoint Mr. Robert D. Broussard 
of the Federal Emergency Management 
Agency to act as the Federal 
Coordinating Officer for this declared 
disaster. 

I do hereby determine the following 
area of the State of Texas to have been 
affected adversely by this declared 
major disaster and is designated eligible 
as follows: 

The Motley County Independent 
School District for assistance as 
authorized by the President’s 
declaration. 


(Catalog of Federal Domestic Assistance No. 
83.516, Disaster Assistance.) 

Julius W. Becton. Jr^ 

Director. 

(FR Doc. 86-21374 Filed 9-19-86; 8:45 amj 
BILUNQ CODE 671S-02-M 


IFEMA-773-ORJ 

Major Disaster and Related 
Determinations; Maryland 

AGENCY: Federal Emergency 
Management Agency. 
action: Notice. 

summary: This is a notice of the 
Presidential declaration of a major 
disaster for the Slate of Maryland 
(FEMA-773-DR), dated September 10, 
1986, and related determinations. 
dated: September 10,1986. 

FOR FURTHER INFORMATION CONTACT: 
Sewall H.E. Johnson, Disaster 
Assistance I^ograms, Federal 
Emergency Management Agency. 
Washington. DC 20472 (202) 646-3616. 
NOTICE: Notice is hereby given that, in a 
letter of September 10.1986, the 
President declared a major disaster 
under the authority of the Disaster 
Relief Act of 1974, as amended (42 
U.S.C. 5121 et seq.. Pub. L 93-288). as 
follows: 

I have determined that the damage in 
certain areas of the State of Maryland 
resulting from severe storms and flooding 
during the period November 4-6,1985. is of 
sufficient severity and magnitude to warrant 
a major-disaster declaration under Pub. L 93- 
28a I therefore declare that such a major 
disaster exists in the State of Maryland, 

To the extent authorized by law, Federal 
assistance pursuant to this major disaster 
declaration will be provided by the 
Department of Education. 

In order to provide Federal assistance, you 
are hereby authorized to allocate from funds 
available for these purposes, such amounts 
as you find necessary for administrative 
expenses. 

Notice is hereby given that pursuant 
to the authority vested in the Director of 
the Federal Emergency Management 
Agency under Executive Order 12148,1 
hereby appoint Mr. Robert J. Adamcik of 
the Federal Emergency Management 
Agency to act as the Federal 
Coordinating Officer for this declared 
disaster. 

I do hereby determine the following 
area of the State of Maryland to have 
been affected adversely by this declared 
major disaster and is designated eligible 
as follows: 

The Oldtown School in Allegany 
County for assistance as authorized by 
the President’s declaration. 
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(Catalog of Federal Domestic Assistance No. 
83.516. Disaster Assistance.) 
lulius W. Becton« Ir^ 

Director. 

|FR Doc. 80-21375 Filed 9-18-86; 0:45 pm] 
BILUNQ CODE 6714-02-11 


FEDERAL MARITIME COMMISSION 
Agreement(8) Filed 

The Federal Maritime Commission 
hereby gives notice of the filing of the 
following agreement(8) pursuant to 
section 5 of the Shipping Act of 1984. 

Interested parties may inspect and 
obtain a copy of each agreement at the 
Washington. DC. Office of the Federal 
Maritime Commission. 1100 L Street, 
NW.. Room 10325. Interested parties 
may submit comments on each 
agreement to the Secretary. Federal 
Maritime Commission. Washington. DC.. 
20573, within 10 days after the date of 
the Federal Register in which this notice 
appears, the requirements for comments 
are found in § 572.603 of Title 46 of the 
Code of Federal Regulations. Interested 
persons should consult this section 
before communicating with the 
Commission regarding a pending 
agreement. 

Agreement No.: 203-010894-001 
Title: Australia-U.S. Discussion 
Agreement 
Parties: 

ABC Containerline. N.V. (ABC) 
Columbus Line 

Associated Container Transportation 
(Australia) Ltd. (Pace Line) 

Pacific Australia Direct Line 
Shipping Corporation of New Zealand 
Limited 

Synopsis: The proposed amendment 
would admit ABC as a party to the 
agreement. The parties have requested a 
shortened review period. 

Agreement No.: 203-010999 

Title: Ecuador Discussion Agreement 

Parties: 

United States Atlantic and Gulf/ 
Ecuador Freight Association 
Navierta Consolidata. S.A. 

Synopsis: The proposed agreement 
would permit the parties to meet 
exchange information and agree upon 
rates and charges. It would not 
authorize a common tariff or require 
adherence to any agreement reached. 
Agreement No.: 203-011(XX) 

Title: PAD Line/ScanCarriers 
Discussion Agreement 
Parties: 

Pacific Australia Direct Line 
ScanCarriers 

Synopsis: The proposed agreement 
would permit the parties to rationalize 


service in the U.S.-Australia trades and 
to agree, voluntarily, upon rates and 
conditions of service, rates and 
conditions offered in service contracts, 
sailing schedules, service frequency and 
ports to be served. The parties may 
utilize a common agent, but are not 
authorized to publish a common tariff 
and have no obligation to adhere to any 
agreement reached on rates and 
conditions in the trade. The parties have 
required a shortened review period. 

By Order of the Federal Maritime 
Commission. 

Dated: September 17,1988. 

Joseph C Polking. 

Secretary. 

[FR Doc. 86-21409 Filed 9-19-86; 8:45 am] 
BILUNO CODE 6730-01-11 


[Fact Finding Investigation No. 15] 

Practices of Various Entities Operating 
as Intermediaries for the 
Transportation of Goods in the United 
States Waterborne Foreign 
Commerce; Order of Investigation 

The through transportation of goods in 
our waterborne foreign commerce may 
Involve the services of many different 
entities other than an ocean common 
carrier, as defined by section 3(18) of the 
Shipping Act of 1984 (1984 Act), 46 
U.S.C. app. 1702(18). In addition to 
inland carriers and terminal operators, 
the following entities may become 
involved at one time or another (1) A 
non-vessel-operating common carrier 
(NVOCC). as defined by section 3(17) of 
the 1984 Act, 46 U.S.C. app. 1702(17); (2) 
an ocean freight forwarder, as defined 
by section 3(19) of the 1984 Act, 46 
U.S.C. app. 1702(19); (3) a shippers* * 
association, as defined by section 3(24) 
of the 1984 Act, 46 U.S.C. app. 1702(24): 
(4) a broker, as defined by 49 U.S.C. 
10102(1); (5) a freight forwarder, as 
defined by 49 U.S.C. 101()2(9); (6) a 
domestic shippers* association, referred 
to in 49 U.S.C. 10562(3); and (7) an 
export trading company authorized 
pursuant to 46 U.S.C. 4013.* Some of 
these are subject to regulation by the 
Federal Maritime Commission (FMC or 
Commission), some by the Interstate 
Commerce Commission, and some are 
subject to no regulation. 

Many of these entities are attempting 
to operate as ‘‘shippers** • in 

> Thi« list it not intended to be inclusive, but 
rather representative to the entities involved in 
through transportation. Any other entity which is 
not the owner of the cargo or the person to whom 
delivery is made, which nonetheless operates as a 
shipper or common carrier could also be the subject 
to this proceeding. 

> Section 3(23) of the 1964 Act 46 U.8.C app. 
1702(23). provides: 


international ocean transportation and, 
as such, are entering into service 
contracts * and forming or joining 
shippers* associations.^ In addition, it 
appears that the operations of some of 
these entities may qualify them as 
NVOCCs. regardless of what they may 
be calling themselves.® The 
relationships between these entities and 
the underlying users of their services 
during the course of these activities is 
also a matter of interest to the 
Commission. The Commission believes, 
however, that considerable confusion 
exists over the operations of, and the 
proper roles to be played by, these 
entities in our waterborne foreign 
commerce. 

Because these issues are of general 
public interest the Commission has 
determined to institute, pursuant to 
Subpart R of its Rules of Practice and 
Procedure. 46 CFR 502.281 et seq., a 
nonadjudicatory investigation into the 
practices of various entities which, 
though not the owners of the cargo 
shipped, nor the persons to whom 
delivery is made, may be operating as 
shippers or carrers in our waterborne 
foreign commerce. At the conclusion of 
this investigation, the Commission will 
be able to determine whether any 
additional rules are necessary or 
whether legislative changes might be 
recommended. 

Therefore, it is ordered. That pursuant 
to sections 11 and 12 of the Shipping Act 


"ahlpper" means an owner or person for whose 
account the ocean transportation of cargo is 
provided or the person to whom delivery is to be 
made. 

• Section 3(21) of the 1964 Act 46 U8.C app. 
1702(21). provides: 

“service contract’* means a contract between a 
shipper and an ocean common carrier or conference 
in which the shipper makes a commitment Co 
provide a certain minimum quantity of cargo over a 
fixed time period, and the ocean common carrier or 
conference commits to a certain rate or rate 
schedule as well as defined service level—such as, 
assured space, transit time, port rotation, or similar 
service features: the contract may also specify 
provisions in the event of nonperformance on the 
part of either party. 

Service contracts are further subject to the 
provisions of section 8{c) of the 1984 Act. 46 US.C. 
app. 1707(c). 

« Section 3(24) of the 1964 Act. 46 U.S.C. app. 
1702(24), provides: 

“shippers' association" means a group of shippers 
that consolidates or distributes freight on a 
nonpro6t basis for the members of the group in 
order to secure carload, truckload, or other volume 
rates or service contracts. 

‘ The problem of certain entities acting as 
NVOCCs. but not filing Uriffs with the Commission 
was the subject of a petition of the U8. Atlantic- 
North Europe Conference and the North Europe*U.S. 
Atlantic Conference for a rule regarding the term 
“shipper." Although the Commission by separate 
Order served this date is denying this petitioa it has 
nonetheless served as the catalyst for the Instant 
Investigation. 



















of 1984, 46 U.S.C. app. 1710 and 1711, 
and Subpart R of Title 46 of the Code of 
Federal Regulations, a nonadjudicatory 
investigationis hereby instituted into the 
practices of various entities which are 
acting as intermediaries for the 
transportation of goods in our 
waterborne foreign commerce: 

It is further ordered. That the 
Investigative Officer shall be David R. 
Miles of the Commission. Mr. Miles shall 
direct the investigation and shall be 
assisted by such staff as may be 
assigned by the Commission's Managing 
Director; 

The Investigative Officer shall have 
the full authority of the Commission to 
hold public or nonpublic sessions, to 
resort to all compulsory processes 
authorized by law (including the 
issuance of subpoenas), to administer 
oaths and to perform such other duties 
as may be necessary in accordance with 
the laws of the United States and the 
regulations of the Commission; 

It is further ordered, That any person 
having an interest and desiring to 
participate in this proceeding, shall file a 
statement with the Investigative Officer, 
describing its interest on or before 
October 17,1986; 

It is further ordered. That the 
Investigative Officer shall issue to the 
Commission interim progress reports 
every three months and a final report of 
findings and recommendations no later 
than one year after publication of this 
Order in the Federal Register, all such 
reports to remain confidential unless 
and until the Commission rules 
otherwise; and 

It is further ordered. That Notice of 
this Order be published in the Federal 
Register. 

By the Commission. 

Joseph C. Polking, 

Secretary. 

[FR Doc. 80-21410 Filed 9-19-86; 8:45 amj 
BltUNQ CODE 673CM>1-M 


FEDERAL RESERVE SYSTEM 

Keycorp, et al., Applications To 
Engage de Novo in Permissible 
Nonbanking Activities 

The companies listed in this notice 
have filed an application under 
§ 225.23(a)(l] of the Board's Regulation 

Y (12 CFR 225.23(a)(1)) for the Board’s 
approval under section 4(c)(8) of the 
Bank Holding Company Act (12 U.S.C. 
1843(c)(8)) and § 225.21(a) of Regulation 

Y (12 CFR 225.21(a)) to commence or to 
engage de novo, either directly or 
through a subsidiary, in a nonbanking 
activity that is listed in § 225.25 of 


Regulation Y as closely related to 
banking and permissible for bank 
holding companies. Unless otherwise 
noted, such activities will be conducted 
throughout the United States. 

Each application is available for 
immediate inspection at the Federal 
Reserve Bank indicated. Once the 
application has been accepted for 
processing, it will also be available for 
inspection at the offices of the Board of 
Governors. Interested persons may 
express their views in writing on the 
question whether consummation of the 
proposal can "reasonably be expected 
to produce benefits to the public, such ; 
as greater convenience, increased 
competition, or gains in efficiency, that 
outweight possible adverse effects, such 
as undue concentration of resources, 
decreased or unfair competiton, 
conflicts of interests, or unsound 
banking practices." Any request for a 
hearing on this question must be 
accompanied by a statement of the 
reasons a written presentation would 
not suffice in lieu of a hearing, 
identifying specifically any questions of 
fact that are in dispute, summarizing the 
evidence that would be presented at a 
hearing, and indicating how the party 
commenting would be aggrieved by 
approval of the proposal. 

Unless otherwise noted, comments 
regarding the applications must be 
received at the Reserve Bank indicated 
or the offices of the Board of Governors 
not later than October 10,1988. 

A. Federal Reserve Bank of New York 
(William L. Rutledge. Vice President) 33 
Liberty Street, New York, New York 
10045: 

1. KeyCorp, Albany, New York, and 
Key Bancshares of New York, Inc., 
Albany, New York: to engage de novo 
through their subsidiary. Key Mortgage 
Funding, Inc., in the business of 
originating mortgage loans for sale in 
secondary markets and of servicing 
loans sold pursuant to § 225.25(b)(1) of 
the Board's Regulation Y. Comments on 
this application must be received by 
October 8,1986. 

B. Federal Reserve Bank of 
Minneapolis (Bruce |. Hedblom, Vice 
President) 250 Marquette Avenue. 
Minneapolis, Minnesota 55480: 

1. Norwest Corporation, Minneapolis, 
Minnesota; to engage de novo through 
its subsidiary Norwest Financial Escrow 
System California, Inc., Des Moines, 

Iowa, in performing functions or 
activities that may be performed by a 
trust company (including activities of a 
fiduciary, agency, or custodial nature) in 
a manner authorized by Federal or state 
law pursuant to § 225.25(b)(3) of the 
Board's Regulation Y. These activities 


will be conducted in the State of 
California. 

C. Federal Reserve Bank of Dallas 
(Anthony J. Montelaro, Vice President) 
400 South Akard Street, Dallas. Texas 
75222: 

1. ClaydestQ Bancshares, Inc., 
Midland, Texas; to engage de novo 
through its subsidiary, Claydesta 
Mortgage and Management Corp., 
Midland, Texas, in making, acquiring 
and/or servicing loans for itself or for 
the account of others of the type made 
by a mortgage company pursuant to 
§ 225,25(b)(l) of the Board’s 
Regulation Y. 

Board of Governors of the Federal Reserve 
System. September 16.1980. 

James McAfee, 

Associate Secretary of the Board. 

(FR Doc. 88-21348 Filed 9-19-88; 8:45 am] 
BILUNG CODE 


Commerce Bancorp et al.; Formations 
of; Acquistions by; and Mergers of 
Bank Holding Companies 

The companies listed in this notice 
have applied for the Board's approval 
under section 3 of the Bank Holding 
Company Act (12 U.S.C. 1842) and 
§ 225.14 of the Board's Regulation Y (12 
CFR 225.14) to become a bank holding 
company or to acquire a bank or bank 
holding company. The factors that are 
considered in acting on the applications 
are set forth in section 3(c) of the Act (12 
U.S.C. ia42(c)). 

Each application is available for 
immediate inspection at the Federal 
Reserve Bank indicated. Once the 
application has been accepted for 
processing, it will also be available for 
inspection at the offices of the Board of 
Governors. Interested persons may 
express their views in writing to the 
Reserve Bank or to the offices of the 
Board of Governors. Any comment on 
an application that requests a hearing 
must include a statement of why a 
written presentation would not suffice in 
lieu of a hearing, identifying specifically 
any questions of fact that are in dispute 
and summarizing the evidence that 
would be presented at a hearing. 

Unless otherwise noted, comments 
regarding each of these applications 
must be received not later than October 
10.1986. 

A. Federal Reserve Bank of 
Philadelphia (Thomas K. Desch, Vice 
President) 100 North 6th Street, 
Philadelphia, Pennsylvania 19105: 

1. Commerce Bancorp, Inc., Marlton, 
New Jersey: to acquire 100 percent of the 
voting shares of Commerce Bank/ 
Pennsylvania, N.A.. Philadephia, 
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Pennsylvania. Comments on this 
application must be received by October 

14,1986. 

B. Federal Reserve Bank of Cleveland 
(John J. Wixted, Jr., Vice President) 1455 
East Sixth Street, Cleveland, Ohio 44101: 

1. Banc One Corporation, Columbus. 
Ohio; to merge with First National 
Corporation, Bloomington, Indiana. 
Comments on this application must be 
received by October 14,1986. 

C. Federal Reserve Bank of Richmond 
(Lloyd W. Bostian, Jr., Vice President) 

701 East Byrd Street, Richmond. Virginia 
23261: 

1. NCNB Corporation, Charlotte. 

North Carolina; to acquire 100 percent of 
the voting shares of The Prince William 
Bank, Dumfries, Virginia, a de novo 
bank. Comments on this application 
must be received by October 14,1986, 

2. Peoples Bancorporotion, Rocky 
Mount. North Carolina; to merge with 
Mid-South BancShares, Inc., Sanford. 
North Carolina, and thereby indirectly 
acquire Mid-South Bank and Trust 
Company. Sanford, North Carolina. 

D. Federal Reserve Bank of Atlanta 
(Robert E. Heck, Vice President) 104 
Marietta Street, NW. Atlanta. Georgia 
30303: 

1. Florida National Banks of Florida, 
Inc., Jacksonville, Florida; to acquire 
97.78 percent of the voting shares of 
Southern National Bank of Broward 
County. Pompano Beach, Florida. 

2. G.S.B. Investments, Inc., 

Gainesville, Florida; to acquire 80 
percent of the voting shares of Keystone 
Seciuities. Inc., Keystone Heights, 
Florida, and thereby indirectly acquire 
Keystone State Bank, Keystone Heights. 
Florida. 

E. Federal Reserve Bank of Chicago 
(Franklin D. Dreyer, Vice President) 230 
South LaSalle Street, Chicago. Illinois 
60690: 

1. Crest Bancorp, Inc., Roberts. 

Illinois; to become a bank holding 
company by acquiring 100 percent of the 
voting shares of Rol>ert8 State Bank, 
Roberts. Illinois. Comments on this 
application must be received by Octol»er 
a 1986. 

2. DuPage Financial Corporation, 
Naperville. Illinois; to acquire 100 
percent of the voting shares of Allied 
Bancshares of Illinois, Inc., Joliet, 

Illinois, and thereby Indirectly acquire 
East Joliet Bank. Joliet, Illinois. 
Comments on this application must be 
received by October 8.1986. 

3. First American Bankshares, Inc., 
Fort Atkinson, Wisconsin; to become a 
bank holding company by acquiring 80 
percent or more of the voting shares of 
First American Bank and Trust Co., Fort 
Atkinson, Wisconsin. 


4. First Community Bankshares, 

Milton. Wisconsin; to become a bank 
holding company by acquiring 100 
percent of the voting shares of The 
Farmers Bank. Milton. Wisconsin. 

5. Greotbanc, Inc., Itasca. Illinois; to 
acquire at least 50.5 percent of the 
voting shares of FNB Bancorp, Inc., 
Chicago Heights, Illinois, and thereby 
indirectly acquire First National Bank in 
Chicago Heights, Chicago Heights. 

Illinois. 

6. Lane Financial, Inc., Northbrook, 
Illinois; to acquire 100 percent of the 
voting shares of Bank of Westmont. 
Westmont Illinois. 

7. STAR Financial Group, Inc., 

Marion, Indiana; to become a bank 
holding company by acquiring 100 
percent of the voting shares of First 
National Bank of Madison County. 
Anderson, Indiana; Citizens National 
Bank of Whitley County, Columbia City, 
Indiana; Security Bank, El wood. 

Indiana: The Hamilton Bank. Hamilton, 
Indiana; Citizens National Bank of 
Grant County, Marion. Indiana; Central 
Bank and Trust. Muncie. Indiana; and 
Bank of Henry County. New Castle, 
Indiana. 

F. Federal Reserve Bank of St Louis 
(Randall C. Sumner. Vice President) 411 
Locust Street, St. Louis, Missouri 63166: 

1. Bancorp of Mississippi, Tupelo, 
Mississippi: to acquire an additional 
39.92 percent of the voting shares of 
First Mississippi National Corporatioa 
Hattiesburg, Mississippi, and thereby 
indirectly acquire First Mississippi 
National Bank. Hattiesburg, Mississippi. 

2. Central Bancompany, Jefferson 
City, Missouri; to acquire 100 percent of 
the voting shares of Bank of Lake of the 
Ozarks, Osage Beach, Missouri. 

G. Federal Reserve Bank of 
Minneapolis (Bruce J. Hedblom, Vice 
President) 250 Marquette Avenue. 
Minneapolis. Minnesota 55480: 

1. Bank Shares Incorporated, 
Minneapolis. Minnesota; to acquire 27.06 
percent of the voting shares of First 
Brookdale State Bank, Brooklyn Center, 
Minnesota. Comments on this 
application must be received by October 

14.1986. 

2. Dakota Company, Inc., 

Minneapolis, Minnesota, through its 
subsidiary South Dakota Bancorp. Inc.. 
Minneapolis, Minnesota; to acquire 96 
percent of the voting shares of Security 
State Bank, Doiand, South Dakota. 
Comments on this application roust be 
received by October 16,1986. 

R Federal Reserve Bank of Dallas 
(Anthony J. Montelaro, Vice President) 
400 South Akard Street, Dallas. Texas 
75222: 

1. American Capital Corporation, 
Centerville, Texas; to merge with 


Fairfield Bancshares. Inc., Fairfield. 
Texas, and thereby indirectly acquire 
Fairfield State Bank. Fairfield. Texas. 
Comments on this application must be 
received by October 14.1986. 

2. Fairfield Financial Corporation, 
Fairfield. Texas; to become a bank 
holding company by acquiring 1(M 
percent of the voting shares of First 
Fairfield Bankshares, Inc., Fairfield. 
Texas, and thereby indirectly acquire 
First National Baidc, Fairfield Texas. 

1. Federal Reserve Bank of San 
Francisco [Harry W. Green, Vice 
President) 101 Market Street. San 
Francisco. California 94105; 

1. Puget Sound Bancorp, Tacoma, 
Washington; to acquire 100 percent of 
the voting shares of Gig Harbor National 
Bank. Gig Harbor. Washington. 
Comments on this application must be 
received by October 14,1986. 

Board of Governors of the Federal Reserve 
System. September 16,1986. 

James McAfee. 

Associate Secretary of the Board. 

(FR Doc. 88-21347 Filed 9-19-86: 845 am] 
WUJNO CODE eSKMlt-ll 


DEPARTMENTT OF HEALTH AND 
HUMAN SERVICES 

Food and Drug Administration 

(Docket No. 85N-0547j 

Allergenic Substances; Policy on 
Licensure of Oral Products Intended 
to Determine Allergies, Products 
Intended As adjuncts to Allergy Skin 
Tests, and Materials Intended For 
Patch Tests of Humans 

agency: Food and Drug Administration. 
DHHS. 

actio n: Notice. _ 

summary: The Food and Drug 
Administration (FDA) is announcing Its 
regulatory policy with respect to 
products intended to determine, by oral 
challenge, whether a person is allergic 
to certain chemicals in foods or drugs, 
products intended as adjuncts in allergy 
skin tests, and materials intended for 
patch tests of humans for aller^ 
diagnosis. FDA is publishing tl^s notice 
in response to requests from interested 
parties that the agency clarify its 
regulatory policy concerning these 
products. 

date: Written comments by November 

21,1986. 

ADDRESSES: Written comments to the 
Dockets Management Branch (HFA- 
305), Food and Drug Administration, Rm. 
4-02, 5600 Fishers Lane. Rockville, MD 













20857. License applications may be 
submitted to the Director. Office of 
Biologies Research and Review (flFN- 
825). Food and Drug Administration. 
8800 Rockville Pike. Bethesda. MD 
20892. 

FOR FURTHER IHFORMATION COMTACT: 

Aboat this notice: Michael L. Hooton. 
Center for Drug and Biologies (HFN- 
362). Food and Drug Administration. 
5600 Fishers Lane. Rockville. MD 20857. 
301-295-B049. 

About licensing and labeling 
requirements; Michael G. Beatrice. 
Center for Drugs and Biologies (HFN- 
825) Food and Drug Administration, 8800 
Rockville Pike, Bethesda. MD 20892. 
301-443-5433, 

SUPPLEMENTARY INFORMATION: 
Background 

Interested persons have requested 
that FDA announce its regulatory policy 
on: (1) Products intended to determine, 
by oral challenge, alleigy to certain 
chemicals, such as bisulfites, contained 
in food: (2) products intended as 
adjunctive positive controls when 
allergenic skin testing is performed; and 
(3) certain chemicals or reagents not 
currently licensed as a biological 
product or available as ingredients in 
marketed new drugs, that are intended 
for use in patch testing of humans to 
determine hypersensitivity. 

Section 201(g}(lJ of the Federal Food. 
Drug, and Cosmetic Act (the act) (21 
U.S.C. 321(gJ(l)) defines the term **drug‘* 
as meaning, in part, '^artides intended 
for use in the diagnosis, cure, mitigation, 
treatment or prevention of disease in 
man or other animals,** Section 351(a) of 
the Public Health Service Act (42 U.S.C. 
262(a}) identifies a biological product as 
**any virus, therapeutic serum, toxin, 
antitoxin, vaccine, blood, blood 
component or derivative, alkfrgenic 
product, or analogous product, or 
arsphenaminc or its derivatives (or any 
other trivaient organic arsenic 
compoundJ, applicable to the 
prevention, treatment or cure of 
diseases or injuries of man.** The 
products discussed in this document are 
intended to determine* or to assist in the 
determination of. the hypersensitivity of 
individuals to certain substances that 
cause allergenic diseases. Therefore, the 
products are drugs as defined in section 
201 of the act and are also subject to 
licensure under section 351 of the Public 
Health Service Act. Consequently, FDA 
has the option of regulating the products 
as either new drugs or biological 
products. FDA has decided that the 
products are to be regulated as 
biological products subject to licensure. 


These products are also drugs, but will 
not be regulated as new drugs. The 
agency beeves that it is appropriate to 
announce its regulatory policy regarding 
the products in a public notice so that 
the requirements are clear to all 
interested persons. 

Products Intended by Oral Challenge to 
Determine Certain ARergies 

Potassium metabisulfite is a product 
with the potential to determine, by ora! 
challenge, whether a person is allergic 
to bisulfites contained in food. In a letter 
to FDA dated November 21,1984, a firm 
interested in producing a product 
containing potassium metabisulfite in 
gelatin capsules for use in oral challenge 
to determine whether a person is 
allergic to bisulfites asked the agency 
for an advisory opinion on the 
regulatory status of this type of product 

FDA responded to the request on 
November 6.1985, by issuing an 
advisory opinion under the provisions of 
21 CFR 10.85. Consistent with its 
November 6.1985, advisory opinion. 

F’DA is announcipg that any reagent, 
including potassium metabisulfite, 
intended to determine by oral challenge 
whether a person is allergic to certain 
chemicals contained in food or drugs it 
a biological product subject to licensure 
under section 351 of the Public Health 
Service Act and the applicable 
regulations, including 21 CFR Parts 600 
through 680. Any oral challenge product 
similar to potassium metabisulfite will 
be regulated by FDA as a licensed 
biolo^al product because the dinical 
reactions in individuals are compatible 
with allergic reactions. Although the 
agency does not view the “new drugs’* 
provisions of the act as applying to 
these products under diese 
circumstnaces. the agency does believe 
that the other provisiems of that act 
relating to dnt^ do apply to these 
products. 

Products Intended As Adjuncts in 
Allergy Skin Test Diagnosis 

Histamine phosphate may be labeled 
for intended use adjunctively as a 
positive control either prior to or at the 
time of performing diagnostic cutaneous 
and intrademal skin tests using 
allergenic extracts. Histamine 
phosphate marketed solely as a positive 
control for skin testa with allergenic 
extracts is not currently licensed nor the 
subject of a new drug application. A 
manufacturer of histamine phosphate 
has asked FDA to clarify the regulatory 
status of the product when its use is 
intended as an adjunct in allergy skin 
test diagnosis. 

FDA is announcing that any product 


intended for use as a positive control 
with allergenic skin tests, including 
histamine phosphate, must be labled for 
such a use and licensed under section 
351 of the Public Health Service Act. 

The use of histamine phosphate as a 
control at the time of skin tests is 
important to learn if the skin is in a 
normally reactive stale. A failure to 
react to histamine phosphate could 
indicate that the test is not being 
properly applied or that the patient has 
recently taken medication that is 
inhibiting the reactivity of the skin. 
Beiiause of the routine use of controls at 
the time of skin testing to determine 
hypersensitivity, FDA believes that it is 
important to assure that histamine 
phosphate and similar products are 
properly manufactured and labeled for 
their alleigenic diagnostic uses. This 
notice does not affect histamine 
phosphate that is the subject of an 
approved new drug application and is 
labeled for uses other than as a control 
for diagnostic skin tests. 

Materials Intended For Patch Tests of 
Humans 

Patch test kits include chemicals and 
reagents that are dissolved in an 
appropriate solvent (e.g., acetone, 
petroleum) and applied to the skin to 
determine a patient’s sensitivity. Ihe 
oleoresins of certain plants (e.g.. poison 
ivT,r) have been licensed by FDA under 
the Public Health Service Act for many 
years for patch test diagnosis. Recently, 
the American Academy of Dermatology. 
Inc. (AAD), has asked FDA to state its 
regulatory policy regarding chonicals or 
reagents (e.g„ nickel salts) assembled as 
a kit and intended for patch testing that 
are not currently licensed nor the 
subjects of approved new drug 
applications. 

FDA is announcing that any chemical 
or reagent that is int^ded for 
commerical marketing, used for patch 
testing in humans, and not already the 
subject of an approved new drug 
application, is considered a biological 
product and subject to licensure under 
the Public Health Service Act and the 
applicable regulations, including 
apropriate labeling indicating use for 
diagnosis of hypersensitivity. Tlie patch 
test is an important tool for physicians 
in determining Hie sensitivity of patients 
to the material in the patch test Because 
patch testing is intended to determine 
allergenic hypersensitivity, FDA 
believes that patch test materials should 
be considered biological products and 
licensure will be required. This notice 
does not affect any patch test substance 
that is an ingredient in a product that is 
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the subject of an approved new drug 
application and meets all the provisions 
of § 310.103 (21 CFR 310.103) or is 
exempted from the antibiotic 
certification requirements of the act and 
certain other conditions are met (see 21 
CFR 310.103 (a) and (b) and 433.26 (c) 
and (d). respectively). 

Content of License Applications 

Any manufacturer that is interested in 
producing and marketing in interstate 
commerce a product that is subject to 
this notice may submit an establishment 
and/or product license application and 
proposed labeling in accordance with 21 
CFR Part 601 to the Office of Biologies 
Research and Review. Product license 
application forms for this purpose are 
available from the Office of Biologies 
Research and Review, Division of 
Product Certification (HFN-825), 8800 
Rockville Pike. Bethesda, MD 20892. 

The product license application for 
those manufacturers not currently 
licensed to manufacture biological 
products or an amendment to the 
establishment license application for 
those manufacturers currently so 
licensed. The establishment applications 
should describe the facility in terms of 
compliance with the current good 
manufacturing practice regulations for 
drugs (21 CFR Parts 210 and 211). 
Establishment license application 
(amendment) forms are available from 
the Division of Product Certification 
(HFN-825). Office of Biologies Research 
and Review (address above). 

Interested persons may, on or before 
November 21,1988, submit to the 
Dockets Management Branch (address 
above) written comments regarding this 
notice. Two copies of any comments are 
to be submitted, except that individuals 
may submit one copy. Comments are to 
be identified with the docket niunber 
found in brackets in the heading of this 
document. FDA will consider the 
comments to determine if modifications 
to the regulatory policy discussed in this 
document are warranted. Received 
comments may be seen in the office 
above between 9 a.m. and 4 p.m., 
Monday through Friday. 

This notice of regulatory policy 
supersedes any previously issued 
correspondence from FDA regarding the 
products discussed in this notice. 

Dated: September 12.1986. 

John M. Taylor. 

Acting Associate Commissioner for 
Regulatory Affairs, 

[FR Doc. 86-21338 Filed 9-19-86; 8:45 am) 
BILLING COOE 4160-01-M 


National Institutes of Health 

Advisory Committee to the Director, 
NIH; Meeting 

Pursuant to Pub. L 92-463, notice is 
hereby given of a meeting of the 
Advisory Committee to the Director, 
NIH, on October 16-17,1986. at the 
National Institutes of Health. Bethesda, 
Maryland 20892. The meeting will take 
place on October 16 from 1:00 p.m. to 
5:00 p.m., and on October 17 from 9:00 
a.m. to approximately 3:30 p.m., in 
Building 31. C Wing, Conference Room 
10. The topic for discussion at this 
meeting is “The Human Genome.** The 
meeting will be open to the public. 

The Executive Secretary, Jay 
Moskowitz, Ph.D., National Institutes of 
Health, Shannon Building, Room 137, 
Bethesda. Maryland 20892, (301) 496- 
3152, will furnish the meeting agenda, 
rosters of Committee members and 
consultants, and substantive program 
information. 

Dated: September 15.1986. 

Betty J. Beveridge, 

Committee Management Officer, NIH, 

(FR Doc. 86-21404 Filed 9-19-86; 8:45 am) 

BILUNO COOE 4140-01-M 


National Arthritis Advisory Board; 
Notice 

Pursuant to Pub. L. 92-463, notice is 
hereby given of the meeting of the 
National Arthritis Advisory Board and 
its subcommittees on October 22,1986, 
8:00 a.m. to 5:00 p.m. at the Crowne 
Plaza, 1750 Rockville Pike, Rockville, 
Maryland 20852. The meeting, which 
will be open to the public, is being held 
to discuss the Board’s activities and to 
continue evaluation of the 
implementation of the long-range plan to 
combat arthritis. Attendance by the 
public will be limited to space available. 
Notice of the meeting room will be 
posted in the hotel lobby. 

Mr. Raymond M. Kuehne, Executive 
Director, National Arthritis Advsiory 
Board. 1801 Rockville Pike. Suite 500, 
Rockville, Maryland 20852, (301) 496- 
6045. will provide on request an agenda 
and roster of the members. Summaries 
of the meeting may also be obtained by 
contacting his office. 

Dated: September 15,1986. 

Betty ). Beveridge, 

NIH Committee Management Officer, 

[FR Doc. 86-21405 Filed 9-19-86; 8:45 am] 

BILUNO COOE 4140-01-M 


National Diabetes Advisory Board; 
Notice 

Pursuant to Pub. L. 92-463, notice is 
hereby given of the meeting of the 
National Diabetes Advisory Board and 
its subcommittees on November 24, 

1986, 8:30 a.m. to adjournment, at the 
Crystal City Marriott, 1999 Jefferson 
Davis Highway, Arlington, Virginia 
22202. The meeting, which will be open 
to the public, is being held to discuss the 
Board’s activities and to continue 
evaluation of the implementation of the 
longrange plan to combat diabetes 
mellitus. Attendance by the public will 
be limited to space available. Notice of 
the meeting room will be posted in the 
hotel lobby. 

Mr. Raymond M. Kuehne, Executive 
Director, National Diabetes Advisory 
Board, 1801 Rockville Pike. Suite 500. 
Rockville. Maryland 20852, (301) 496- 
6045, will provide on request an agenda 
and roster of the members. Summaries 
of the meeting may also be obtained by 
contacting his office. 

Dated: September 15,1986. 

Betty). Beveridge, 

NIH Committee Management Officer, 

[FR Doc. 86-21406 Filed 9-19-86: 8:45 am] 

BILUNO COOE 414(M>1-M 


National Digestive Diseases Advisory 
Board; Meeting 

Pursuant to Pub. L 92-463. notice is 
hereby given of the meeting of the 
Nation^ Digestive Diseases Advisory 
Board and its subcommittees on 
December 10,1986, 8:30 a.m. to 
adjournment, at the Crystal City 
Marriott, 1999 Jefferson Davis Highway, 
Arlington. Virginia 22202. 'The meeting, 
which will be open to the public, is 
being held to discuss the Sard's 
activities and to continue evaluation of 
the implementation of the long-range 
digestive diseases plan. Attendance by 
the public will be limited to space 
available. Notice of the meeting room 
will be posted in the hotel lobby. 

Mr. Raymond M. Kuehne, Executive 
Director, National Digestive Diseases 
Advisory Board, 1801 Rockville Pike, 
Suite 500, Rockville, Maryland, 20852, 
(301) 496-6045, will provide on request 
an agenda and roster of the members. 
Summaries of the meeting may also be 
obtained by contacting his office. 

Dated: September 15,1986. 

Betty |. Beveridge, 

NIH Committee Management Officer. 

[FR Doc. 86-21407 Filed 9-19-86; 8:45 am] 
BILUNO CODE 414O-01-M 
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National Heart, Lung, and Blood 
Institute; Meeting of the Cardiology 
Advisory Committee 

Pursuant to Pub. L 92-403, notice is 
hereby given of the meeting of the 
Cardiology Advisory Committee. 
National Heart. Lung, and Blood 
Institute. October 27-28.1986. Building 
31C, Conference Room 7. National 
Institutes of Health. 9000 Rockville Pike. 
Bcthesda, Maryland 20892. 

The entire meeting will be open to the 
public from 8:00 a.ra. on October 27 to 
adjournment on October 28. Attendance 
by the public will be limited to space 
available. Topics for discussion will 
include a review of the research 
programs relevant to the Cardiology 
area and consideration of future needs 
and opportunities. 

Terry Bellicha, ChleL Communications 
and Public Information Branch. National 
Heart. Limg. and Blood Institute. Room 
4A31, Building 31, National Institutes of 
Health. Bethesda, Maryland 20892. 
telephone (301) 496-4236. will provide a 
summary of the meeting and a roster of 
the Committee members, 

Eugene R. Passamani. M.Dm Associate 
Director for Cardiology. Division of 
Heart and Vascular Diseases. National 
Heart Lung, and Blood Institute. Room 
320, Feder^ Building. Bethesda, 

Mary land 20892. telephone (301) 496- 
5421, will furnish substantive program 
information upon request 

(Catalog of Federal Domestic Assistance 
Program No. 13.837, Heart and Vascular 
Diseases Research. National Institutes of 
Health) 

Dated: September 15.1988. 

Betty J. Beveridge. 

NIH Committee Management Officer. 

(FR Doc. 86-21408 Filed 9-19-88; 8:45 am] 
BtLUNQ CODE 4140-01-M 


DEPARTMENT OF THE INTERIOR 

Minerals Management Service 

Development Operations Coordination 
Document; Amoco Production Co. 

AGENCY: Minerals Management Service. 
Interior. 

ACTION: Notice of the Receipt of a 
Proposed Development Operations 
Coordination Document (DOCD). 

summary: Notice is hereby given that 
Amoco Production Company has 
submitted a DOCD describmg the 
activities it proposes to conduct on 
Lease OCS-G1085, Block 75. West Delta 
Area, offshore Louisiana. Proposed 
plans for the above area provide for the 
development and production of 


hydrocarbons with support activities to 
be conducted from an onshore base 
located at Fourchon, Louisiana. 

DATE: The subject DOCD was deemed 
submitted on ^ptember 12,1988. 
ADDRESS: A copy of the subject DOCD 
is available for public review at the 
Office of the Regional Director, Gulf of 
Mexico OCS Region. Minerals 
Management Service, 1420 South 
Clearview Pkwy., Room 114. New 
Orleans. Louisiana (Office Hours: 9 ajn. 
to 3:30 p.m., Monday through Friday). 
FOR FURTHER INFORMATION CONTACT: 
Michael J. TolberL Minerals 
Managen^nt Service. Gulf of Mexico 
OCS Region. Field Operations. Plans, 
Platform and Pipeline Section. 

Exploretion/Developraent Plans Unit; 
Phone (504) 738-2867. 

SUPPLEMENTARY INFORMATION: The 
purpose of this Notice is to inform the 
public, pursuant to section 25 of the OCS 
Lands Act Amendments of 1978, that the 
Minerals Management Service is 
considering approval of the DOCD and 
that it is available for public review. 

Reused rules governing practices and 
procedures under which the Minerals 
Management Service makes information 
contained in DOCDs available to 
affected States, executives of affected 
States, local governments, and other 
interested parties became effective 
December 13,1979. (44 FR 53605). Those 
practices and procedures are set out in 
revised { 250.34 of Title 30 of the CFR. 

Dated: September 15,1906. 
f. Rogers Pearcy, 

Regional Direcior, Gulf of Mexico OCS 
Region. 

(FR Doc. 88-21321 Filed 9-19-86: 8:45 am] 
B4UJMO CODE 431»4NMyi 


Natfonai Park Service 

Elsenhower National Historic Site 

AGENCY: National Park Service; 
Eisenhower National Historic Site. 
Interior. 

ACTION: Notice of release of draft 
general management plan, public 
meeting and comment peri^. 

SUMMARY: The National Park Service 
has developed a Draft General 
Management Plan which will guide the 
future operation of Eisenhower National 
Historic Site. This draft document wifi 
be sent to all interested parties for their 
review and comment. 

The public review period will begin 
September 8.1986 and end on October 
23,1986. The public is encouraged to 
comment on Uie draft during this period. 
A public meeting is scheduled to assist 
in this effort 


DATE: October 1.1986 7:00 p.m. 

ADDRESS: Gettysburg National Militaiy 
Park, Cyclorama Center Auditorium, 
Gettysburg. PA. 

SUPPLEMENTARY INFORMATION: Public 
comments made during this phase of the 
planning process will be considered 
before a Final General Management 
Plan is approved. Comments should be 
addressed to: Superintendent. 
Gettysbuig National Military Park. 
Gettysburg. PA 17325. 

Dated: September 9.1968. 

William Supemaugh, 

Regional Director, Mid-Atiantic Region, 

(FR Doa 86-21448 Filed 9-19-86; 8:45 am] 
BILLING CODE 43tO-70-M 


Women's Rights National Historical 
Park Advisory Commission; Meeting 

agency: National Park Service, 
Women's Rights National Historical 
Park Advisory Commission, Interior. 

action: Notice of meeting. 

SUMMARY: This notice sets forth the date 
of the forthcoming meeting of the 
Women’s Rights National Historical 
Park Advisory Commission. Notice of 
this meeting is required under the 
Federal AcMsory Commitee Act. 

dates: October 8, 1986.9:00 am to 4^X) 
pm: October 9,1986. 9:00 am to 12:00 
noon. 

ADDRESS: Women's Rights National 
Historical Park. 118 Fall Street P.O. Box 
70. Seneca Falls, New York 1314a 

FOR FURTHER INFORMATION CONTACT: 

Judy Hart. Superintendent Women's 
Rights National Historical Part 116 Fall 
Street P.O. Box 70, Seneca Falls, New 
York 1314a (315) 568-2991. 

Judy Hart, 

Superintendent, Women *# Rights Notional 
Historical Park. 

September 11,1986. 

IFR Doc. 86-21447 Filed 9-19-88; a45 amj 
BILUNQ CODE 4310-7IMI 


Upper Delaware Citizens Advisory 
CouncB; Meeting 

AGENCY: National Park Service, Upper 
Delaware Citizens Advisory Councit 
Interior. 

action: Notice of meeting. 

summary: This notice sets forth the date 
of the forthcoming meeting of the Upper 
Delaware Citizens Advisory Council. 
Notice of this meeting is required under 
the Federal Advisory Committee Act 
Date: September 20,1906, 7:00 p.m. 
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Inclement weather reschedule date: 
October 10,19S6.^ 
address: Town of Tusten Hall, 
Narrowsburg. New York. 

FOR FURTHER INFORMATION CONTACT: 
John T. Hutzky, Superintendent, Upper 
Delaware Scenic and Recreational 
River, Drawer C. Narrowsburg, NY 
12764-0159, (717) 729-8251. 
SUPPLEMENTARY INFORMATION: The 
Advisory Council was established under 
section 704(f) of the National Parks and 
Recreation Act of 1978, Pub. L 95-825. 

16 U.S.C. 1274 note, to encourage 
maximum public involvement in the 
development and implementation of the 
plans and programs authorized by the 
Act. The Council is to meet and report to 
the Delaware River Basin Commission, 
the Secretary of the Interior, and the 
Governors of New York and 
Pennsylvania in the preparation of a 
management plan and on programs 
which relate to land and water use in 
the Upper Delaware region. The agenda 
for the meeting will Include revision of 
the draft river management plan. The 
meeting will be open to the public. 

Any member of the public may file 
with the council a written statement 
concerning agenda items. The statement 
should be addressed to the Upper 
Delaware Citizens Advisory Council. 
P.O. Box 84, Narrowsburg, NY 12764. 
Minutes of the meeting will be available 
for inspection four weeks after the 
meeting at the permanent headquarters 
of the Upper Delaware Scenic and 
Recreational River, River Road, 1% 
miles North of Narrowsburg, NY. 
Damascus Township, Pennsylvania. 

Dated: September 11.1980. 

Don H. Castleberry, 

Acting Regional Director, Mid-AtJantic 
Region. 

[FR Doc. 86-21448 Filed 9-19-86; 8:45 am] 
BILUNQ CODE 4310-7(Hyi 


DEPARTMENT OF JUSTICE 

Drug Enforcement Administration 

Ciba-Ceigy Corp.; Manufacturer of 
Controlled Substances; Application 

Pursuant to § 1301.43(a) of Title 21 of 
the Code of Federal Regulations (CFR), 
this is notice that on July 14,1986, 
Pharmaceuticals Division, Ciba-Geigy 
Corporation, Regulatory Compliance, 
SEF1030G, 556 Morris Avenue, Summit, 
New jersey 07901, made application to 
the Drug Enforcement Administration 
(DEA) for registration as a bulk 


* Announcements of cancellation due to 
Inclement weather will be made by radio stations 
WDNli WDLC, WSUU and WVOa 


manufacturer of the Schedule II 
controlled substance Methylphenidate. 

Any other such applicant and any 
person who is presently registered with 
DEA to manufacture such substance 
may file comments or objections to the 
issuance of the above application and 
may also file a written request for a 
hearing thereon in accordance with 21 
CFR 1301.54 and in the form prescribed 
by 21 CFR 1316.47. 

Any such comments, objections or 
requests for a hearing may be addressed 
to the Deputy Assistant Administrator, 
Drug Enforcement Administration, 
United States Department of Justice, 
14051 Street, NW.. Washington, DC 
20537, Attention: DEA Federal Register 
Representative (Room 1112), and must 
be filed no later than October 22.1986. 

Dated: September 16.1986. 

Gene R. Haislip, 

Deputy Assistant Administrator, Office of 
Diversion Control, Drug Enforcement 
Administration. 

|FR Doc, 86-21399 Filed 9-19-80; 8:45 am) 
BILUNG CODE 4410-0»-M 


Du Pont Pharmaceuticals; 
Manufacturer of Controlled 
Substances; Application 

Pursuant to § 1301.43(a) of Title 21 of 
the Code of Federal Regulations (CFR), 
this is notice that on July 28,1986, Du 
Pont Pharmaceuticals, 1000 Stewart 
Avenue. Garden City. New York 11530, 
made application to the Drug 
Enforcement Administration (DEA) for 
registration as a bulk manufacturer of 
the basic classes of controlled 
substances listed below: 


Drug 

Sciwy- 

uie 

OKynKfOf>« (91^3). .,r,.-_ _ 

11 

Hydrooodooff (9^93).... -.. 

II 

Q)fyfnofphofW (9652)..... 

H 




Any other such applicant and any 
person who is presently registered with 
DEA to manufacture such substances 
may file comments or objections to the 
issuance of the above application and 
may also file a written request for a 
hearing thereon in accordance with 21 
CFR 1301.54 and in the form prescribed 
by 21 CFR 1316.47. 

Any such comments, objections or 
requests for a hearing may be addressed 
to the Deputy Assistant Administrator, 
Drug Enforcement Administration, 
United States Department of Justice, 
14051 Street. NW.. Washington, DC 
20537, Attention: DEA Federal Register 
Representative (Room 1112), and must 
be filed no later than October 22,1986. 


Dated: September 16.1986. 

Gene R. Haislip, 

Deputy Assistant Administrator, Office of 
Diversion Control, Drug Enforcement 
Administration. 

[FR Doc, 86-21400 Filed 9-19-66; 8:45 am] 
BILUNG CODE 441(M>»-4I 


[Docket No. 86-37] 

Larry R. Klllough, M.D., Texarkana, TX; 
Order To Show Cause and Hearing 

Notice is hereby given that on March 
24,1986, Ae Drug ^orcement 
Administration, Department of Justice, 
issued to Larry R. IGllough, M.D., an 
Order To Show Cause as to why the 
Drug Enforcement Administration 
should not revoke his DEA Certificate of 
Registration. AK3231999, issued to him 
at the Joseph & Killough Clinic, Suite 
101,1300 South Main Street, Searcy. 
Arkansas 72143, and deny any pending 
application for renewal of such 
registration as a practitioner under 21 
U.S.C. 823(f). 

Thirty days having elapsed since the 
said Order To Show Cause was received 
by Respondent, and written request for 
a hearing having been filed with the 
Drug Enforcement Administration, 
notice is hereby given that a hearing in 
this matter will be held commencing at 
10:00 a.m. on Tuesday, September 30, 
1986, in Courtroom No. 10, Room 309, 
U.S. Claims Court, 717 Madison Place, 
NW., Washington. DC. 

Dated: September 15,1986. 

John C. Lawn, 

AdminisUator, Drug Enforcement 
Administration. 

[FR Doc. 86-21401 Filed 9-19-86; 8:45 am] 

BILUNG CODE 441(M)9-M 


[Docket No. 86-25) 

Robert Vidor, M.D^ Kearny, NJ, New 
York, NY; Order To Show Cause; 
Hearing 

Notice is hereby given that on March 
24,1986, the Drug Enforcement 
Administration, Department of Justice, 
issued to Robert Vidor, M.D., an Order 
To Show Cause as to why the Drug 
Enforcement Administration should not 
revoke his DEA Certificates of 
Registration, AV487003 and AV2808422, 
and deny any pending applications for 
registration as a practitioner under 21 
U.S.C. 823(f). 

Thirty days having elapsed since the 
said Order To Show Cause was received 
by Respondent, and written request for 
a hearing having been filed with the 
Drug Enforcement Administration, 
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notice is hereby given that a hearing in 
this matter will be held commencing at 
10:00 a.m. on Tuesday. October 7.1986. 
in Room 316, Hall of Records, Superior 
Court Complex, Martin Luther King 
Boulevard and West Market Street, 
Newark. New Jersey. 

Dated: September 15,1986. 

John C. Lawn. 

Administrator, Drug Enforcement 
Administration, 

[FR Doc. 86-21403 Filed 9-19-86: 8:45 am) 
BILLINO COO€ 4410-0^ 


[Docket No. 85-58] 

Regal Pharmaceutical Co^ Inc^ 
Removal of Stay 

On November 6.1985. the 
Administrator of the Drug Enforcement 
Administration (DEA) Issued a final 
order denying the applications for 
renewal of DEA Certificate of 
Registration PR0147593. Previously 
issued to Regal Pharmaceutical 
Company, Inc.. 363 Great Road, Bedford. 
Massachusetts 07130. This order was 
published at 50 FR 48518, November 6, 
1985, and become effective on December 
9.1985. 

On December 5,1985, the 
Administration of DEA received a letter 
dated November 29,1985 from William 
Haddad, President of Regal 
Pharmaceutical Co.. Inc., requesting a 
hearing. In light of Mr. Haddad's letter, 
and in order to avoid repetitiuos 
administrative proceedings, the 
Administrator granted Regal 
Pharmaceutical Co.. Inc., a stay of his 
November 6.1985 final order. The 
conditions of the stay included that all 
controlled substances in possession of 
the firm were to be placed under seal by 
DEA Investigatiors, and that the firm 
neither order or attempt to fill orders for 
controlled substances. The matter was 
referred by the Administration to 
Administrative Law Judge Francis L. 
Young for a hearing. A hearing was 
subsequently scheduled for August 14. 
1988 in Boston. Massachusetts. Mr. 
Haddad was informed of this fact in a 
Memorandum to the Parties from 
Administrative Law Judge Francis L. 
Young dated June 27.1988. A Notice of 
Hearing was published in the Federal 
Register on July 17.1988, 51 FR 25957. 

Neither Mr. Haddad nor any 
representative of Regal Pharmaceutical 
Co., Inc. appeared at the designated 
location for the hearing in Boston. 
Massachusetts on August 14,1986. On 
August 21,1986. Administrative Law 
Judge Francis L Young issued an Order 
terminating the proceedings before him. 


The Administrator finds that pursuant 
to 21 CFR 1301.54, Regal Pharmaceutical 
Co., Inc. has waived its opportunity for a 
hearing. The Administrator, therefore, 
removes the stay of denial issued by liira 
on December 9.1985, and hereby orders 
the reinstatement of his final order 
found at 50 FR 48518, November 6,1985, 
effective October 22.1986. The 
Administrator further orders that the 
controlled substances placed under seal 
by DEA Investigators pursuant to the 
stay shall be transferred by Regal 
Pharmaceutical Co., Inc. to another 
person properly registered with DEA 
after notification to DEA investigators, 
or destroyed under the supervision of 
DEA Investigators prior to October 22, 
1986. 

Dated: September 15.1986. 

John C. Lawn, 

Administrator. 

[FR Doc. 86-21402 Filed 9-19-86; 8:45 am) 
BILUNQ COO€ 441(H>»-«N 


DEPARTMENT OF LABOR 

Occupational Safety and Health 
Administration 

Voluntary Protection Programs to 
Supplement Enforcement and to 
Provide Safe and Healthful Working 
Conditions; Notice of Changes 

agency: Occupational Safety and 
Health Administration (OSHA). Labor. 
action: Notice of Changes to the 
Voluntary Protection Programs. 

summary: OSHA announces 
modifications and clarifications of the 
conditions and requirements for the 
Voluntary Protection Programs (VPP) 
which initially were announced for 
implementation on July 2.1982 (47 FR 
29025) and revised October 29,1985 (50 
FR 43804). 

A review of the revised notice (50 FR 
43804) revealed certain omissions, vague 
statements and questions not addressed. 
This notice corrects, adjusts and 
clarifies the requirements of the VPP 
which were described in the 
announcement of revisions (50 FR 43804) 
and updates provisions in line with new 
OSHA policies for the chemical 
industry. 

EFFECTIVE DATE: October 1,1986. 

FOR FURTHER INFORMATION CONTACT: 
James Foster. Room N3637. Office of 
Information and Consumer Affairs, 
Occupational Safety and Health 
Administration, 200 Constitution 
Avenue NW., Washington, DC 20210 
(202) 523-8148. 


SUPPLEMENTARY INFORMATION: 

I. Introduction 
A, Background 

On January 19.1982, the Occupational 
Safety and Health Administration 
(“OSHA” and the “agency”) published a 
notice in the Federal Register (47 FR 
2796) requesting information and 
comment about several possible 
initiatives to provide incentives for 
voluntary safety and health protection 
efforts by employers and employees. 

The agency invited public comment on 
the specified programs and requested 
suggestions for alternative programs. 
Comments were to be submitted by 
March 15.1982. 

The agency received numerous 
comments from businesses, unions, 
trade associations. State Labor 
Departments, and others. All 
submissions were made part of the 
official record and were considered. 

Based on the agency's analysis of 
these comments, on July 2,1982 (47 FR 
29025), OSHA announced 
implementation of three Voluntary 
Protection Programs which contained in 
a simplified form the most desirable 
aspects of the program ideas addressed 
by public comment. 

On Tuesday, October 29.1985 (50 FR 
43804) OSHA announced changes and 
clarifications to the VPP based on three 
years experience with the programs. 
Those changes were effective December 
2.1985. 

In reviewing and implementing 50 FR 
43804, the agency noted the need for 
several clarifications which are 
contained herein. This notice supersedes 
50 FR 43804, October 29,1985. 

B, Statutory Framework 

The Occupational Safety and Health 
Act of 1970, 29 U.S.C. 651 et seq. (the 
“Act” and the “OSH Act”), was enacted 
“to assure so far as possible every 
working man and woman in the Nation 
safe and healthful working conditions 
and to preserve our human resources.” 

Section 2(b) specifies the measures by 
which the Congress would have OSHA 
carry out these purposes. They include 
the following provisions which establish 
the legislative mandate for the 
Voluntary Protection Programs. 

“. . . (1) by encouraging employers and 
employees In their efforts to reduce the 
number of occupational safety and health 
hazards at their places of employment, and to 
stimulate employers and employees to 
institute new and to perfect existing 
programs for providing safer and healthful 
working conditions;” 

“. . . (4) by building upon advances 
already made through employer and 
employee initiative for providing safe and 
healthful working conditions;” 
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. . (5) by developing innovative 
methods, techniques, and approaches for 
dealing with occupational safety and health 
problems;** 

•*. . . (13) by encouraging joint labor- 
management efforts to i^uce injuries and 
disease arising out of employment*’ 

C. Structure of Notice 

Section n deals with the rationale for 
the changes. 

Section III revises the VPP and 
supersedes 50 FR 43804. 

II. Rationale for Changes 

A. Chemical Leaks/Spflls 

In view of the seriousness of the 
consequences which may result from a 
significant chemical leak/spill, the 
agency has determined that 
investigations will be made of any such 
events which occur at VPP sites using 
normal enforcement procedures, in the 
same way that complaints and serious 
accidents are handled. The programs are 
revised to reflect this decision (Section 
m.C.2. and L3.). 

B. Alignment With Consultation 
Program Elements 

Since the revision notice was 
published in October, the Office of 
Consultation Programs has modified the 
presentation of the basic elements of an 
effective safety and health program. 
Because it is the agency's intent that the 
requirements for VPP include the same 
basic elements, the programs are revised 
to reflect those changes. Safety and 
health planning is addressed as part of 
management commitment because 
planning is a management function 
(Section III.E.3.a.). With planning 
removed, the element previously called 
•’Safety Planning, Rules, and Work 
Procedures” is now called “Hazard 
Correction and Contror* with safety 
rules and woik procedures being just 
one of the ways to address the 
correction and control (Section 
m.E.3.e.(2}). 

C. Job Hazard Review 

Some applicants have been confused 
by the requirements for job hazard 
review (Section III.E.3.e.(l)(d)). This 
change attempts to clarify further 
OSHA’s expectations regarding job 
hazard review. 

D. Frequency and Coverage of General 
Industry Self-Inspections 

Originally, the a^ncy left open the 
frequency with which self-inspections 
should be conducted so long as it was 
appropriate for the worksite. At least 
yearly coverage of the entire site was 
required to allow flexibility for large 
sites. It has been OSHA’s experience 


that effective safety and health 
programs provide for monthly 
inspections, at a minimum, and much 
more frequent coverage of the site. This 
change requires at least monthly 
inspections with at least quarterly 
coverage of the entire worksite in 
general industry (Section 
ni.E.3.e.(l)(c)(i)). If the OSHA onsite 
review team tfdnks that the size and/or 
nature of the worksite permits less 
frequent inspections or less frequent 
coverage of the whole site, they can 
explain why this is so in their report and 
recommend approval under in.E.3 Jl 
I nspection frequency in the construction 
industry was addressed in 50 FR 43804 
and remains unchanged. 

E. Employee Participation 

The language describing active 
employee participation in general 
industry led some applicants to think all 
examples were required. This change 
makes clear that any one of the 
examples would be acceptable, as well 
as providing flexibility regarding other 
types not mentioned. (Section 
Ill.E.3.e.(4)(a)). 

F. Clarification of Requirements for Try 
and Demonstration Programs 

In appropriating the consultation 
safety and health program elements 
which were being adopted 
simultaneously with the VPP revisions, 
the agency incorrectly specified that 
only three basic elements were required 
for Try and the Demonstration Program, 
The intent was to include all the 
elements required for Star. This change 
makes that clear. (Section IIl.F.3.a. and 
Chapter IIl.G.2.a.). 

G. Termination When Participant Site Is 
Purchased by Another Company 

Because we had seen an example of a 
participating site being bought by 
another company with little interest in 
safety and health and the resulting 
problems that occurred, the decision 
was made to terminate any site that was 
bought out. Since that time, it has 
become apparent that some buyers can 
be as interested in safety and health as 
the original owners. For that reason, the 
agency has decided to look at each case 
individually and evaluate management 
commitment before deciding to 
terminate. This change is reflected in 
this notice (Section IH.O.l.b.). 

H Termination for Lack of Progress 
Under the Try Program 

An additional change has been made 
in the termination policy regarding the 
Try Program. The previous language 
specified that one cause for termination 
from Try would be that “no perceptible 


movement” has been made toward 
accomplishing the goals. That language 
has been changed to “no significant 
progress,” which more clearly reflects 
the intent of the agency (Section 
III.0.2.b.l2)). 

III. The Voluntary Protection Programs, 
as Revised 

A. Purpose of the Voluntary Protection 
Programs 

OSHA has long recognized that 
compliance with its standards cannot by 
itself accomplish all the goals 
established by the Act. The standards, 
no matter how carefully conceived and 
properly developed, will never cover all 
unsafe activities and conditions. 
Furthermore, limited resources will 
never permit regular or exhaustive 
inspections of all of the Nation’s 
workplaces. In addition, employers and 
employees, because of their day-to-day 
experience in the workplace, acquire a 
special knowledge of the processes, 
materials and hazards involved with the 
job. This knowledge, combined with the 
ability to evaluate and address unique 
hazards quickly and to provide rewards 
for positive action, can be used by 
employers to improve workplace safety 
and health in ways simply not available 
to OSHA. 

The purpose of the Voluntary 
Protection Programs (VPP) is to 
emphasize the importance of, encourage 
the improvement of, and recognize 
excellence in employer-provided, site- 
specific occupational safety and health 
programs. These programs are 
comprised of management systems for 
preventing or controlling occupational 
hazards. The systems not only ensure 
that OSHA’s standards are met, but go 
beyond the standards to provide the 
best feasible protection at that site. 

When employers apply for and 
achieve approval for participation in the 
VPP, they are removed from 
programmed inspection lists. This frees 
OSHA’s inspection resources for visits 
to establishments that are less likely to 
meet the requirements of the OSHA 
standards. VPP participants enter into a 
new relationship with OSHA in which 
safety and health problems can be 
approached cooperatively, when and if 
they arise. 

Participation in any of the programs 
does not diminish existing employer and 
employee rights and responsibilities 
under the Act. In particular, OSHA does 
not intend to increase the liability of any 
party at an approved VPP site. 
Employees or any representatives of 
employees taking part in an OSHA- 
approved VPP safety and health 
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program are not assuming the 
employer's statutory or common law 
responsibilities for providing safe and 
healthful workplaces or undertaking in 
any way to guarantee a safe and 
healthful work environment. 

The pro^ams included in the VPP are 
voluntary in the sense that no employer 
is required to participate but that any 
employer may volunteer for application 
to one of the VPP. Compliance with 
OSHA standards and applicable laws 
remains mandatory. 

Approval for participation is 
determined by the Assistant Secretary 
for Occupational Safety and Health. 

B. Purpose of This Notice 

This notice describes the 
qualifications criteria for approval of 
participation in the Voluntary Protection 
Programs (VPPJ. and the conditions of 
participation, termination of or 
withdrawal from participation and 
means of reinstatement. 

C. Program Description 

1. General. The VPP are voluntary 
programs which provide recognition, 
and removal from programmed 
inspection lists, to qualified employers. 
They emphasize the importance of 
worksite safety and health programs in 
meeting the goal of the Act “to assure so 
far as possible every working man and 
woman in the Nation safe and healthful 
working conditions . . through 
official recognition of excellent safety 
and health programs, assistance to 
employers in the efforts to reach a level 
of excellence and the use of the 
cooperative approach to resolve safety 
and health problems. 

The VPP consist of two major 
programs, Star and Try, plus a 
demonstration program to permit 
demonstration and/or testing of 
experimental approaches which differ 
from the two established programs. In 
addition, within the Star and Try 
Programs there are some variations 
between general industry and 
construction industry requirements. 

2. Recognition. By approving an 
applicant for participation in the VPP, 
OSHA recognizes that the applicant is 
providing, at a minimum, the basic 
elements of ongoing systematic 
protection of workers at the site which 
makes routine Federal enforcement 
efforts unnecessary. The symbols of this 
recognition are certificates of approval 
and the right to use flags showing the 
program in which the site is 
participating. The participant may also 
choose to use program logos in such 
items as letter-head or award items for 
employee contests. 


In addition to removing approved 
worksites from programmed inspection 
lists (but not from valid, formal 
employee safety and health complaint 
inspections, investigations of significant 
chemical spills/leaks, nor fatality/ 
catastrophe investigations), OSHA will 
provide the opportunity to work 
cooperatively with the agency both in 
the resolution of safety and health 
problems and in the promotion of 
effective safety and health programs 
through such means as presentations 
before organizations such as the 
National Safety Congress. Each 
approv'ed site will have a designated 
OSHA Contact Person to handle 
information and assistance requests. 

D. Aspects Common to Ail VPP 
1 . The Eligible Applicant. 

a. Site Management. Management at a 
site which is either independent or part 
of a corporation can make application to 
the VPP for that site. 

b. Corporate Management, The 
management of a corporation may apply 
to the VPP on behalf of one or more sites 
in the corporation. This type of 
application is particularly appropriate 
when corporate staff provide one or 
more aspects of the site safety and 
health program. 

c. General Contractors and 
Organizations Providing Overall 
Management at Multi-Employer Sites. 

At multi-employer sites, such as in the 
construction industry, the only eligible 
applicant is the one which can control 
safety and health conditions of all 
employees at the site, such as the 
general contractor or the owner. 

d. Organizations Representing Groups 
of Small Businesses in the Same 
Industry. OSHA will consider, for 
demonstration programs, applications 
from organizations providing health and 
safety program services to groups of 
small businesses of the same industry 
(at the three or four digit SIC level) in a 
limited geographical area. All sites must 
meet requirements and will be subject to 
onsite review. 

2. Assurances. Applications for all 
VPP must be accompanied by certain 
assurances describing what the 
applicant will do if the application is 
approved for participation in one of the 
VPP. The applicant must assure that: 

a. All employees, including newly 
hired employees when they reach the 
site, will have the VPP explained to 
them, specifically including employee 
rights under the program and under the 
Act. 

b. All hazards discovered through 
self-inspections, accident investigations 
or employee notification will be 
corrected in a timely manner. 


c. If employees are given health and 
safety duties as part of the applicant's 
safety and health program, the applicant 
will assure that those employees will be 
protected from discriminatory actions 
resulting from the duties, just as Section 
11(c) of the Act protects employees for 
the exercise of rights under the Act. 

d. Employees shall have access to the 
results of self-inspections and accident 
investigations upon request (in 
construction, this requirement may be 
met through the joint labor-management 
committee). 

e. For construction, injury records for 
all work done at the site will be 
recorded together and the injury rates 
for that site will be maintained at or 
below the national average for that type 
of construction; and, 

f. The following information will be 
retained and available for OSHA 
review; 

(1) Written safety and health program; 

(2) Copies of the log of injuries and 
illnesses and the OSHA 101 or its 
equivalent; 

(3) Monitoring and sampling records if 
applicable; 

(4) Agreement between management 
and the collective bargaining agent(s) 
concerning the functions of die safety 
committee and its organization where 
applicable; 

(5) Minutes of each committee meeting 
where applicable; 

(6) Committee inspection records 
where applicable; 

(7) Management inspection and 
accident investigation records; 

(8) Records of notifications of unsafe 
or unhealthful conditions received from 
employees and action taken, taking into 
account appropriate privacy interests; 
and, 

(9) Annual internal safety and health 
program evaluation reports (described 
below in E.3.i.(5)). 

g. Each year by February 15, the 
participating site will send notification 
to the designated OSHA Contact Person, 
described under Section IV. N., of the 
site's injury incidence and lost work day 
case rates, hours worked and estimated 
average employment for the past full 
calendar year. 

3. Unionized Sites. When a site 
covered by an application for any of the 
VPP has a significant portion of its 
employees organized by one or more 
collective bargaining units, the 
authorized agent must either sign the 
application or submit a signed statement 
indicating that the collective bargaining 
agent(8) do(es) not object to 
participation in the program. Without 
such concurrence. OSHA will not 
approve program participation. 
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4. Inspection/Interaction History, If 
the applicant has been inspected in the 
last three years, the inspection, 
abatement and/or any other history of 
interaction with OSHA must indicate 
good faith attempts to improve safety 
and health and include no upheld willful 
violations during those last three years. 

E, The Star Program 

1. Purpose. The Star Program is based 
on the characteristics of the most 
comprehensive safety and health 
programs used by American industry. It 
aims to recognize leaders in injury and 
illness prevention programs who have 
been successful in reducing workplace 
hazards and to encourage others to 
work toward such success. 

2. Term of Participation. The term for 
participation in an approved Star 
Program is unlimited, contingent upon 
continued favorable triennial 
evaluation. In the construction industry, 
partidpation is ended with the 
completion of construction work at the 
site. 

3. Qualifications for the Star Program. 

a. Management Commitment and 

Planning. Each applicant must be able to 
demonstrate top-level management 
commitment to occupational safety and 
health in general and to meeting the 
requirements of VPP. Management 
systems for comprehensive planning 
must address safety and health. 

(1) Commitment to Safety and Health 
Protection. As with any other 
management system, authority and 
responsibility for employee safety and 
health must be integrated with the 
management system of the organization 
and must involve employees. This 
commitment includes: 

(a) Clearly established policies and 
resulls-oriented objectives for worker 
safety and health protection which have 
been communicated to all employees; 

(b) Authority and responsibility for 
safety and health protection clearly 
defined and implemented; 
accountability through evaluation of 
supervisors; and a system for rewarding 
good and correcting deficient 
performance; 

i. The general industry applicant must 
have a documented system for holding 
all line managers and supervisors 
accountable for safety and health. 

ii. The construction applicant must 
demonstrate that, at a minimum, the 
project manager and contractor 
superintendents are held accountable 
for safety and health conditions within 
their areas of responsibility. 

(c) Commitment of adequate resources 
to workplace safety and health, in staff, 
equipment, promotion, etc.; and 


(d) Top management involvement in 
worker safety and health concerns, 
including clear lines of communication 
with employees and setting an example 
of safe and healthful behavior. 

(2) Commitment to VPP Participation, 
Management must also clearly commit 
itself to meetinq and maintaining the 
requirements of the VPP for which 
application is made. 

(3) Planning. Planning for safety and 
health must be a part of the overil f 
management planning process. In 
construction, this includes pre-job 
planning and preparation for different 
phases of construction as the project 
progresses. 

b. Experience. All elements of the 
safety and health program must be in 
place and have been implemented for a 
period of not less than a year before 
Star approval at both general industry 
and construction sites. Adequate written 
guidance must be available prior to Star 
approval. 

c. Rates. The general industry 
applicant must have an average of both 
lost workday injury case rates and 
injury incidence rates for the most 
recent three-year period at or below the 
most recent specific industry (at the 
three or four digit level) national 
average published by BLS. For the 
construction application, the average 
injury incidence rate and lost workday 
injury case rate for at least the last full 
year at the site applied for, including all 
workers of aU subcontractors of the site, 
must be at or below the national 
average for that type of construction 
according to the most precise SIC code. 
The SIC for the site is based on the ty]>e 
of construction project not individual 
trades. 

d. Contract Workers. All applicants, 
whether in general industry, 
construction or other specialized 
industry, must be able to demonstrate 
that all contractors and subcontractors 
will follow worksite safety and health 
rules and procedures applicable to their 
activities while at the site, including 
special precautions necessary as a 
result of their activities. 

(1) Except where precluded by 
government regulations, participants 
should be able to demonstrate that they 
have considered the safety and health 
programs and performance of major 
contractors during the evaluation and 
selection process, especially in 
operations such as construction where 
contractors and sub contractors are a 
routine aspect of business arrangements. 

(2) In general industry, when the 
contractor's activities are not part of the 
overall operatioD and include special 
skills and hazards beyond the 
participant's expertise, the participant's 


responsibility is not expected to extend 
beyond proper diligence and prudence 
in both the selection and the oversight of 
the contractor. 

e. Written Safety and Health 
Program. The Star Program requirement 
includes all critical elements of the basic 
safety and health program described 
below. All aspects of the safety and 
health program must be appropriate to 
the size of the worksite and the type of 
industry. 

(1) Hazard Assessment Management 
of safety and health programs must 
begin with a thorough understanding of 
all potentially hazardous situations and 
the ability to recognize and correct all 
existing hazards as they arise. This 
requires: 

(a) Analysis of all new processes, 
materials or equipment before use 
begins to determine potential hazards 
and plan for prevention or control 

(bj Comprehensive safety and health 
surveys at intervals appropriate for the 
nature of workplace operations, and 
regular reviews (by a person(s) qualified 
to recognize existing hazards and 
potentially significant risks) to ensure 
the employer's awareness and control of 
those risk^ 

(i) A baseline survey of health 
hazards accomplished through initial 
comprehensive industrial hygiene 
surveying or other comprehensive 
means of assessment such as complete 
industrial hygiene engineering stupes, 
before equipment or process installation 
in generi industry or in the pre-job 
planning for construction: and 

(ii) The use of nationally recognized 
procedures for all sampling, testing, and 
analysis with written records of results; 

(c) A system for conducting as 
appropriate, routine self-inspections 
which follow written procedures or 
guidance and which result in written 
reports of findings and tracking of 
hazard correction. 

(i) In general industry, these 
inspections must occur no less 
frequently than monthly and cover the 
whole worksite at least guarterly; 

(ii) In construction, this must include 
management inspections which cover 
the entire worksite at least weekly; and 

(iii) Also in construction, inspections 
by members of the safety and health 
committee which cover the entire 
worksite as appropriate but no less 
frequently than once per nK>nth are 
required. 

(d) Routine examination and analysis 
of hazards associated with individual 
jobs, processes, or phases and inclusion 
of the results in training and hazard 
control programs. This includes, e.g., job 
safety analysis and process hazard 
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review. In construction, the emphasis 
should be on special safety and health 
hazards of each craft and each phase of 
construction. 

(e) A reliable system for employees, 
without fear of reprisal, to notify 
appropriate management personnel in 
writing about conditions that appear 
hazardous and to receive timely and 
appropriate responses. The system must 
include tracking of responses and 
hazard corrections; 

(f) An accident/incident investigation 
system which includes written 
procedures or j^idance, with written 
reports of findings and hazard 
correction tracking; and review of 
injury/illness experience identifying 
causes and providing for preventive or 
corrective actions; 

(g) A medical program which includes 
the availability of physician services 
and first-aid. 

(2) Hazard Correction and Control 
Based on the results of hazard 
assessment, identified hazards and 
potential hazards must be addressed by 
the implementation of engineering 
controls: equipment maintenance; 
personal protective equipment; 
disciplinary action, when needed; and 
emergency preparedness. Safety rules 
and work procedures must be 
developed, thoroughly understood by 
supervisors and employees, and 
followed by everyone in the workplace 
to prevent and control potential hazards. 
These include the following provisions; 

(a) Reasonable site access to Certified 
Industrial Hygienists and CertiBed 
Safety Professionals or Certified Safety 
Engineers must be available as needed 
based on the potentially significant risks 
of the site; 

(b) Means for eliminating or 
controlling hazards, such as engineering 
controls, personal protective equipment, 
safety and health rules, including safe 
and healthful work procedures for 
specific operations, which are 
appropriate to the potential hazards of 
the site, must be written, implemented 
and updated by management as needed 
and used by employees; 

(c) Procedures for disciplinary action 
or reorientation of employees and 
8uper\isor8 who break or disregard 
safety rules, safe work, materials 
handling or emergency procedures must 
be written, communicated to employees, 
and enforced. 

(d) Procedures for response to 
emergencies listing requirements for 
personal protective equipment, first aid. 
medical care, or emergency egress roust 
be written and communicated to all 
employees. Procedures should include 
provisions for emergency telephone 
numbers, exit routes, and training drills. 


(e) Ongoing monitoring and 
maintenance of workplace equipment to 
prevent It from becoming hazardous; 

(f) A system for initiating and tracking 
hazard correction in a timely manner. 

(3) Safety and Health Training. 
Training is necessary to implement 
management’s commitment to prevent 
exposure to hazards. Supervisors and 
employees must know and understand 
the policies, rules and procedures 
established to prevent exposure. 
Training for safety and health includes 
ensuring that: 

(a) Supervisors understand the 
hazards associated with a job, their 
potential effects on employees, and the 
supervisor’s role, through teaching and 
enforcement, in ensuring that employees 
follow the rules, procedures and work 
practices for controlling exposure to the 
hazards. 

(b) Employees are made aware of 
hazards, and the safe work procedures 
to follow to protect themselves from the 
hazards, through training at the same 
time they are taught to do a job and 
through reinforc.ement. 

(c) Supervisors and all employees 
understand what to do in emergency 
situations. 

(d) Where personal protective 
equipment is required, employees 
understand that it is required, why it is 
required, its limitations, how to use it, 
how to maintain it, and employees use It 
properly. 

(4) Employee Participation. 

(a) For general industiy, the 
requirement for employee participation 
may be set in any one of a variety of 
ways, as long as employees have an 
active and meaningful way to 
participate in safety and health problem 
identification and resolution beyond the 
individual right to notify appropriate 
managers of hazardous conations and 
practices. Participation on safety 
committees, as safety observers, in ad 
hoc safety and health problem-solving 
groups, as a safety and health trainer of 
other employees, participating in the 
analysis of hazards of jobs and on 
committees which plan and conduct 
safety and health awareness programs 
are examples of acceptable means of 
employee participation. 

(b) Construction sites must utilize the 
labor-management safety committee 
approach to involve employees in the 
identification and correction of 
hazardous activities and conditions. 

This is required because of the 
seriousness of the hazards, the changing 
worksite conditions, the expanding and 
contracting work force and the high 
turnover in the construction industry. 

The applicant must be able to 
demonstrate that the site has a joint 


labor-management committee for safety 
and health which has the following 
characteristics: 

(i) Has a minimum of one year’s 
experience providing safety and health 
advice and making periodic site 
inspections; 

(ii) Has at least equal representation 
by bona fide worker representatives 
who work at the site and who are 
selected, elected, or approved by a duly 
authorized collective bargaining 
organization; 

(iii) Meets regularly, keeps minutes of 
the meetings, and follows quorum 
requirements consisting of at least half 
of the members of the committee, with 
representatives of both employees and 
management; and. 

(iv) Makes regular workplace 
inspections (with at least one worker 
representative] at least monthly and 
more frequently as needed, and has 
provided for at least quarterly coverage 
of the whole worksite. 

(v) In addition, the joint committee 
must be allowed to: 

• Observe or assist in the 
investigation and documentation of 
major accidents; 

• Have access to all relevant safety 
and health information; and, 

• Have adequate training so that the 
committee can recognize hazards, with 
continued training as needed. 

(5) Safety and Health Program 
Evaluation. The applicant must have a 
system for annually evaluating the 
operation of the safety and health 
program to determine what changes are 
needed to Improve worker safety and 
health protection. The system must 
provide for written narrative reports 
with recommendations for 
improvements and documentation of 
follow-up action. In particular, the 
effectiveness of the operation of the 
selfinspection system, the employee 
hazard notification system, accident 
investigations, safety committees (where 
used), safety and health training, the 
enforcement of safety and health rules, 
and the coverage of health aspects, 
including personal protective equipment 
and routine monitoring and sampling, 
should be determined and the findings 
should be used to improve the 
implementation of the company’s 
written safety and health program. The 
evaluation may be conducted by 
corporate or site officials or by a private 
sector third-party. In construction, the 
evaluation should be conducted 
annually and immediately prior to 
completion of construction to determine 
what has been learned about safety and 
health activities that can be used to 
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improve the contractor’s safety and 
health program at other sites. 

F. The Try Program 

1. Purpose. The Try Program is aimed 
at employers in any industry who do not 
yet meet the qualifications for the Star 
Program but who wish to work toward 
Star Program participation. If OSHA 
determines that the employer has 
demonstrated the commitment and the 
potential to achieve the Star 
requirements, Try is used to set goals 
that, when achieved, will permit Star 
participation. 

2. Term of Participation. Try Programs 
will be approved for a period of time 
agreed upon in advance of approval. 

The term will be dependent upon how 
long it is expected to take the applicant 
to accomplish the goals for Star 
participation. Participation is cancelled 
at the end of the term. 

3. Qualifications for Try. 

a. Safety and Health Program 
Requirements. An eligible applicant to 
the Try Program must have a written 
safety and health program which covers 
the essential elements of a safety and 
health program as described in Section 
III.E.3 for Star. 

(1) The basic elements (management 
commitment and planning; hazard 
assessment; hazard correction and 
control; safety and health training: 
employee participation and safety and 
health program evaluation) should all be 
operational or, at a minimum, in place 
and ready for implementation by the 
date of approval. For the construction 
industry, the joint labor management 
committee must have had a minimum of 
three months experience in providing 
safety and health inspections before 
approval. 

(2) The elements are not expected to 
be at Star quality or completeness. The 
Try applicant is not expected to meet 
each of the specific Star requirements in 
each element. Participation in Try is an 
opportunity for employers to work with 
OSHA to improve the quality of their 
safety and health programs and reduce 
their injury rates to meet the 
requirements for Star. 

b. Injury Rates. 

(1) For the Try Program in 
construction, the applicant company 
must be able to demonstrate that the 
company's injury rates are at or below 
the most recently published BLS 
national average for the industry (at the 
three digit level). The injury incidence 
rate and the lost workday case rate 
must each be averaged over the last 
three complete calendar years. The rate 
must include all of the applicant’s 
employees who are actually employed 
at construction sites in that SIC. The 


applicant may use nationwide 
employment or may designate 
appropriate geographical areas which 
include the site for which application is 
made. 

(2) For general industry, if either the 
three*year average for all recordable 
injuries or for injury lost workday cases 
for the last three calendar years is 
above the national average for the 
specific industry average (at the three or 
four digit level) as published most 
recently by BLS, the applicant must 
indicate goals for the reduction of that 
rate and demonstrate that the methods 
planned to reduce them are feasible. 

c. Goals. Any system required for Star 
participation that is not in place or is not 
yet of Star quality at the time of 
approval must be set as a goal along 
with any rate reduction goals. 

4. Assurances. Applicants must 
provide assurance that any data not 
listed in D.2. but needed to evaluate 
achievement of individual goals will be 
made available to OSHA for evaluation 
purposes. 

G. The Voluntary Protection 
Demonstration Program 

1. Purpose. This program provides the 
opportunity for companies to 
demonstrate the effectiveness of 
alternative methods which, if proven 
successful (usually in more than one 
site), could be substituted as alternative 
qualifications for the Star Program for 
certain situations; to explore the use of 
VPP in industries other than 
construction and those classified as 
general industries, such as maritime or 
agriculture; and to test methods of 
overcoming problems which have kept 
certain employers, such as small 
business employers and many 
contractors in the construction industry, 
from taking part in the VPP. 

2. Qualifications. 

a. Like all VPP participants, those in 
the demonstration program must have a 
site safety and health program that 
addresses a minimum of the basic 
elements (management commitment and 
planning, hazard assessment, hazard 
correction and control, safety and health 
training, employee participation, and 
safety and health program evaluation) 
described for Star in Section III.E. 
above. How the applicant implements 
those elements may be the subject of 
demonstration so long as Star quality 
protection is afforded ail employees. 

The applicant is not expected to meet 
each of the speciHcs in each element. 

b. Applicants for this program must 
demonstrate to the Assistant Secretary’s 
satisfaction that the alternative 
approach shows reasonable promise of 
being successful enough to serve as an 


alternative basis for inclusion in the Star 
Program. This includes having average 
injury incidence and lost workday case 
rates for the previous three years at or 
below the specific industry average. 

3. Assurance. Applicants must provide 
the assurances that any data not listed 
in Section D.2. but needed to evaluate 
achievement of the goals of the 
demonstration project will be made 
available to OSHA for evaluation 
purposes. 

4. Term of Participation. 

Demonstration programs will be 
approved, subject to annual evaluation, 
for a period of time agreed upon in 
advance of approval but not to exceed 
five years. 

5. Approval to Star. 

a. Approval to Star is contingent upon: 

(1) Successful demonstration of the 
alternative aspects; and, 

(2) A decision by the Assistant 
Secretary that changing the 
requirements of the Star Program to 
allow inclusion of these alternative 
aspects is desirable. 

b. Once a decision has been made by 
the Assistant Secretary to change Star, 
those changes must be published in the 
Federal Register to provide public notice 
of the change. 

c. When the published change has 
become effective, the demonstration site 
may be approved to Star without 
submitting a new application or 
undergoing further onsite review 
provided ^at the approval occurs no 
later than one year following the last 
evaluation imder the Demonstration 
Program, 

H. Application Requirements for All 
VPP 

1. The Application Guidelines. OSHA 
will prepare, keep current and make 
available to all interested parties, 
application guidelines which explain the 
type of information to be submitted for 
OSHA review. 

2. Application Content. Eligible 
applicants will be required to provide all 
relevant information described in the 
most current version of the Application 
Guidelines which apply to the program 
for which application is made. 

Amendments to submitted 
applications will be requested when the 
application information is insufficient to 
determine eligibility for onsite review. 

Materials needed to document the 
safety and health program which the 
applicant feels may involve invasion of 
privacy or a trade secret should not be 
included in the application. Instead, 
such materials should be described in 
the application and provided for viewing 
only at the site if an onsite Pre-Approval 










Review is conducted as part of the 
application review. 

3. Application Submission, 
Applications may be submitted to 
OSHA Regional Offices or, in the case 
of multi-regional applications, to 
OSHA’s Directorate of Federal-State 
Operations in Washington. 

4. Application Withdrawal Any 
applicant may withdraw a submitted 
application at any time after formal 
submission and before approval or 
denial. When the applicant notifies 
OSHA of its withdrawal the original 
application will be returned to the 
applicant. 

OSHA may keep the assigned 
Program Officer’s marked working copy 
of the application for a year before 
discarding it in case the applicant 
should raise questions concerning the 
handling of the application. Once an 
application has been withdrawn, a new 
submission of a formal application is 
required to begin application review 
again. 

5. Public Access, The following 
documents will be maintained in 
OSHA’s National and applicable 
Regional Offices for public access 
beginning on the day the applicant is 
approved and for so long as VPP 
pariidpation is active: 

a. VPP application and amendments; 

b. Pre-Approval report and 
subsequent evaluation reports; 

c. Transmittal memoranda to 
Assistant Secretary; 

d. Assistant Secretary’s approval 
letter; and. 

e. Notification memoranda to Regional 
Administrator. 

/. Qualification Verification 

1. Initial Review. The initial review of 
the application is made to ascertain 
whether those qualifications which can 
be documented by paper submission 
have been met The applicant will be 
given the opportunity to amend the 
application with additional or substitute 
materials for the purpose of improving 
the application. Where resources allow, 
OSHA staff will assist with application 
preparation, particularly for the 
demonstration program. 

2. Pre-Approval Onsite Reviews 

a. Purpose. The Pre-Approval Review, 
which is conducted on the site for which 
participation has been requested by a 
team of non-enforcement OSHA staff, is 
a management review of the site safety 
and health program. It is conducted to: 

(1) Verify the information supplied in 
the application concerning qualification 
for the VPP for which application is 
made; 


(2) Identify the strengths and 
weaknesses of the site safety and health 
program; 

(3) Determine the adequacy of the 
safety and health program to address 
the potential hazards of the site; and 

(4) Obtain information to assist the 
Assistant Secretary in making the 
approval decision. 

b. Preparation. The review will be 
arranged at the mutual convenience of 
OSHA and the applicant The review 
team will consist of a team leader with a 
back-up and health and safety 
specialists as required by the size of the 
site and the complexity of the safety and 
health program. 

c. Duration of the Review, The time 
required for the Pre-Approval Review 
will depend upon the size of the site and 
the program applied for. Reviews will 
usually average one-and-a-half to two 
days onsite unless the site has more 
than 1.000 workers or has other 
complicating factors. 

d. Content All Pre-Approval Reviews 
will include a review of injury records, 
recalculation of the rates submitted with 
the application, verification that the 
safety and health program described in 
the application has been implemented 
and a general assessment of safety and 
health conditions to determine if the 
safety and health program is adequate 
for the hazards of the site. 

The review will also include 
interviews with relevant individuals 
(such as members of joint safety 
committees, management personnel and 
randomly selected non-supervisory 
personnel). 

Onsite document review will include 
the following records (or samples of 
them) if they exist and are relevant to 
the application or the safety and health 
program: 

(1) Management statement of 
commitment to safety and health; 

(2) The OSHA 200 log; 

(3) Safety and health manual(s); 

(4) Employee notifications of safety 
and health problems; 

(5) Safety rules, emergency 
procedures and examples of safe work 
procedures; 

(6) The system for enforcing safety 
rules; 

(7) Self-inspection procedures, reports 
and correction tracking; 

(8) Accident investigations: 

(9) Safety committee minutes; 

(10) Employee orientation and safety 
training programs and attendance 
records; 

(11) Industrial hygiene monitoring 
records; and, 

(12) Other records which provide 
documentation of the qualifications for 
these programs. 


/. Application Approval 

1. Deferred Approval If. at the 
conclusion of the Pre-Approval Review, 
the applicant needs to take actions to 
meet the qualifications for approval, 
reasonable time—up to 90 days—will be 
allowed for those actions to be taken 
before a recommendation is made to the 
Assistant Secretary. Where necessary, 
an onsite visit will be made to verify the 
actions taken after the Pre-Approval 
Review visit 

2. Application Withdrawal If the 
applicant cannot meet the requirements 
for participation in one of the VPP or for 
any reason does not wish to continue 
the approval process, reasonable time 
shall be allowed for application 
withdrawal as provided for in IV.H.4., 
before recommendation is made to the 
Assistant Secretary. 

3. Application Approval If, in the 
opinion of the Pre-Approval Review 
team, the applicant has met the 
qualifications requirements of the VPP 
applied for or an alternative VPP 
acceptable to the applicant, the team’s 
recommendation will be made to the 
Regional Administrator, who. on 
concurrence, will recommend approval 
to the Director of Federal-State 
Operations. The Director of Federal- 
State Operations shall review the report 
for consistent application of the 
qualification requirements and, on 
concurrence, will forward the 
recommendation to the Assistant 
Secretary to approve participation. 
Approval will occur on the day that the 
Assistant Secretary signs a letter 
informing the applicant of approval. 

K. Application Denial 

1. Should the Assistant Secretary for 
any reason reject the FSO and/or 
Regional recommendation to approve, a 
letter from the Assistant Secretary 
denj^g approval will be sent to the 
applicant. The denial will occur as of the 
date of the letter. 

2. Should an applicant appeal to the 
Assistant Secretary a finding by the 
team that qualifications are not met. the 
Director of Federal-State Operations 
will forward the appeal to the Assistant 
Secretary, along with the team’s 
recommendation of denial. 

If the Assistant Secretary accepts the 
recommendation to deny approval, the 
denial will occur as of the date the 
Assistant Secretary signs a letter 
informing the applicant of his decision. 

L, Inspection Requirements 

1. Programmed Inspections, 
Participating work sites will be removed 
from OSHA’s programmed inspection 
lists. 
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2. Workplace Complaints. Employee 
complaints to OSHA will be handled by 
enforcement personnel in accordance 
with normal OSHA enforcement 
procedures. 

3. Chemical Leaks/Spills. Any 
significant chemical leaks/ spills will be 
handled by enforcement personnel in 
accordance with normal OSHA 
enforcment procedures. 

4. Fatalities and Catastrophes. All 
fatalities and catastrophes will be 
handled by enforcement personnel in 
accordance with normal OSHA 
enforcement procedures. 

M. Post-Approval Assistance 

1. OSHA Contact Person. An OSHA 
official will be assigned to each VPP 
participating work site as Contact 
Person. This person will be available to 
assist the participant as needed to 
assure smooth interface with OSHA and 
to provide expertise as required. 

2. Problem Solving, If a problem 
comes to the attention of the OSHA 
Contact Person, either through 
evaluation efforts, review of injury rates, 
records of OSHA complaint inspections, 
chemical leaks/spills or accident 
investigations, or by request of the VPP 
participant, the Contact Person will 
attempt to assist the participant in 
resolving the problem, including, if 
necessary, arranging with the 
participant for an onsite visit to assess 
the problem and its possible causes. 

3. Scheduled Onsite Assistance. In 
some cases, such as in the 
demonstration program, in the 
construction program or when needed 
for the Try Program, a schedule of onsite 
assistance visits shall be agreed upon 
before approval. 

4. Significant Organizational or 
Ownership Changes. Whenever 
signiHcant changes are made in 
ownership or organizational structure at 
a VPP site, the Contact Person should 
make an onsite assistance visit to 
determine the impact of the changes on 
VPP participation. 

N. Evaluation 

1. The Star Program. 

a. Purpose. 

(1) To determine continued 
qualiHcation for the Star Program. 

(2) To document results of program 
participation in terms of the evaluation 
criteria and other striking aspects of the 
site program or its results. 

(3) To identify any problems which 
have the potential of adversely ejecting 
continued Star Program qualiHcations 
and to determine if those problems 
require additional evaluations. 

b. Frequency. Star Programs shall be 
evaluated every three years (except 


when serious problems have been 
identified which require an earlier 
evaluation] with an annual review of 
injury incidence and lost workday injury 
case rates which shall include a 
recalculation of the latest three-year 
averages. 

c. Measures of Effectiveness. The 
following factors will be used in the 
evaluation of Star Program participants: 

(1) Continued compliance with the 
program requirements; 

(2) Satisfaction of the participants; 

(3) Nature and validity of any 
complaints received by OSHA; 

(4) Nature and resolution of problems 
that may have come to OSHA's 
attention since approval or the last 
evaluation; and. 

(5) Where joint committees are 
utilized, the effectiveness of the 
committee. 

d. Description of Evaluation. OSHA's 
evaluation of Star Program participants 
will consist mainly of an onsite visit of 
similar duration and scope of the Pre- 
Approval Program Review described in 
UI.I.2. 

2. The Try Program. 

a. Purpose. 

(1) To determine continued 
qualification for the Try Program, or to 
determine whether the applicant may be 
approved for the Star Program. 

(2) To determine whether adequate 
progress has been made toward the 
agreed-upon goals. 

(3) To identify any problems in the 
safety and health program or its 
implementation which need resolution 
in order to continue qualihcation or 
meet agreed-upon goals. 

(4) To document pro^am 
Improvements and/or improved results. 

(5) To provide advice and suggestions 
for improvements that might be made. 

b. Frequency. All Try programs will 
be evaluated annually for the duration 
of the period of approval, except where 
the participant requests an evaluation 
before the annual evaluation for the 
purpose of determining whether the Star 
qualifications have been met. 

c. Measure of Effectiveness. The 
following factors will be used in the 
evaluation of Try Programs: 

(1) Continued adequacy of the safety 
and health program to address the 
potential hazards of the workplace; 

(2) Comparison of rates to the industry 
average; 

(3) Satisfaction of the participants; 

(4) Nature and validity of any 
complaints received by OSHA; 

(5) Nature and resolution of problems 
that have come to OSHA's attention; 
and. 


(6) Progress made toward goals 
specified in the preapproval or previous 
evaluation report. 

d. Description of Evaluation. OSHA's 
evaluation will consist mainly of an 
onsite visit of duration and content 
similar to the Pre-Approval Review 
described in III.I.2. 

3. The Voluntary Protection 
Demonstration Program. 

a. Purpose. To determine whether the 
approach being demonstrated and/or 
tested protects workers to the degree 
provided by the Star Program. 

b. Frequency. All demonstration 
programs will be evaluated annually for 
the period of duration of the approval. 

c. Measure of Effectiveness. The 
measures of e^ectiveness of the 
approach being demonstrated and/or 
tested will be determined on a case-by- 
case basis before approval. These will 
include injury rates. 

d. Description of Evaluation. OSHA's 
evaluation will consist mainly of an 
onsite review of duration and scope of 
similar to the Pre-Approval Review 
described in III.I.2. 

O. Termination or Post-Approval 
Withdrawal 

1. Reason for Termination. 

a. Completion of covered construction 
work at the site will terminate a 
construction industry approval. 

b. Sale of the approved site to another 
company or any management change 
that eradicates or significantly weakens 
the safety and health program may 
terminate the approval. 

c. The participating site management, 
or the duly authorized collective 
bargaining agent where applicable, may 
terminate participation for any reason. 

d. OSHA may terminate participation 
for cause. 

2. Cause for OSHA Termination. 

a. Star Ingram. Termination by 
OSHA will occur when a significant 
failure to maintain the safety and health 
program in accordance with the program 
requirements has been identified. 

b. Try Program. Termination by 
OSHA will occur when: 

(1) A significant failure to maintain 
the safety and health program in 
accordance with the program 
requirements has been identified; or, 

(2) No significant progress has been 
made toward the goals; or 

(3) The term of approval has expired. 

c. The Voluntary Protection 
Demonstration Program. Termination by 
OSIiA will occur when: 

(1) OSHA determines that 
continuation of the experiment will: 

(a) Endanger workers at the covered 
8ite(s}; and/or, 
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(b) Be unlikely to result in inclusion 
into the Star Program; or, 

(2) The period of approval has 
expired. 

3. Notification. OSHA will provide the 
participant and other relevant parties 30 
days notice of intent to terminate 
participation unless; 

(a) Other terms for termination were 
agreed-upon before approval; or 

(b) A set period for approval is 
expiring or construction has been 
completed. 

4. Post’Qpproval Withdrawal. Upon 
receipt of notice of intent to terminate 
or for any other reason, a participant 
may withdraw from the VPP with 
written notification to the assigned 
Contact Person. 

P» Reinstatement 

Reinstatement requires reapplication. 

Signed at Washington. DC. this 16th day of 
September. 1966. 

John A. Pendergrass, 

Assistant Secretary. 

[Fit Doc. 66-21306 Filed 9-19-66; 8:45 am] 
BILUMO COOC 4510-2e-M 


Pension and Welfare Benefits 
Administration 

Advisory Council on Employee 
Welfare and Pension Benefits Plans; 
Work Group Meeting 

Pursuant to the authority contained in 
section 512 of the Employee Retirement 
Income Security Act of 1974 (ERISA). 29 
U.S.C. 1142, a public meeting of the 
Work Group on Individual Benefit 
Reporting and Recordkeeping of the 
Advisory Council on Employee Welfare 
and Pension Benefit Plans will be held 
at 9:30 a.m., October 16.1986, at the U.S. 
Department of Labor. 200 Constitution 
Avenue NW., Room N-4437C, 
Washington. DC 20210. 

This four-member work group was 
informed by the Advisory Council to 
study issues relating to individual 
benefit reporting and recordkeeping for 
employee benefit pension plans covered 
by ERISA. 

The purpose of the October 16th 
meeting is to discuss a first dr^t of a 
summary of recommendations of the 
work group. 

Signed at Washington. DC. this 17th Day of 
September, 1966. 

Dennis M. Kass, 

Assistant Secretary, Pension and Welfare 
Benefits Administration. 

(FR Doc, 66-21435 Filed 9-19-66; 8:45 am] 
BIUJNO C00£ 4510-2»-ai 


NATIONAL ARCHIVES AND RECORDS 
ADMINISTRATION 

Records Schedules 

AGENCY: National Archives ane Records 
Administration. Office of Records 
Administration. 

ACTION: Notice of availability of 
proposed records schedules; request for 
comments. 


SUMMARY: The National Archives and 
Records Administration (NARA) 
publishes a notice at least monthly of all 
agency requests for records disposition 
authority (records schedules) which 
include records being proposed for 
disposal or which reduce the records 
retention period for records already 
authorized for disposal. The first notice 
was published on April 1.1985. Records 
schedules identify records of continuing 
value for eventui preservation in the 
National Archives of the United States 
and authorize agencies to dispose of 
records of temporary value. NARA 
invites public comment on proposed 
records disposals as required by 44 
U.S.C. 3303a(a). 

DATE: Comments must be received in 
writing on or before November 21,1986. 
ADDRESS; Address comments and 
requests for single copies of schedules 
identified in this notice to the Records 
Appraisal and Disposition Division 
(NIR), National Archives and Records 
Administration. Washington, DC 20408. 
Requestors must cite the control number 
assigned to each schedule when 
requesting a copy. The control number 
appears in parenthesis immediately 
after the title of the requesting agency. 
SUPPLEMENTARY INFORMATION: Each 
year U.S. government agencies create 
billions of records in the form of paper, 
film, magnetic tape, and other media. In 
order to control the accumulation of 
records. Federal agencies prepare 
records schedules which specify when 
the agency no longer needs them for 
current business and what happens to 
the records after the expiration of this 
period. Destruction of the records 
requires the approval of the Archivist of 
the United States, which is based on a 
thorough study of their potential value 
for future use. A few schedules are 
comprehensive; they list all the records 
of an agency or one of its major 
subdivisions. Most schedules cover only 
one office, or one program, or a few 
series of records, and many are updates 
of previously approved schedules. 

This public notice identifies the 
Federal agencies and their appropriate 
subdivisions requesting disposition 
authority, includes a control number 
assigned to each schedule, and briefly 


identifies the records scheduled for 
disposal. The complete records schedule 
contains additional information about 
the records and their disposition. 
Additional information about the 
disposition process will be furnished 
with each copy of a records schedule 
requested. 

* Schedules Pending Approval 

1. Department of the Air Force, 
Directorate of Administration, Records 
Management Branch Nl-AFU-66-65. 
Motor vehicle operation records. 

2. Department of the Navy. Chief of 
Naval Operations, Naval Military 
Personnel Command (Nl-NU-66-7). 
Bookkeeper’s copies and kitchen copies 
of meal sales tickets from non- 
appropriated funds activities. 

3. The Agency for International 
Development, Film Loan Library, Nl- 
286-86-4. Motion picture technical 
training film, film from other agencies, or 
privately produced film not reflecting on 
AID programs or functions. 

4. Central Intelligence Agency (NCl- 
263-84-13). The CIA schedule is 
classified in the interest of national 
security pursuant to Executive Order 
12356 and is further exempt from public 
disclosure pursuant to the National 
Security Act of 1947, 50 USC 403(d)(3). 
and the CIA Act of 1949. 50 USC 403g. 

5. Environmental Protection Agency, 
Office of Intergovernmental Liaison 
(NCI-412-85-4). General 
correspondence and responses to FOIA 
inquiries. 

6. Environmental Protection Agency. 
Office of Water (NCl-412-86-6). 
Comprehensive schedule covering 
records relating to the Administration of 
the Agency’s drinking water, water 
quality, and ground-water protection 
programs. 

7. Environmental Protection Agency, 
Office of Enforcement and Compliance 
Monitoring (NCl-412-85-13). 
Administrative and litigation records 
relating to enforcement of 
environmental pollutant control law^s. 

8. Environmental Protection Agency, 
Regional Administrator and Staff 
Offices {NCl-412-85-19). Records 
relating to regional operations and 
administrative support functions. 

9. Environmental Protection Agency. 
Financial Management Division (NCl- 
412-85-27). Records relating to financial 
operations, payroll, and accounting 
matters. 

10. Department of Health and Human 
Services, Public Health Service. Health 
Resources and Services Administration 
(NCl-90-85-2). Correspondence, reports, 
and related records pertaining to 
investigations of health facilities which 
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have completed their 20 year period of 
assured free care delivery under the 
terms of the Hill-Burton Program of 
construction. 

11. Organization of The Joint Chiefs of 
Staff (Nl-218-8^1). Reference copies of 
reports, studies, speeches, directives, 
memorandums, correspondence, and 
delegations of authority. Routine 
personnel correspondence, security 
clearances and violations, general 
access listings. Budget and audit reports 
and logistics issues. 

12. Tennessee Valley Authority, 

Office of Nuclear Power Investment 
Recovery Project (Nl-142-d5-12). 
Deferral disposition records, used in the 
design of nuclear power plants but made 
obsolete when plant is cancelled before 
completion. 

13. The United States Information 
Agency, Television and Film Service 
(Nl-^06-86-7). Stock footage, oultakes, 
and trims created during the course of 
Agency sponsored film productions and 
not selected for transfer to the National 
Archives. 

Dated: September 16.1986. 

Frank G. Burke, 

Acting Archivist of the United States, 

[FR Doc. 85-21414 Filed 9-19-66; 8:45 amj 
BILLING CODE 7S15-01-M 


NATIONAL CREDIT UNION 
ADMINISTRATION 

Agency Forms Submitted to the Office 
of Management and Budget for 
Clearance 

The following packages are being 
submitted to the Office of Management 
and Budget (OMB) for clearance in 
compliance with the Paperwork 
Reduction Act (44 U.S.C. Chapter 35). 

Subject: Annual Stock Subscription 
Statement, CLF (OMB No. 3133-0060). 

Respondents: Central Liquidity 
Facility Members. 

Abstract: CLF member credit unions 
annually determine the minimum stock 
requirement for continued Central 
Liquidity Facility membership. 

Subject Request for Funds from the 
Central Liquidity Facility (OMB No. 
3133-0064). 

Respondents: Central Liquidity 
Facility Members. 

Abstract Central Liquidity Facility 
members may apply for extensions of 
credit for short-term adjustments, 
seasonal and protracted adjustment 
credits to meet liquidity needs. 

Subject Letter of Understanding and 
Agreement for Special Assistance (OMB 
No. 3133-0016). 


Respondents: Federally Insured Credit 
Unions. 

Abstract: Sections 106 and 202 of the 
Federal Credit Union Act provide 
authority for the NCUA Board to require 
periodic reports and financial 
statements from federally insured credit 
unions. 

OMB Desk Officer Robert Neal. 

Copies of the above information ^ 
collection clearance packages may be 
obtained by calling the National Credit 
Union Administration Office on (202) 
357-1055. 

Written comments and 
recommendations for the listed 
information collection should be sent 
directly to the OMB Desk Officer 
designated above at the following 
address: OMB Reports Management 
Branch, New Executive Office Building. 
Room 3206, Washington. DC 20503. 

Dated: September 16.1988. 

Rosemary Brady, 

Secretary of the NCUA Board, 

[FR Doc. 85-21369 Filed 9-19-66; 8:45 am] 

BILUNQ CODE 763S-ei-M 


NUCLEAR REGULATORY 
COMMISSION 

Advisory Committee on Reactor 
Safeguards; Proposed Meetings 

In order to provide advance 
information regarding proposed public 
meetings of the ACRS Subcommittees 
and meetings of the full Committee, the 
following preliminary schedule is 
published to reflect die current situation, 
taking into account additional meetings 
which have been scheduled and 
meetings which have been postponed or 
cancelled since the last list of proposed 
meetings published August 19.1986 (51 
FR 29620). Those meetings which are 
definitely scheduled have had, or will 
have, an individual notice published in 
the Federal Register approximately 15 
days (or more) prior to the meeting. It is 
expected that the sessions of the full 
Committee meeting designated by an 
asterisk (*) will be open in whole or in 
part to the public. ACRS full Committee 
meetings begin at 8:30 A.M. and 
Subcommittee meetings usually begin at 
8:30 A.M. The time when items listed on 
the agenda will be discussed during full 
Committee meetings and when 
Subcommittee meetings will start will be 
pubtished prior to each meeting. 
Information as to whether a meeting has 
been firmly scheduled, cancelled, or 
reschedule or whether changes have 
been made in the agenda for the 
October 1988 ACRS full Committee 
meeting can be obtained by a prepaid 


telephone call to the Office of the 
Executive Director of the Committee 
(telephone: 202/634-3265. ATTN: 

Barbara Jo White) between 8:15 A.M. 
and 5:00 ?M„ Eastern Time. 

ACRS Subcommittee Meetings 

Containment Requirements. 

September 23,1986, Washington. DC. 

The Subcommittee will review a draft 
position paper on containment 
performance design objective as an 
addition to the Safety Goa! Policy, and a 
draft of a proposed generic letter on 
containment requirements for severe 
accidents. 

Joint Severe Accidents and Nuclear 
Plant Chemistry. September 24,1986, 
Washington, DC. The Subcommittee will 
review the NRR Implementation Plan for 
Severe Accidents and the IDCOR 
Methodology for Individual Plant 
Evaluation. 

Westinghouae Reactor Plants. 
September 25.1986, Washington, DC. 

The NRC Staff will brief the 
subcommittee on NUREG-1206 
regarding the French Paluel Plant 
Joint Occupational and 
Environmental Protection Systems/ 
Severe Accidents. September 28,1986, 
Washington, DC. The Subcommittees 
will gather and exchange information 
with the NRC Staff and the Public 
Service Company of New Hampshire. 

The Subcommittees will review the 
results of the Seabrook Probabilistic 
Safety Assessment the Impact of the 
revised source term, and the strength 
and leak tightness of the Seabrook 
containment 

Standardization of Nuclear Facilities. 
October 8,1988. Wash^ton, DC. The 
Subcommittee will review draft 
NUREG-1225 on the implementation of 
NRC policy on nuclear power plant 
standardization. 

Waste Management. October 30 and 
31,1988, Washington, DC. The 
Subcommittee will review selected 
radioactive waste management topics 
with the NMSS and RES Staffs. 

I&E Programs. November 4,1986, 
Washington, DC. The Subcommittee will 
continue its review of the activities of 
the Office of Inspection and 
Enforcement. 

Safety Philosophy. Technology, and 
Criteria. November 5,1986, Washington, 
DC. The Subcommittee will: (1) Continue 
its review of USIA-17, “Systems 
Interaction in Nuclear Power Plants,** (2) 
review the status of the NRC work on 
steam generator overfill, (3) discuss the 
status of the NRC Staffs development of 
a Safety goal Policy Implementation 
Plan, and (4) discuss the implications of 
the Chernobyl Accident. 
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Extreme External Phenomena, 
November 20.1986, Washington. DC. 
The Subcommittee will continue its 
review of the Diablo Canyon long-term 
seismic program and the NRC Staffs 
Seismic Safety Research Program. 

Spent Fuel Storage, November 21, 
1986. Washington. DC. The 
Subcommittee will continue its review 
of 10 CFR Part 72 and Monitored 
Retrievable Storage (MRS). 

Regional Operations, December 2, 
1^6, Chicago. IL The Subcommittee 
will begin its review of the activities of 
the NRC Regional Offices. This meeting 
will focus on the activities of the Region 
III Office. 

Meta! Components, December 4 and 5, 
1986. Oak Ridge. TN—CANCELLED. 

Decay Heat Removal Systems, 
December 16.1986. Washington. DC. 

The Subcommittee wiU continue its 
review of the NRR Resolution Position 
for USI A-45. 

Structural Engineering, January 21 
and 22.1987, Albuquerque, NM. The 
Subcommittee will review containment 
Integrity and Category I structures, 
programs, and test facilities. 

AC/DC Power Systems Reliability, 
Date to be determined (November), 
Washington. DC. The Subcommittee will 
review the proposed Station Blackout 
rule. 

Instrumentation and Control Systems, 
Date to be determined (November/ 
December), Washington. DC. The 
Subcommittee will discuss the effect of 
adverse conditions such as high 
temperature on solid-state components 
in nuclear power plants. 

Metal Components, Date to be 
determined (January), Washington. DC. 
The Subcommittee will: (1) Hear a status 
report of the Whipjet program 
(application of broad scope GDC-4 
criteria) as applied to a lead plant. 

Beaver Valley Unit 2; and (2) Review 
public comments on NUREG-0313, 
Revision 2 (long range fix for BWR- 
IGSCC problems). 

Advancednon-LWR Designs, Date to 
be determined (January), Washington, 

DC. The Subcommittee will review DOE 
advanced non-LWR designs regarding 
the use of proven technology and 
standardization. 

Seabrook Units 1 and 2, Date to be 
determined (fall/winter). Washington. 

DC. The Subcommittee will review the 
application for a full power operating 
license for Seabrook 1 and 2. 

ACRS Full Committee Meeting 

October 9-11,1986: Items are 
tentatively scheduled. 

* A. NRC Long Range Planning 
(Open} —Discuss proposed ACRS 
comments regarding the content and 


scope of a long range plan for regulatory 
activities. 

*B. Improved Light-Water Reactors 
/Open/—Discuss proposed ACRS 
recommendations regarding the 
characteristics of improved light-w'ater 
reactors. 

"C. NRC Standard Review Plant 
(Open} —Review proposed revision of 
the NRC Staff Standard Review Plan 
regarding removal of radioactive iodine 
from the reactor containment 
atmosphere during the course of an 
accident. 

“D. Seabrook Nuclear Power Plant 
(Open} —Consider reduced emergency 
planning zones in the vicinity of the 
Seabrook Nuclear Power Plant. 

*E. International Operating 
Experience /Ope/7>-Report of ACRS 
representative regarding the Chernobyl 
nuclear power station and discussion 
regarding ACRS consideration of the 
implications to U.S. reactors. 

*F. ACRS Subcommittee Activities 
(Open/Closed} —^Discuss activities of 
designated ACRS subcommittees 
regarding nuclear safety matters 
including proposed implementation of 
NRC policy regarding standardization of 
nuclear power plants; the Westinghouse 
advanced standardized nuclear plant 
design; added safety features in the 
Paluel nuclear power plant; scram 
system reliability; containment 
performance design objectives; some 
aspects of the proposed NRC 
implementation of the Commission’s 
severe accident policy; resolution of USI 
A-45, Decay Heat Removal; introduction 
of realistic source term estimates into 
licensing. Portions of this session will be 
closed as necessary to discuss 
Proprietary Information applicable to 
the WAPR nuclear plant design. 

*G. Nuclear Material Safety and 
Safeguards /Open/C/osec/;—Briefing 
regarding acUvities of the NRC Office of 
NMSS. Portions of this session will be 
closed as required to discuss safeguards 
information applicable to specific 
nuclear plants. 

*H. Bockfitting in Nuclear Power 
Plants (Open} —Discussion with 
representatives of NRC/OGC regarding 
backfitting of specific issues such as 
systems interactions and ECCS 
evaluation models. 

*1. Clinton Nuclear Power Station 
(Open} —Briefing by the NRC Staff and 
the licensee as appropriate regarding 
resolution of outstanding items in the 
Committee’s report of March 9.1982 
regarding proposed operation of this 
nuclear power plant. 

^J. Nuclear Power Plant Operations 
(Open/Closed} —^Briefing and discussion 
regarding recent nuclear power 
operating accidents and incidents. 


Portions of this session will be closed as 
necessary to discuss Proprietary 
Information and Safeguards Information 
applicable to the facility being 
discussed. 

•K Future ACRS Activities — 
Anticipated subcommittee meetings will 
be discussed as necessary and items 
proposed for consideration by the full 
Committee will be discussed. 

*L Activities of Members (Open/ 
Closed}-—Assigned and non-ACRS 
activities of members will be discussed. 
Portions of this session will be closed as 
necessary to discuss information the 
release of which would represent a 
clearly unwarranted invasion of 
personnel privacy. 

November 6-8.1986—Agenda to be 
announced. 

December 11-13,1986—Agenda to be 
announced. 

Dated: September 17.1986. 

John C. Hoyle. 

Advisory Committee Management Officer. 

[FR Doc. 86-21416 Filed 9-19-88; 8:45 am) 
BILUNQ CODE 7590-01-M 


[Docket Noe. 50-282 and 50-306] 

Northern States Power Co., Prairie 
Island Nuclear Generating Plant; 
Issuance of Environmental 
Assessement and Finding of No 
Significant Impact 

The U.S. Nuclear Regulatory 
Commission (the Commission) is 
considering issuance of an amendment 
to Facility Operating License Nos. DPR 
42 and 60, issued to Northern States 
Power Company (the licensee), for 
operation of the IVairie Island Nuclear 
Generating Plant Unit Nos. 1 and 2 
located in Goodhue County Minnesota. 

Identification of Proposed Action 

The amendment would consist of 
changes to the operating license 
authorizing an extension to expiration 
date for the Unit 1 Facility Operating 
License DPR-42 from June 25. 2008 to 
August 9. 2013 and for Unit 2 Facility 
Operating License DPR-OO. from June 25, 
2008 to October 29, 2014. 

The amendment to the Technical 
Specification (TS) is responsive to the 
licensee’s application dated February 21, 
1986. The NRC staff has prepared an 
Environmental Assessment of the 
Proposed Action. ’’Environmental 
Assessment by the Office of Nuclear 
Reactor Regulation Relating to the 
Change in Expiration Dates of Facility 
Operating License Nos. DPR-42 and 
DPR-60. Northern States Power 
Company, Prairie Island Nuclear 
Generating Plant Unit Nos. 1 and 2. 
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Docket Nos. 50-282 and 50-306, dated 
September 16,1986, 

Summary of Environmental Assessment 

The NRC staff has reviewed the 
potential environmental impact of the 
proposed change in the expiration dates 
of the Operating Licenses for Prairie 
Island Unit Nos. 1 and 2. This evaluation 
considered the previous environmental 
studies, including the “Final 
Environmental Statement Relating to 
Operation of Prairie Island Nuclear 
Generating Plant Units 1 and 2“ May 
1973, and more recent NRC policy. 

Radiological Impacts 

Although the population in the vicinity 
of Prairie Island Unit Nos. 1 and 2 has 
increased slightly, the site requirements 
of 10 CFR Part 100 are still met with 
regard to Exclusion Area Boundary. Low 
Population Zone, and nearest population 
center distances. In addition, the 
proposed additional years of reactor 
operation do not increase the annual 
public risk from reactor operation. 

With regard to normal plant 
operation, the licensee complies with 
NRC guidance and requirements for 
keeping radiation exposures “as low as 
is reasonably achieveable** (ALARA) for 
occupational exposures and for 
radioactivity in effluents. The licensee 
would continue to comply with these 
requirements during any additional 
years of facility operation and also 
apply advanced technology when 
available and appropriate. 

NomRadiological Impacts 

The NRC review identified no 
additional degradation of the habitat 
surrounding Prairie Island with regard to 
indigenous plant and animal species for 
the additional years of facility 
operation. In addition, the National 
Pollutant Discharge Elimination System 
permit provides additional 
environmental protection. 

Finding of No Significant Impact 

The staff has reviewed the proposed 
change to the expiration dates of the 
Prairie Island Units 1 and 2 Facility 
Operating Licenses relative to the 
requirements set forth in 10 CFR Part 51. 
Based upon the environmental 
assessment, the Staff concluded that 
there are no significant radiological or 
nonradiologic^ impacts associated with 
the proposed action and that the 
proposed license amendments will not 
have a significant effect on the quality 
of the human environement Therefore, 
the Commission has determined, 
pursuant to 10 CFR 51.31. not to prepare 
an environmental impact statement for 
the proposed amendments. 


For further details with respect to this 
action, see (1) the application for 
amendments dated February 21,1986, (2) 
the Final Environmental Statement 
Relating to Operation of Prairie Island 
Nuclear Generating Plant Units 1 and 2, 
issued may 1973, and (3) the 
Environmental Assessment dated 
September 18,1986. These documents 
are available for public inspection at the 
Commission's Public Document Room, 
1717 H Street. NW Washington, DC, 
20555 and at the Environmental 
Conservation Library, Minneapolis 
Public Library, 300 Nicollet MalL 
Minneapolis, Minnesota. 

Dated at Bethesda, Maryland, this 18th day 
of September 1988. 

For the Nuclear Regulatory Commission. 
Eileen M. McKenna, 

Acting Director, Project Directorate No, 1, 
Division ofPWR Licensing-A, 

[FR Doa 88-21417 FOed 9-19-86; 8:45 amj 
BILUMO CODE 7S90-Ot-il 


PEACE CORPS 

Privacy Act of 1984; System of 
Records; Correction 

agency: Peace Corps. 

action: Privacy Act of 1984—correction 

to Notice of Systems of Records. 

summary; On January 14,1985 (50 TO 
1950). Peace Corps published a Notice of 
Adoption of Systems of Records. These 
notices were adapted from systems that 
covered Peace Corps when it was part 
of the ACTION agency. Due to an 
administrative oversi^t, the system 
notice for Former Volunteer/Staff 
Resource Records was not included in 
the January 14,1985 notice. The Agency 
is adopting the system of records as 
published herein. There have been no 
revisions to the system of records that 
would require compliance with the 
reporting requirements of 5 U.S.C. 
552a(e)(4) and OMB Circular number A- 
130. 

FOR FURTHER INFORMATION CONTACT: 
John von Reyn, Chief, Paperwork and 
Records Management Branch. Office of 
Administrative Services. 202-254-6020. 
or Robert L Martin. Associate General 
Counsel 202-254-7966. 

This notice is issued in Washington, DC, on 
September 22.1986. 

Loret Miller Ruppe, 

Director, 

PC-18 

SYSTEM name: 

Former Volunteer/Staff Resource 
Record. 


SECURITY classification: 

None. 

SYSTEM location: 

Peace Corps, Office of Volunteer 
Recruitment and Selection, 006 
Connecticut Avenue NW., Washington, 
DC 20526 

CATEGORIES OF INDIVIDUALS COVERED IN THE 

system: 

All former staff and volunteers. 

CATEGORIES OF RECORDS IN THE SYSTEM: 

Individual former staff and former 
volunteer files containing the following 
information about the particular 
individual: Name; current address; 
current phone number; social security 
number; date of birth; next of kin name 
and address; pre-service, service, and 
post-service education; employment and 
training experience; trade skills; 
language skills; educational level: 
teachii^ experience; current interest in 
voluntary service: type of volimteer/ 
staH duty assignment; and location of 
assignment 

AUTHORITY FOR MAINTENANCE OF THE 
SYSTEM: 

The Peace Corps Act as amended (22 
U.S.C. 2501, et seq.). 

ROUTINE USES OF RECORDS MAINTAINED IN 
THE SYSTEM, INCLUDING CATEGORIES OF 
USERS AND Tt« PURPOSES OF SUCH USES: 

Information in this file will be used by 
the Peace Corps agency to involve 
former staff and volunteers with policy 
formation, program evaluation, 
recruitment, foreign and domestic 
disaster relief, and to keep up-to-date 
addresses for mailing publications and 
public affairs releases. 

POUCIES AND PRACTICES FOB STORING, 
RETRIEVING, ACCESSING, RETAINING AND 
DISPOSING OF RECORDS IN THE SYSTEM: 

storage: 

Files are maintained on magnetic 
discs and tapes which are stored in a 
locked room when not in immediate use 
in a building with a 24-hour guard. 

RETRIEVABIUTV: 

Records are indexed by categories 
such as skills, social security number, 
and alphabetical order. 

SAFEGUARDS: 

Records in the system are available 
only to appropriate officials of the Peace 
Corps with the need for access to such 
records for the performance of their 
duties. 

RETENTION AND DISPOSAL: 

Records are begun following the end 
of staff and/or volunteer services and 













retained for the "life** of the volunteer/ 
staffer. These records have no present 
destruction date and are now expected 
to be destroyed 50 years after 
establishment. 

SYSTEM MANAGER AND ADDRESS: 

Coordinator, Former Volunteer List 
Program. Peace Corps. 806 Connecticut 
Avenue, NW., Washington, DC 20528. 

NOTIFICATION, ACCESS AND CONTEST 
PROCEDURES: 

Individuals wishing to see information 
in their records, inquire if the system of 
records contains information about 
them, or contest/correct information, 
should provide their name, any former 
name, date of birth, social security 
number, dates of service, if known, 
location of service and type of service 
(whether volunteer or staff). Individuals 
should address their inquiries to the 
Director. Office of Administrative 
Services, Peace Corps, Washington, DC 
20526. All inquiries should have 
"Privacy Act Request" noted on the 
envelope. 

RECORD SOURCE CATEGORIES: 

Information supplied by former staff 
and former volunteers. 

[FR Doc, 86-21322 Filed G-tO-86: 8:45 amj 
BILUNO CODE ft051-01-M 


SECURITIES AND EXCHANGE 
COMMISSION 

(Rel. No. IC-15311; (812-6399)] 

Dean Witter Reynolds Inc., et al.; 
Application for an Order to Permit 
Certain Affiliated Transactions 

September 16,1986. 

Notice is hereby given that all series 
of the Sears Tax-Exempt Investment 
Trust ("Trust"), and Dean Witter 
Reynolds Inc., sponsor of the Trust 
(‘‘Sponsor”, collectively with Trust, 
“Applicants*’), 101 Barclay Street, New 
York. NY 10020, filed an application on 
May 28,1988, and amendments thereto 
on July 30 and August 27,1986, for an 
order, pursuant to sections 6(c) and 
17(b) of the Investment Company Act of 
1940 ("Act**), exempting Applicants from 
the provisions of section 17(a)(2) of the 
Act, to the extent necessary, to permit 
the Trust to sell certain portfolio 
securities through independent broker- 
dealers to purchasers, which may 
include the Sponsor. All interested 
persons are referred to the application 
on file with the Commission for a 
statement of the representations 
contained therein, which are 


summarized below, and to the Act for 
the relevant provisions thereof. 

According to the application, the Trust 
is a registered unit investment trust 
under the Act that issues separate series 
("Series"), each of which is separately 
registered under the Securities Act of 
1933 ("Securities Act") with respect to 
the sale of units ("Units") representing 
fractional undivided interests in such 
Series. Applicants state that each Series 
of the Trust invests in securities 
consisting solely of debt obligations of 
stales, municipalities, public authorities 
and other public subdivisions 
("Municipal Bonds**). Applicants state 
that the Municipal ^nds are exempt 
from registration under the Securities 
Act and that the interest on each of the 
Municipal Bonds, in the opinion of bond 
counsel, is exempt from federal income 
taxation. Applicants also state that at 
the time of acquisition by the Trust, the 
Municipal Bonds are rated A or better 
by Standard & Poor’s Corporation or 
Moody’s Investors Service. Inc., or. in 
the Sponsor’s opinion, have comparable 
credit characteristics. 

According to the application, the 
trustee for the Trust (‘Trustee") is not 
permitted to vary investments or to 
purchase portfolio securities except to 
purchase replacement portfolio 
securities for failed contracts. *1116 
Trustee is authorized to sell portfolio 
securities prior to maturity in order to 
meet redemption obligations to 
Unitholders, or as directed by the 
Sponsor, in the event of certain material 
adverse credit developments, such as 
defaults of amounts due or a default on 
amounts due on other securities of the 
same issuer, a decline in prices, or the 
occurrence of other market 
developments which, in the Sponsor’s 
opinion, would make retention of certain 
Municipal Bonds detrimental to the 
interests of Unitholders. 

Applicants state that municipal bonds 
are traded after initial issuance in a 
dealer market in which there is no single 
obtainable price. Applicants further 
state that, in order to obtain the best 
price, a seller of municipal bonds can 
either have an executing broker 
telephone directly different municipal 
bond dealers, or. can use the facilities of 
a wire service. According to the 
application, there are two principal 
operators of wire services in municipal 
bonds. *rhe wire services announce 
offers over the wire, specifying the 
security, principal amount offered, and 
any price and timing limitation, but 
neither the ultimate seller nor the dealer 
acting on its behalf are revealed. 
Applicants represent that the Sponsor 
purchases approximately five percent of 
the volume transacted tiuough both wire 


services. Applicants also represent that 
the Sponsor will select an independent 
broker-dealer to introduce the Trust’s 
orders on the wire services. Applicants 
submit that the Sponsor is familiar with 
the execution capabilities, performance 
and financial strength of broker-dealers 
who specialize in executing transactions 
in municipal securities, and that the 
Sponsor's selection of the broker-dealer 
used to enter the wire service order will 
not reduce the independence of the bids 
secured through that system, but it will 
make more likely the efficient conduct 
of the other aspects of the transaction. 

According to the application, where 
Municipal Bonds are sold because of 
adverse credit developments, the 
Trustee is instructed by the Sponsor 
which particular Municipal Bond is to be 
sold. In cases where Municipal Bonds 
are sold to meet redemption obligations, 
the secondary market trading desk of 
the Sponsor’s Unit Trust Department 
wall instruct the Trustee to put two or 
more Municipal Bonds out to bid in an 
attempt to obtain the most favorable 
price. After the highest bid has been 
communicated by the operator of the 
wire system to the Trustee, the 
secondary market trading desk wall 
determine which Municipal Bond to sell 
Applicants represent that an officer of 
the secondary market trading desk of 
the Unit Trust Department is the only 
person giving instructions to the Trustee 
with respect to Municipal Bonds to be 
sold. Applicants state that although 
Municipal Bonds deposited in a Series 
may be acquired from the Sponsor’s 
Municipal Bond Trading Department, a 
separate area of the Sponsor which is a 
major underwriter of and dealer in 
municipal securities, the personnel and 
operations of the Unit Trust Department 
and the Municipal Bond Trading 
Department are entirely separate and 
personnel of the Municipal Bond 
Tradmg Department will not have any 
involvement in administering or 
monitoring the Trust’s portfolio and will 
not solicit any sales from the Trust’s 
portfolio. 

Applicants also represent that no 
other department is ever informed by 
the secondary market trading desk of 
any instructions given to the Trustee to 
put Municipal Bonds out to bid nor is 
there any consultation with any other 
area when a decision is made as to 
which of two or more Municipal Bonds 
should be sold to meet redemption 
obligations. 

Applicants state that because section 
17(a)(2) of the Act generally prohibits 
^liated persons of a registered 
investment company from purchasing 
securities from such registered 
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investment company, llie Trustee, when 
placing orders to sell Municipal Bonds, 
has always acted through an 
Independent broker-dealer and 
instructed it not to accept any bid 
received from the Sponsor or its 
affiliates. Applicants submit that 
excluding the Trust from receiving bids 
from the Sponsor, notwithstanding that 
the Sponsor is among the major dealers 
in municipal securities and that the 
market reached by the wire services in 
both widely competitive and 
anonymous, may frequently cause the 
Trust to be denied the best available 
price. 

Consequently, to eliminate the 
disadvantage to the Trust in not being 
able to accept an anonymous bid from 
one of the major dealers in municipal 
securities simply because it happens to 
be the Sponsor of an affiliate thereof. 
Applicants request an order, pursuant to 
sections 6(c) and 17(b) of the Act, 
granting exemption from the provisions 
of section 17(a)(2). to the extent 
necessary, to permit the Trust to sell 
Mmiicipal Bonds through a wire service 
to the highest bidder, including the 
Sponsor. 

Applicants agree that in order to 
minimize the possibilities of 
overreaching in the Municipal Bonds 
transactions. Applicants consent to the 
following conditions with respect to the 
requested order: (1) The Sponsor will 
not advise its Municipal Bond Trading 
Department or the municipal securities 
dealer department of any other broker- 
dealer when giving instructions to sell a 
Municipal Bond; (2) The Sponsor will 
select a broker-dealer to effect sales 
which it considers efficient and 
competent and which is independent of 
the Sponsor; (3) Offers will be made 
through a major wire service in 
municipal bonds and will be kept open 
for 3 hours after initial appearance on 
the wire, which time period will not be 
reduced to less than 2 hours in the 
discretion of the executing broker-dealer 
in a declining market; (4) No bids will be 
accepted unless three or more bids are 
received from persons other than the 
Sponsor or its affiliates; (5) The Trustee 
will be instructed not to inquire as to the 
identity of a bidder, and if it receives 
such Information, will not transmit it to 
the Sponsor; (6) Broker-dealers effecting 
the sales will be instructed to obtain the 
best available price and execution and 
will instruct the wire services not to 
report any bid from the Sponsor or any 
agent thereof unless it is higher than the 
best price available from nonaffiliated 
broker-dealers; and (7) Where more than 
one Municipal Bond has been put out to 
bid by the Trustee, the decision as to 


which Municipal Bond will be sold will 
be made by the Sponsor's secondary 
market trading desk alone; no other 
department of the Sponsor will be 
consulted. 

Applicants assert that sale of the 
Trust’s Municipal Bond through the 
means of an independent wire service 
subject to the conditions described in 
the foregoing paragraph, including 
anonymity of the seller and bidders, 
should maintain a sufficient degree of 
independence to allow the Trust to 
obtain the highest available bid price 
without involving overreaching and will 
permit the Trust to receive the tr^ly best 
price, without eliminating a significant 
segment of the possible buyers. 
Applicants further assert that the terms 
and conditions of the Trust’s proposed 
transactions, including the consideration 
to be paid or received, are reasonable 
and fair and do not involve overreaching 
on the part of any person concerned, 
and consistent with the policy of the 
Trust as recited in its registration 
statement and reports filed under the 
Act, and are consistent with the general 
purposes of the Act. Applicants also 
contend that the current practice of 
precluding the Trust from receiving bids 
from the Sponsor frequently prevents it 
from receiving the best price and 
execution on sales of Municipal Bonds, 
and hence, that the requested exemption 
is necessary or appropriate in the public 
interest and consistent with the 
protection of investors and the purposes 
fairly intended by the policy and 
provisions of the Act. 

Notice is further given that any 
interested person wishing to request a 
hearing on the application may, not later 
than October 8.1986, at 5:30 p.m., do so 
by submitting a written request setting 
forth the nature of his interest, the 
reasons for his request, and the specific 
issues, if any, of fact or law that are 
disputed, to the Secretary. Securities 
and Exchange Commission. Washington, 
DC 20549. A copy of the request should 
be served personally or by mail upon 
Applicant(s) at the address stated 
above. Proof of service (by affidavit or. 
in the case of any attomey-at-law, by 
certificate) shall be filed with the 
request. After said date, an order 
disposing of the application will be 
issued u^ess the Commission orders a 
hearing upon request or upon its own 
motion. 

For the Commission, by the Division of 
Investment Management, pursuant to 
delegated authority. 

Jonathan G. Katz, 

Secretary. 

(FR Doc. 88-21434 Filed 9-19-86; 8:45 amj 
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Self-Regulatory Organizations; 
Applications for Unlisted Trading 
Privileges and of Opportunity for 
Hearing; Boston Stock Exchange, Inc. 

September 17.1986. 

The above named national securities 
exchange has filed applications with the 
Securities and Exchange Commission 
pursuant to section 12(f)(1)(B) of the 
Securities Exchange Act of 1934 and 
Rule 12f-l thereunder, for unlisted 
trading privileges in the following 
stocks: 

Atlantic Richfield Co. 

$3.00 Convertible Preferred A (File No. 7- 
9210) 

Baxter Travenol Laboratories, Inc. 

Adjustable Rate Preferred (File No. 7-0211) 
Baxter Travenol Laboratories, Inc. 

Cumulative Convertible Preferred (File No. 
7-9212) 

Barclays. PLC ADR’s 
Comon Stock. $.01 Par Value (File No. 7- 
0213) 

Computer Association International, Inc. 
Common Stock, $.10 Par Value (File No. 7- 
9214) 

Cannon Group. Inc. 

Common Stock. $.01 Par Value (File No. 7- 
0215) 

Comdata Network. Inc. 

Conunon Stock. $.02 Par Value (File No. 7- 

9216) 

Continental Information Systems Corp. 
Common Stock, $.03 Par Value (File No. 7- 

9217) 

Decision Industries Corporation 
Common Stock. $.10 Par Value (File No. 7- 

9218) 

FGIC C^rp. 

Common Stoclc. $1.00 Par Value (File No. 7- 

9219) 

Gifford Hill & Co., Inc. 

Common Stock, $2.00 Par Value (File No. 7- 

9220) 

Gearhart Industries. Inc. 

Common Stock. $.50 Par Value (File No. 7- 

9221) 

Ryland Group. Inc. 

Common Stock. $1.00 Par Value (File No. 7- 

9222) 

Supermarkets General Corp. 

Common Stock, $1.00 Par Value (File No. 7- 

9223) 

Southwest Forrest Industries, Inc 
Common Stock, $1.00 Par Value (File No. 7- 

9224) 

United Illuminating Co. 

Common Stock. No Par Value (File No, 7- 

9225) 

These securities are listed and 
registered on one or more other national 
securities exchange and are reported in 
the consolidated transaction reporting 
system. 

Interested persons are invited to 
submit on or before October 6,1986, 
written data, views and argimients 
concerning the above-referenced 
applications. Persons desiring to make 
written comments should file three 









copies thereof with the Secretary of the 
Securities and Exchange Commission, 
Washington. DC 20549. Following this 
ojiportunity for hearing, the Commission 
will approve the applications if it finds, 
based upon all the information available 
to it. that the extensions of unlisted 
trading privileges pursuant to such 
applications are consistent with the 
maintenance of fair and orderly markets 
and the protection of investors. 

For the Commission, by the Division of 
Market Regulation, pursuant to delegated 
authority. 

Jonathan G. Katz. 

Secretary. 

[FR Doc. 86-21430 Filed 9-19-66; 8:45 am] 
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Self-Regulatory Organizations; 
Applications for Unlisted Trading, 
Privileges and of Opportunity for 
Hearing; Pacific Stock Exchange, Inc. 

September 17.1986. 

The above named national securities 
exchange has filed applications with the 
Securities and Exchange Commission 
pursuant to section 12(f)(lKB) of the 
Securities Exchange Act of 1934 and 
Rule 12f-l thereunder, for unlisted 
trading privileges in the following stock: 
Beneficial Corporation 

Common Stock. $1.00 Par Value (File No. 7- 
9209] 

This security is listed and registered 
on one or more other national securities 
exchange and is reported in the 
consolidated transaction reporting 
system. 

Interested persons ore invited to 
submit on or before October 6,1986 
written data, views and arguments 
concerning the above-referenced 
applications. Persons desiring to make 
written comments should file three 
copies thereof with the Secretary of the 
Security and Exchange Commission. 
Washington. DC 20549. Following this 
opportunity for hearing, the Commission 
will approve the application if it finds, 
based upon all the information available 
to it, that the extensions of unlisted 
trading privileges pursuant to such 
applications are consistent with the 
maintenance of fair and orderly markets 
and the protection of investors. 

For the Commission, by the Division of 
Market Regulation, pursuant to delegated 
authority. 

Johathan G. Katz, 

Secretary. 

(FR Doc. 86-21431 Filed 9-19-86; 645 amj 
bujlimq COOC SOIO-Ot-M 


IReL No. IC-15308; FMe No. 812-6352] 

Application and Opportunity for 
Hearing; Phoenix Mutual Life 
Insurance Co.; et al. 

Setember 15,1986. 

Notice is hereby given that Phoenix 
Mutual Life Insurance Company 
(“Company**], Phoenix Mutual Variable 
Accumulation Account (“Account**), The 
Big Edge Series Fund (“Fund*’), Phoenix 
Investment Counsel, Inc., and Phoenix 
Equity Planning Corporation (‘‘Equity 
Planning**) (collectively, “Applicants”) 
at One American Row, Hartford, 
Connecticut 06115, filed an application 
on April 18,1986, and amendments 
thereto on July 23, and September 2, 

1986, for an order of the Commission (1) 
pursuant to section 17(b) of the 
Investment Company Act of 1940 
(“Act’*), exempting Applicants from the 
provisions of section 17(a) of the Act to 
the extent necessary to permit the 
issuance of shares of the corresponding 
series of the Fund in exchange for the 
assets and related liabilities of the 
Account, and (2) pursuant to section 6(c) 
of the Act, exempting the Account and 
Equity Planning from the provisions of 
sections 26(a)(2)(C) and 27(c)(2) of the 
Act, to the extent necessary to permit 
payment of certain charges to the 
Company from the assets of the 
Account. All interested persons are 
referred to the application on file with 
the Commission for a statement of the 
facts and representations contained 
therein, which are summarized below, 
and to the Act for the text of the 
relevant provisions. 

Applicants represent that the 
Account, currently registered under the 
Act as an open-end management 
investment company, funds variable 
accumulation annuity contracts 
(“contracts**) issued by the Company. 
Pursuant to a Plan of Reorganization 
(“Plan”) approved by the Account’s 
contractowners. the Company intends to 
convert the Account into a unit 
investment trust investing exclusively in 
the shares of the corresponding series of 
the Fund. 'The Fund is registered under 
the Act as a management investment 
company of the series type, and is 
established as a Massachusetts business 
trust The Fund currently has six 
separate portfolios, each with a separate 
series of shares: four corresponding 
respectively to the MoneyMarket, the 
Stock, the Bond, and the Total-Vest sub¬ 
accounts of the Account; and two 
others, consisting of the Zero Bond 
Series I and the Zero Bond Series II. It is 
proposed that the Fund, which will 
succeed to the portfolio assets and 
related Labilities of the Account, will be 


the continuing funding vehicle for 
existing contracts. Applicants state that 
shares of the Fund may also be 
available to other separate accounts in 
the future. 

Applicants represent that the 
Company will assume all costs incurred 
in effecting the reorganization, including 
the expenses of organizing the Fund, 
and that the reorganization will not 
have any adverse economic impact on 
the contractowner’s interests imder the 
existing contracts. Applicants further 
represent that the reorganization will 
not alter the total amount of fees and 
charges assessed, directly or indirectly, 
under each existing contract, although 
the advisory fee. brokerage 
commissions, and similar securities 
transaction expenses will be deducted 
from Fund assets after the 
reorganization, rather than from the 
Account assets, as they are currently. 
Appbcants represent that the 
contractual rights of contractowners will 
not change. The Company, on behalf of 
the Account, will transfer the portfolio 
assets of the Account’s various sub¬ 
accounts and related Labilities to the 
Fund in return for shares of the 
corresponding series of the Fund. 
Applicants further represent that voting 
rights of contractowners wiU be the 
same subsequent to the reorganization 
as they were prior thereto. The 
Company believes, based on its review 
of existing federal income tax laws and 
regulations, that the transfers of assets 
of the Account to the Fund will be a tax- 
free event. Neither the Account nor the 
Fund wiU realize any gain or loss on the 
transfers, and the Fund will succeed to 
the same adjusted basis as such assets 
had prior to the transfer. 

Applicants assert the terms of the 
proposed transactions, including the 
consideration to be paid and received, 
are reasonable and fair, do not involve 
overeeaching, and are consistent with 
the investment policies of the Account 
and the general purposes of the Act 
Applicants represents that the 
transactions effecting transfer of the 
portfoLo assets of the Account in return 
for shares of the Fund will be effected in 
accordance with Section 22(c) of the Act 
and Rule 22o-l thereunder, “net asset 
value” of the Account will be 
determined as of the business day 
immediately preceding the effecUve date 
of the reorganization; and the number of 
shares of the appLcable series to be 
issued to the Account will be 
determined by dividing the value of the 
net assets to be transferred, by the 
initial per share value of the Fund 
shares. *rhu8. Applicants argue that the 
consideration to be received and paid is 
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reasonable and fair. Applicants state the 
investment objectives of each of the 
Account’s sub-accounts, immediately 
preceding the reorganization, will be 
identical to the investment objectives of 
the corresponding series of the Fund. 
Applicants further state that the 
reorganization will not require 
liquidation of any assets of either the 
Account or the Fund, and that the only 
sales of Account assets will be those 
arising in the ordinary course of 
business. Applicants represent that 
neither the Account nor the Fund will 
incur any extraordinary costs, such as 
unusual brokerage commissions, as a 
result of the reorganization. 

Applicants assert that the proposed 
plan is consistent with the general 
purposes of the Act, and that the 
proposed transactions do not present 
any of the issues or abuses that the Act 
is designed to prevent. Moreover. 
Applicants argue that the proposed 
transactions will be effected in a 
manner consistent with the public 
interest and the protection of investors. 
Applicants represent that 
contractowners have been fully 
informed of the terms of the Plan 
through the proxy materials and have 
approved the Plan at a meeting of 
contractowners called for that purpose. 

Applicants also request an exemption 
from the provisions of sections 
26(a)(2)(C) and 27(c)(2) to the extent 
necessary to permit the payment of 
certain daily charges to the Company 
from the Account. These charges for 
currently existing contracts are at a rate 
equivalent to .40% on an annual basis 
for mortality risks and .60% for expense 
risks. Applicants state that contracts 
offered after the reorganization will 
provide for a daily charge from the 
Account equivalent to .40% on an annual 
basis for mortality risks and .85% on an 
annual basis for expense risks. 
Applicants further state that the 
mortality risk is that contractowners as 
a class may live longer than expected, 
thereby necessitating a greater number 
of annuity payments, and the expense 
risk is that expenses may be higher than 
deductions for such expenses. 

Applicants state that beyond the 
deduction of any applicable premium 
taxes, no deductions are made from 
purchase payments. Rather, a deduction 
for sales charges is taken from proceeds 
of redemptions, and is imposed on a first 
in, first out basis. During the first year a 
contract is in existence, the deduction 
applies against the total amount 
redeemed. After the first anniversary' of 
the contract, an amount up to 10% of the 
accumulated value under the contract as 
of the previous contract anniversary^ 


may be withdrawn each year without 
imposition of a sales charge. The 
deduction for sales charges is expressed 
as a percentage of the amount 
redeemed. Any amount withdrawn 
during the first policy year or in excess 
of the 10% allowable amount, is 
assessed a contingent deferred sales 
charge as follows: 


Nuirtber of years since payment was marte 

Contirv 

gont 

de¬ 

terred 

sates 

charge 

as 

per¬ 

centage 

of 

•mount 

with¬ 

drawn 

p.1 .... 

6 

2 . n - T . “ .... 

5 

3 ,,, ,, ,, -. 

4 

A ,....., .. 

3 

5 .... . 

2 


1 


0 




Applicant represent that the total 
deferred sales charge on a contract will 
not exceed 9% of the total purchase 
payments made to date. 

Applicants state that for various 
administrative services, the Company 
charges each contract a guaranteed 
charge of $35 each year (or part thereto) 
prior to Date of Maturity. This fee is 
deducted from the sub-accounts on a 
pro-rata basis in relation to their values 
under the contract, or may be paid 
separately. 

Applicants represent they have 
reviewed the level of the mortality and 
expense risk charges under comparable 
variable annuity contracts currently 
being offered, taking into consideration 
such factors as current charge levels, the 
manner in which charges are imposed, 
presense of charge level or annuity rate 
guarantees, and the markets in which 
such contracts are offered. Applicants 
represent the charges are within the 
range of industry practice for 
comparable contracts. Applicants will 
maintain and make available to the 
Commission upon request a 
memorandum outlining the methodology 
underlying this repesentation. 

Applicants state that they do not 
believe that the surrender charge being 
imposed under the contracts will cover 
the expected costs of distributing the 
contracts, and that they believe this 
shortfall may be made up from the 
general account assets which include, 
inter olio, amounts derived from risk 
charges. The Company has concluded 
that there is a reasonable likelihood that 
the distribution financing arrangement 
being used in connection with the 
contracts will benefit the Account and 


contractowners. The Company will keep 
and make available to the Commission 
upon request a memorandum setting 
forth the basis for this representation. 

Applicants further represent that the 
Account will only invest in underlying 
fund(s) which have undertaken to have 
a board of directors/trustees, a majority 
of w hom are not interested persons of 
the fund, formulate and approve any 
plan under Rule 12b-l under the Act to 
finance distribution expenses. 

Applicants assert that the requested 
exemption to deduct the mortality and 
expense charges in necessary and 
appropriate in tlie public interest and 
consistent with the protection of 
investors and the policies and 
provisions of the Act. 

Notice is further given that any 
interested person wishing to request a 
hearing on the application may. not later 
than October 10,1986. at 5:30 p.m., do so 
by submitting a written request setting 
forth the nature of his interest, the 
reasons for the request, and the specific 
issues, if any, of fact or law that arc 
disputed to the Secretary. Securities and 
Exchange Commission, Washington. DC 
20549. A copy of the request should be 
serv'ed personally or by mail upon 
Applicants at the address stated above. 
Proof of ser\ice (by affidavit or, in the 
case of an attomey-at-law, by 
certificate) shall be filed with the 
request. After said date, an order 
disposing of the application will be 
issued unless the Commission orders a 
hearing upon request or upon its own 
motion. 

For the CommisBion, by the Divisi«)n of 
Investment Management, pursuant to 
delegated authority. 

Jonathan G. Katz, 

Secretary. 

|FR. Doc. 88-21433 Filed 9-19^: 8:45 am| 

BtLUNG CODE 8010-01-11 


IFHe No. 1-8817) 

Application To Withdraw From Listing 
and Registration, Fox Television 
Stations, Inc. 

September 17.1986. 

Issuer Delisting: Application to Withdraw 
from Listing and Registration: Fox Television 
Stations, Inc. (Serial Zero Coupon Senior 
Notes due December 1.1988-1993 (“Serial 
Senior Notes")); Senior Exchangeable 
Variable Rate Debentures due December 1. 
1996, ("Senior Variable Rate Debentures"); 
15%% Senior Subordinated Debentures due 
December 1.1999 ("Senior Subordinated 
Debentures); and Adjustable Rate 
Participating Subordinated Debentures due 
December 1,2002 ("Participating 
Subordinated Debentures). 
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Fox Television Stations. Inc. 
(“Company”) has filed an application 
with the Securities and Exchange 
Commission pursuant to section 12(d) of 
the Securities Exchange Act of 1934 and 
Rule 12d2-2(d) promulgated thereunder, 
to withdraw its common stock from 
listing and registration on the American 
Stock Exchange. Inc. (“Amex”). 

The reasons stated in the application 
for withdrawing this security from 
listing and registration include the 
following: 

As of June 30.1988, the number of 
record holders, amount outstanding and 
number of record holders of each such 
securities were as follows: 


CtaM or seriet 

Face amount 
outstandmg 

Number of 
record 
boldera 

Serial Senior Notes: 



Seriee 1..... _ 

$466,000 

8 

Sertoe 2.. 

2^,000 

6 

Senes 3 ... 

114 000 

A 

Series 4..., 

1 355 000 

D 

SerieeS 

’ 72!oOO 

• O 

3 

Series S.. 

840.000 

8 

Senior Vahabie Rale Oeberv 



turea.. 

0 

0 

15%% Senior SubordtoiateO 



Debentures.. 

26.597.000 

10 

PartidpBting Subordinated 



Debentures... 

28.507,000 

3 


The Board of Directors of the 
Company has determined that, because 
the number of holders of each of such 
classes of securities is small and the 
trading market therein limited, the 
expense of maintaining the listing of the 
foregoing securities on the Amex is 
disproportionate to any benefit to the 
holders of such classes of securities. 

Any interested person may. on or 
before October 0 . 1986. submit by letter 
to the Secretary of the Securities and 
Exchange Commission. Washington. DC 
20549, facts bearing upon whether the 
application has been made in 
accordance with the rules of the 
Exchange and what terms, if any. should 
be imposed by the Commission for the 
protection of investors. The 
Commission, based on the information 
submitted to it, will issue an order 
granting the application after the date 
mentioned above, unless the 
Commission determines to order a 
hearing on the matter. 

For the Commission, by the Division of 
Market Regulation, pursuant to delegated 
authority. 

Jonathan G. Katz, 

Secretary. 

(FR Doc. 86-21432 Filed 9-19-86; 8:45 amj 
BtUJIilQ CODE 


DEPARTMENT OF STATE 
[Public Notice CM-8/1005] 

Advisory Committee on South Africa; 
Closed Meeting 

The Advisory Committee on South 
Africa will meet in a closed session on 
September 29.1986. The meeting will 
commence at 9 a.m. and will be held in 
Room 7219, Department of State. 
Washington. DC. In addition, the 
meeting of the Committee formerly 
scheduled for September 11 was 
cancelled. Due to last-minute 
rescheduling, this notice is being given 
less than 15 days before the date of the 
meeting. 

The session will be closed to the 
public pursuant to Section 10(d) of the 
Federal Advisory Committee Act and 5 
U.S.C. 552b (c)(1) and (c)(9)(B). The 
Committee will have access to and will 
discuss classified information. 
Disclosure of the Committee’s 
deliberations could adversely affect the 
Committee's ability to function as a 
group in providing the Secretary of State 
with advice on matters of critical 
importance to the conduct of United 
States foreign policy. The purpose of the 
meeting will be to discuss the current 
situation in South Africa and to evaluate 
U.S. policy toward South Africa. 

Requests for further information 
should be directed to: Ann Miller (202) 
632-0190.1730 K Street. NW.. 
Washington. DC 20006. 

Dated: September 15.1986. 

C William Kontos. 

Executive Director. 

[FR Doc. 86-21336 Filed 9-19-86; 8:45 amJ 
BILUNG CODE 4710-10-11 


DEPARTMENT OF TRANSPORTATION 

Maritime Administration 

American President Lines, Ltd.; 
Application to Midbody Abroad 

American President Lines. Ltd. (APL) 
by application dated July 1.1985. has 
requested any and all requisite 
approvals to permit it to midbody its 
three C9-M-132b class vessels in a 
foreign shipyard with retention of 
operating-differential subsidy rights. 
APL sought confirmation that the 
vessels as mofified will continue to be 
“built in the United States" within the 
meaning of sections 601(a) and 610 of 
the Merchant Marine Act, 1936. as 
amended. The application noted that 
certain defense f^eatures will be 
incorporated in the design. 

This application may be Inspected in 
the Office of the Secretary, Maritime 


Administration. Any person, firm, or 
corporation desiring to submit 
comments concerning the application 
must file written comments in triplicate 
with the Secretary. Maritime 
Administration, Room 7300. Nassif 
Building, 400 Seventh Street SW., 
Washington DC 20590. Comments must 
be received no later than 5:00 P.M. on 
October 7.1986. The Martime Subsidy 
Board/Maritime Administrator as a 
matter of discretion will consider any 
comments submitted and take such 
actions with respect thereto as may be 
deemed appropriate. 

(Catalog of Federal Domestic Assistance 
Program No. 20.804 Operating-Differential 
Subsidies)). 

By Order of the Maritime Subsidy Board/ 
Maritime Administrator. 

Date: September 17,1988. 

James E. Saari. 

Secretary. 

[FR Doc. 86-21432 Filed 9-19-86; 845 am) 
BtUJNQ CODE 4910-ai-M 


DEPARTMENT OF THE TREASURY 

Public Information Collection 
Requirements Submitted to 0MB for 
Review 

Date: September 16,1986. 

The Department of Treasury has 
submitted the following public 
information collection requirements to 
OMB for review and clearance under 
the Paperwork Reduction Act of 1980, 
Pub. L. 96-511. Copies of these 
submissions may be obtained by calling 
the treasury Bureau Clearance Officer 
listed. Comments regarding these 
information collections should be 
addressed to the OMB reviewer listed 
and to the Treasury Department 
Clearance Officer. Room 7221.1201 
Constitution Avenue, NW., Washington, 
DC 20220. 

Internal Revenue Service 

OMB Number: 1545-0140 
Form Number: IRS Forms 2210 and 
2210F 

Type of Review: Revision 
Title: Underpayment of Estimated Tax 
by Individuals (2210); and 
Underpayment of Estimated Tax by 
Farmers and Fishermen (2210F) 

OMB Number 1545-0531 
Form Number: IRS Form 706NA 
Type of Review: Extension 
Title: United States Estate Tax Return— 
Estate of a Nonresident Not a Citizen 
of the United States 
OMB Number 1545-0786 
Form Number None 
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Type of Review: Extension 
Title: Sanctions on Issuers and Holders 
of Eegislrafion-Required Obligadoxis 
Not in Registered Form {INTElrn50-86/ 
LR-151-83) 

Clearance Officer Garrick Shear, (202) 
566-6150. Room 5571.1111 
Constitution Avenue, NW., 
Washington. DC 20224 
OMB Reviewer Robert NeaL (202] 395- 
688a Office of Management and 
Budget. Room 320a New Executive 
Office Building. Washington, DC 20503 
Douglas Colley, 

Departiaental Reports Management Office, 
[FR Doc. 06-21413 Filed 9-19-06: 8:45 amj 
BtLUNQ CODE 


Internal Revenue Service 

Internal Revenue Service Inventory of 
Commercial Activities and Schedule of 
A-76 Revievrs 

As required by OMB Circular A-76, 
Performance of Commercial Activities. 
IRS publishes its inventory of 
commercial activities and approximate 
schedule for A-78 reviews. Some of the 
activities in the list may be combined 
into larger units for purposes of review. 


Listed below is an explanation of the 
titles and codes use in the inventory. 

Titles: 

Activity—The function or office being 
reviewed. 

Location—^The city and state where the 
activity is located 
FY—The fiscal year of the actual or 
estimated completion date of review 
FTE’s—^Ihe total number of full time 
equivalents in the re\iew or in each 
member activity: one FTE = 2087 paid 
work hours. Note: the ”—** indicates 
that the activity is a member of the 
consolidated or multi-office review 
printed above it 

State—^This code shows the current 
status (stage of work) of the review, 
(see bdow] 

Outcome—The code shows the results 
of the completed A-76 review, (see 
below] 

Stage Codes: 

N—Not started 
C—Consultant being sought 
P—Preliminary planning 
M—Management study in progrew 
S—Performance work statement in 
progress 

G—Government cost estimate in 
progress 


I—Independent review of government 
cost estimate 
A—Acquisition 
X—Cost comparison 
Y—^Appeal 
F—^Review Rnished 
U—Review Uimecessary 

Outcome Codes: 

A—Contracted without an A-76 review. 
B—Government Cost Estimated 
accepted as the winning bid...activity 
kept in-house. 

C—Contracted with the private sector 
as a result of a cost comparison. 

D—Exempted from review because of 
handicapped employees. 

E—Exempted from review because 
contracting out would cause 
unacceptable delay or disruption. 

F—Exempted from review because 
activity is inherently governmental. 

G—^Exempted from review because of 
use 3310 veteran-eligibles. 

H—No commercial source available. 

I —Waiver from Treasury, 
j—Procured from a preferential source 
without an A-76 review. 

K—Activity no longer exists. 

L—Exempted from review because of 
conflict with law or regulation. 

Edwin Musphy, 

A-‘76 Coordinator, 


ms A-76 Inventory 


—OTC forms di8tributiOA~ 



Locatlofi 


Washington. DC-—.—— 


New York City. NY--.- 

......do----- 

Support and dralribidioa SVCS- ■ — —.. 

—storage.-..—----—.— 

_do.. .—-—- 


.do. --....-—....... 

~-4jtbat aervicea ..■ .. . 

_ ea ... 

—4)epair.. ..... 

......do ---n 

ADP aanricos .... 

.A)......— 


WaahmgiDfvOC-———^ 


Albany. NY... .. 

Support and (Sstributioo SVCS ..... 

.,1*0 .—- ■ < 


do.....>—--- 

—Labor aorvioaa, i — . '■— - 


—Mail room^~.—.. .....—— 

. do--——- 


_do. . ---- 

Spaoa layout and draSing....— ■■ ....-- 

„...dQ—...—.—^ 


......do---- 

—Tefler unit... 

.....40^-—-—— 


Augusta, ME---—... 

Support af>d distribution SVCS .——.— .- 

xte...... . ' .. 

—Inventory and aupply-...—...—-—j 

_do ....—- 

—OTC forms diatraajaon....^....^^..... 

..-jdo~ ......— 

—Taitar uni.... .—-— 


—Mail room.-. — — 

A», - ..—. 

AOP services.....— — 

Boalon.1KIA__ 

Support and dittrixjtiaa SVCS —■■■'■■' -...—•— 


—Mail room...—. .—.... 


—eufk storage---- 

__do . ..—-.. 

—Labor aorviosi—- .. ' 




-Inventory and supp^-.>.-—---- 

xto......— 


-- 

Space layout and draflinO'.—.—. ...— 

do-—-—- 



ADP aervtoaa-—— ...——*— - 

—.do--- 


do . '■ ' 


. _do. .—- 1 

Cankalizad Bm ——-—- 

Tetter unit ----—. 

. Broo(Wyn.NY--- 

- ..-..do-—-! 

—Bulk storage...---- 

„ do-——..... 

Support and disinbutioo SVCS..... —...—• 

_do...... '—.— 


Yev 

FFES 

Stage 

Outcome 

1M6 

*1.0 

P 


1965 

3J0 

F 

A 

1965 

4.0 

U 

K 

1965 

1.0 

u 

K 

1965 

1J0 

u 

K 

1985 

lO 

u 

K 

1965 

1.0 

u 

K 

1969 

20 

N 


1966 

to 

U 

L 

1988 

50 

N 


1966 

4j0 

Q 


1986 

to 

G 


1986 

10 

Q 


1966 

to 

G 


1968 

ao 

N 


1988 

03 

U 

1 

1966 

1.0 

U 

K 

1986 

0.5 

U 

K 

1966 

03 

u 

K 

1968 

SO 

N 


1988 

IjO 

N 


1966 

1.0 

N 


1988 

00 

N 


1988 

0.7 

N 


1988 

1.4 

N 


1966 

120 

1 


1986 

20 

1 


1966 

20 1 

J 


1966 

20' 

1 


1986 

2.0 

1 


1966 

2ja 

J 


1966 

22 

1 


1966 

1.5 

U 

L 

1966 

11.0 

U 

K 

1987 

120 

N 


1968 

SO 

N 


1966 

11.0 

U 

K 

1988 

5.0 

N 


1965 

10.0 

U 

K 

1966 

4.0 

N 


1966 

1.5 

N 


1968 

60 

N 


1968 

10 

N 


1968 

20 

N 
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IRS A-76 INVEMTORY— Confinoed 


AoMty 


Year 

FTTS 


IS87 

J 

N 

isaz 

IjO i 

N 

1887 

liO i 

N 

1886 

%S 

U 

1868 

Si) < 

ra 

1888 

6i) 

N 

1888 

3i) 

N 

1887 

Si) 

A 

1887 

2i) 

A 

1887 

za 

A 

1867 

\ji 

A 

1888 

zo 

N 

1888 

6i) 

M 

1888 

QJB 

U 

1889 

iJ> 

N 

1886 

0.7 

A 

1886 

0.6 

J 

1868 

SS 

N 

1869 

ai> 

H 

1888 

zs 

H 

1886 

0L4 

U 

1889 

BJO 

N 

1989 

AJO 

N 

1988 

2Ji 

N 

1987 

40JO 

N 

1868 

ijo 

U 

1868 

2J0 

N 

1868 

B3 

N 

1888 

OS 

N 

1988 

OS 

N 

1988 

OS 

N 

1988 

OS 

N 

1987 

7J) 

N 

1868 

OS 

N 

1887 

so 

N 

1988 

4J> 

N 

1886 

OS 

F 

1887 

IS 

M 

1989 

2j0 

N 

1869 

3S 

N 

1888 

IS 

N 

1889 


N 

1888 

tJ> 

N 

1988 

IS 

N 

1886 

OS 

U 

1988 

IS 

S 

1866 

a4 

S 

1886 

2j0 

S 

1986 

1.4 

S 

1968 

ao 

S 

1967 

OJD 

M 

1986 

ao 

F 

1966 < 

as 

S 

1986 

IIS 

S 

1986 

6S 

s 

1966 

5S 

S 

1967 

160S 

H 

1966 

14S 

N 

1988 

oa 

U 

1967 

ISS 

N 

1988 

7S 

N 

1989 

IS 

N 

1964 

IS 

F 

1988 

2S 

N 

1968 

7S 

N 

1988 

7S 

S 

1986 

sa 

Q 

1966 

zo 

U 

1988 

ao 

N 

1969 

1.0 

N 

1967 

ao 

N 

1985 

1.0 

A 

1988 

ia7 

N 


ao 

N 

1988 

SlO 

N 

1986 

ao 

8 

1966 

1.0 

U 

1968 

ao 

N 

1987 

ao 

N 

1968 

9.7 

N 

1968 

a7 

N 

1966 

10 

S 

1986 

a2 

U 

1968 

1.6 

N 

1909 

1.3 

N 

1967 

ao 

N 

1988 

11.7 

N 

1968 

19.0 

1 N 

1968 

1 4.S 

1 N 

1966 

4.G 

1 S 

1986 

i O.S 

• u 

1966 

i] ao 

1 N 




Ouicome 


Support and datributon SVCS.. 
~8ulk storage... 




uio- 


—Inventory and supply.. 

Space layout and draAng.. 

Teller untt..«... 

CentraRzed files... 




-do- 


-do- 


—Records search .. 

Support and distrd»ution SVCS.. 
—Mad room... 


-do- 


Washmgtoo. OC- 
xio- 


—Warehouse and supply.... 
—Motor vehicle operation... 


-do- 


Centralized files.... 
AOP services.. 


-do- 


Space layout and draAng... 
TransiatKXi.. 


-do- 

-do- 


OTC forms distributuion- 


Copying and duplication. 

Support and distribution SVCS.. 
—Bulk storage.. 


-do. 


—Inventory and supply... 
Couher/motor vehicle qper... 

ACS sys admm support- 

Word Processing..... 

Centrahaed lilaa.- 

—Records search.- 


-do- 


-do- 


-do- 


-do- 


-do. 


Space layout and drafting- 
A^aisers- 


-do- 


-do- 


Support and distributnn SVCS.. 
—Motor vehicle operation... 


PA« 


-do- 


—Bulk storage— 
—Inventory and supply... 

—Labor. 

—Mail room... 


-do- 


-do- 


-do- 


—OTC forms dWributlon- 

ADP sennces™.-—-- 

Appraisers.——.. 

Space layout and drafting. 

Mari room.,-.-.—-..—. 

AOP services.. 


-do- 


-do- 


-do- 


Pttsburgh.PA- 
do- 


..do.. 


Support and distributiin SVCS - 
—Labor aervioea - 


-do. 


-do. 


-Bulk storage.. 


—Inventory and supply.. 
Appraisers.... 


Space layout and drafting.... 
OTC forms rkstribution -. 


Richmond. VA- 
do-- 


Office services . . . 

—Mail room ... 

—Copying and duplication- 

Warehousing .—.— 

AOP services .— 

Health unit .-.. 

Motor vehicle operation .— 

Support and distribution SVCS .. 
-Bulk storage.. 


—Inventory and supply ... 

Ceritraitzed files.-.-.- 

Machine services.. 

Space layout and drafting.. 

1040 ES receipt and control.. 

AOP services.... 

Art and graphics. 


Prior years tax forms program.. 

Sup and dis. Inv and supy . 

ADP services . - .- 

Mari room, motor vehicia. . 

Microfilm ... 

Space layout and drafting ..... 

Bulk storage and supply - 

OTC forms distribulioo —. 

Teller unit.. 


Health unit- 

Records search.. 

Appraders—. 

ADP services..... 
Mail room.. 


Space layout and drafting... 
Inventory and supply- 

Tefler unit..—.—— 

Records search.. 

ADP services-— - 

Mail room.. 


Space layout and drafting... 

Bulk storage and supply. 

OTC forms distnbution-.— 

Teller unit-- 

Records search—-- 

ADP services.. 

Word processing-- 


Mail room.. 

Space layout and drafting... 
Inventory and supply—. 


-do- 


-do- 


-do- 


-do- 


-do- 


-do- 


Philadelphia. PA- 
ilo- 


-do- 


-do- 


-do- 


-do- 


-do- 


-do- 


Atlanla. GA. 


-do- 


-do- 


-do- 


-do- 


-do- 


-do- 


-do- 


_do- 

do- 


-do- 


Birraingham. AL- 
do- 


-do- 


-do- 


-do- 


-do- 


ODlumbia.aC- 


-do- 


-do. 


—4l0- 


Qreensbora NC- 
do- 


-do- 


-do- 


-do- 


































































































































































































































































































































































OA/ACS MrvtOM. 

AOP servicet 
Data antry 

OA/ACS a _ 

Support and Oatribution SVCS 
—Bulk atorapa. 


—Canlraliied fVaa_ 

—Oocumant dealruction. 
Raoorda i aa r e h . 

Kay antry (CSB) 

AOP aarvicaa (OA and ACS). 
Support and datributioa SVCS 
—Bulkalorao* 

-OTC lorma dMrlulion. 
—Uxary aarvioea. 
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IRS A-76 Inventory— Continued 


Activity 


Appraisers... 
OA/ACS services... 


Support and dMnbuton SVCS~ 

—Bulk storage... ... 

—Labor services —- 

—Marl room. —..— 


—Centralized files .. 


Locadoo 


Indianapolis. IN.. 
......do-— 


do 


...do.. 

...do.. 


Data entry services .. 

Support snd distribution SVCS . 
—Bulk storage.. 


—OTC forms distribution... 

—Labor services-- 

—Mail room .....--- 


AOP services .. 
OA services.... 


Osta entry services .. 

Support and dwtribubon SVCS ...^ 

—Mail room ..— 

—Supplies, storage, labor ...... 

ADP servictts ..—. 

OA services --- 

Data entry....... --- 

Document destnict lebor SVCS- 

AOP services (OA) --- 

Health onrt ___ 

Motor vtfhlcte-. 


Repair and maintananoe... 
Word processing, typing.. 
Machine services- 


Support and distribution SVCS - 
—Bulk storage- 


—Inventory and supply .. 

—Mail room .- 

—Ubrary services.. - 


—Graphics.. 
Centraloed dies.. 


1040 ES receipt and control-. 
Whlte^lar support eerveee .. 
-Photocopy.. 


—Inventory and supply.. 

-OTC distributloo. 

—facsimile.. 


—Man room.... 

—(Xicument destruction.- 


RO/00 ADP senriced- 
Bkie collar servioes- 


—Motor vehicles.. 


—tabor Servioes. 

—Warehouse 
—Name plaiee.. 


ADP services (ACS support)- 
Training center 
Teller unit- 


Support and ctetributloo SVCS - 
—Bulk storage.. 


...do.. 


Louisville. KY.. 
do..-.,- 


-..do..- 

....do..- 


-.do.. 

...do- 


-.do.. 


..do- 


Perkersburg. WV - 
do -- 


..do.. 


....do.. 

...xJo.. 


Covington. KY-. 
.do- 


-do.. 

...do.. 


..do.. 


..do- 

-do- 

...do- 


...do— 
...do. 

-do.- 


.do- 

.-...do- 


...do.. 


...do.. 


Chicago. IL.. 

_do.-_ 

..do- 


...do- 


...do.. 

...do.. 


...do- 


...do.. 


...do.~ 

..do... 


...do.. 

...do.. 


Aberdeen, SO- 

.do _— 


—Inventory and si^ply.- 

—OTC distnbution. 

—Man room... 


Space layout and drafting-. 

Exam office services - 

EP/EO office services . 

Teller unit.. 


Files/records search ——.— 
Appraisers 

Support and distribution SVCS .. 

—Bulk storage .. 

il room . 


—Inventory and supply... 

—Labor services. 

—OTC distf«Kilion-. 

Space layout arxJ drallino.... 
AOP servicee.. 


Support and dntribution SVCS.. 
—Bulk storage.. 


—Inventory and supply.- 


—OTC forms dtetitMtIoa— 

—Man room. . 

Teller unit .-..- 

Support and distribution SVCS .. 

—Bulk storage -- 

—Inventory and supply - 

—OTC forms distrtallion-.- 

—Mail room --- 

ADP services.. 


Space layout and drafttng.. 
AOP sarvicet.. 


Support and dteldbubon tvs... 
—Marl room... 


—inventory and suppfy -.- 
AOP servicea.. 


Support and dMrtxibon sves.- 


...do.. 

...do- 


CNcago. IL.. 
do- 




-.do.. 

...do- 


.do.. 


Des Mokies. lA... 

,do.-. 

do.—-- 

..do.——— 


...do.. 


..do.. 


,..do.. 


Fargo. NO.. 
.do- 


• do.. 


..do- 

,.4to- 


-.do- 


Helena. MT.. 
. do ——. 


..do.. 


.do.. 


...do.- 


Milwaukee. Wi.. 

.do--— 


...do- 


...do.. 


...do.. 


Omaha. NE- 
..do..-— 


1 Year 

FTE’S 


1966 

3.5 

G 

1968 

1.0 

N 

1987 

180 

A 

1989 

6.0 

N 

1967 

2.0 

N 

1987 

1.0 

N 

1967 

15 

N 

1967 

06 

N 

1967 

90 

A 

1966 

5.0 

U 

1966 

2.0 

U 

1966 

10 

U 

1966 

to 

u 

1966 

1.0 

u 

1967 

15.0 

N 

1967 

100 

N 

1967 

5.0 

N 

1989 

20 

N 

1969 

05 

N 

1966 

1.5 

N 

1969 

60 

N 

1969 

3.0 

N 

1969 

2.0 

N 

1966 

16 

F 

1966 

100 

A 

1986 

4.0 

A 

1985 

50 

F 

1965 

60 

F 

1966 

11.0 

A 

1966 

106 

A 

1969 

6.0 

N 

1967 

1.0 

N 

1967 

1.0 

N 

1967 

3.0 

N 

1967 

05 

N 

1967 

05 

N 

1967 

1200 

N 

1987 

167 

N 

1967 

13.2 

N 

1967 

15 

N 

1967 

O.B 

N 

1967 

49 

N 

1967 

0.7 

N 

1967 

48 

N 

1967 

05 

N 

1988 

80 

N 

1969 

38 

N 

1969 

0.4 

N 

1969 

1.7 

N 

1989 

1.5 

N 

1969 

0.2 

N 

1987 

10.0 

N 

1966 

8.0 

F 

1909 

0.7 

N 

1988 

06 

N 

1968 

0-1 

N 

1966 

01 

N 

1966 

0.2 

N 

1966 

0.2 

N 

1966 

05 

U 

1967 

11.5 

N 

1987 

20 

N 

1969 

6.0 

N 

1969 

3.0 

N 

1968 

4.0 

N 

1968 

30 

N 

1968 

0.5 

N 

1966 

07 

N 

1968 

1.6 

N 

1968 

02 

N 

1966 

0.1 

N 

1986 

0.3 

U 

1969 

4.0 

N 

1968 

08 

N 

1968 

0.1 

N 

1968 

0.1 

N 

1968 

0.4 

N 

1968 

0.2 

N 

1966 

0.9 

N 

1989 

19 

N 

1969 

0.3 

N 

1989 

0.5 

1 N 

1969 

1.0 

1 N 

1969 

0.1 

N 

1969 

2.0 

1 N 

1986 

0.3 

1 U 

1989 

4.C 

1 N 

1966 

2.C 

1 U 

1966 

1.C 

1 U 

1966 

1-C 

1 U 

1989 

1 3.8 1 N 

1966 

> 19 In 


Stage 


Outcome 


OOOOO 

























































































































































































































































































































































































































IRS A-70 lNVENTO«Y— Corrtiniied 
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IRS A 76 Inventory—C ontinued 


Activity 

Locaton 

Ftacai Year 

FTES 



. do.«.. _ .. . 

1988 

7.0 

N 


_ do . «....- 

1988 

4.0 

N 


.do..-...-.. ...... 

1966 

1.0 

U 


__ do.... .. -... 

1967 

14.5 

N 


. do . ... 

1966 

1.0 

U 



1969 

2.5 

N 


Oklahoma C«y, OK---...............-- 

1969 

80 

N 


.do .... ............................. 

1966 

03 

U 


...do.... ..........- 

1986 

7.7 

U 


. do ■■... m.rx.t.r_ _—.... 

1966 

33 

U 


.do .... 

1986 

1.6 

U 


_do...... ... .. 

1986 

22 

U 


.do.... —.- 

1966 

0.6 

U 


.... do . .. ..—“*•— 

1969 

2.0 

N 


Houston. TX. ........ . 

1988 

a.o 

N 


Phoenix, AZ. . 

1967 

27 

Q 


.do .. . . 

1985 

25 

N 


.do.. . - 

1987 

2.0 

M 


.....do....... . • 

1969 

7.0 

N 


„....do..—. .. ....~. 

1988 

70 

N 


do.....^..... 

1986 

0.2 

U 


.do_____ ______ 

1989 

2.0 

N 


Salt Lake Oty. UT..... 

1966 

20 

N 


_do . —.. 

1967 

1.0 

N 


Wichita, KS. ...— 

1966 

42 

N 

inVWIIlimyj ... 

_do. . . 

1989 

6.0 

N 


..„..do___ ......—............. 

1966 

07 

U 


do.--- --- 

1989 

1.3 

N 


Ausbn, TX..... 

1966 

1.5 

G 


.. do.. ~.. - 

1966 

53.S 

G 


. .do .. . —--- 

1966 

2.0 

6 


.do..—.. — .. 

1986 

11 

G 


...».d0___ 

1966 

2.0 

U 


.do_______ 

1988 

9.0 

N 


.do....—«...-.—... 

1988 

^0 

N 


do ........... —.. ■ 

1989 

1.0 

N 


do....... .. —..— 

1989 

7.0 

N 


.do ......................—---— 

1989 

1.0 

N 


.do ... ^ 

1987 

95.0 

N 

... 


1988 

1.0 

N 

Xrm 

.do.... ... . 

1988 

8.0 

N 

AfAD . .... .. _. . 

. ..do.......... 

1987 

250 

N 

1 ... ... .. .. _ 

.do....... ......__—. -- 

1966 

1.0 

N 

IAi#N#^ ri m r ftna^fin .. .... 

do.... ... 

1967 

300 

N 

aajiA CC . 


1967 

19.7 

N 

ivW/ CO rocwp' «no conwot 

-“A-^ . .. 

......do..... 

1987 

350 

N 

OU^lUCMnvv .•••.••#•••••*♦*♦• t*^#**«**^**»»««»*****««»»*»»«*^ ....... 

Ogden. UT .. 

1987 

70.0 

G 

ftirtA _ ... . ■ 

. do -rr........... 

1987 

65.7 

G 


.do_..... — «-....- . —... 

1967 

4.0 

G 

r >.......mm . .«♦ . . ... 

.do.. .~ ... ... 

1967 

0.3 

6 


.do. ____ 

1967 

3.0 

G 

AfVD .... ........... 

.....do. .«.,.~... _...... 

1967 

9.0 

6 

A«4 . .... 

......do. ................... . - *. ..«— 

1988 

1.6 

N 

IJf%M • ... 

do. . .... 

1966 

3.0 

N 


do ...<...... ............. 

1987 

5.7 

N 

LfttXX MOrtCOS. . ...... 

.. .. ... 

^.,.do . . . 

1987 

6.2 

N 


. do _ —. —.. . 

1989 

1.0 

N 


. do .... ......... — 

1967 

4.1 

N 

ii fslwii^tn .. - • - 

_. .do _ _ 

1967 

25 

N 

m aM^i . . . .... 

.do 

1967 

18.5 

M 


, .do.........~ ..-.. 

1989 

6.5 

N 


. do __ , .-.rrn- - -- 

1966 

1.0 

U 

Spactf ifiyoot and (lr>li>ng.....................«..~...«~........~ — 

.do..~...... . 

1988 

1.5 

N 

Ubraty satvicas. . .-... 

.do......-...................... 

1967 

23.9 

N 


San Francisco, CA.. ...... 

1989 

1.0 

N 


.do__ _ - • — 

1967 

129.6 

N 


do- - - 

1986 

1.6 

N 


.do- ------ 

1966 

4.0 

N 

Kay . 

O.JU an.4 mnf . 

..... .do 

1989 

1.8 

N 

nciiR if**w »**v**'************* 

do... .... 

1986 

1.0 

U 

Soaca design.........—....__^... 

\ 

i 

1 

i 

1 

i 

i 

1986 

2.0 

N 


. ...do ...................— 

1989 

1.0 

N 

^OminfSvOlfVV ........ 

......do... . 

1989 

0.5 

N 


do..... ... —..— 

1969 

0.5 

N 


.. ..do........ 

1986 

2.0 

N 

.. . 

Boise. 10. _ 

1969 

2d 

N 

AUr S0lVffCvS«*«...• wmi^wmww 

.....do 

1969 

1.0 

N 


__do.......... 

1989 

1.0 

N 


. ......do ... —.— 

1989 

0.0 

N 

r^vCO* aMWI Cite..... w.js.ie.i. .te «»i ■♦ ••«•••« 

. _do,....... 

1988 

1.0 

N 


. HonoKAi. HI - 

1969 

0.8 

N 


. do 

1989 

1.6 

N 


.do. .— 

1986 

1.0 

N 


..do. • —.. 

1989 

Id 

N 

Records search...——... 

. Laguna Ntguel. CA.. ....— 

1987 

21.0 

N 


.. ..^..do. . 

1986 

210 

M 

Key -•*•♦-♦••• ... ••• 

.do .... — —....—.....— 

1989 

^0 

N 


. ..-.do___—- 

1966 

16.5 

G 


.do.. . . .— 

1968 

7d 

N 


.-do.«. - ~ 

1969 

1.7 

N 

OTC fonns distnbution . .... 

.do .. . — — 

1968 

22 

N 

Records search.- ....—..... 

- .do ----- 

1968 

7.0 

In 


Sugo 


Oulcom# 


K 

L 


L 


L 


L 


L 


L 


o o o o o ^ 
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ms A -76 INVEMTORV— ConUnusd 


Ach«My 


—Motor vetiide opertlion — 

Onirakzed files/fnicrollffiinQ - 

Space detign... 


Bulk storage and forma mgt... 
1040 ES receipl and controls 
Mali room, centralized Moa»^ 

Library services-,. - 

Docket room ..—.— 


Engineers/appraisers .. 

Centrakzed Wes . 

Statistics of income.,... 
Art and graphcs .. 


Payroll/personnel. 

AOP services (software} . 

Mad room. 

Do-. 


ENG valuation, appraisal .... 
Inventory, supply......—-.. 

Microfilming .. 

ADP sennces ... 

Do.. 


Mail room, motor vehidb.. 
Finandai audit.. 


Space layout and draftlnQ... 
FOf reading room.. 


Inventory and disL (CID6).. 
AOP service (operations}.-. 

ADP services-..— 

Centralized fUea.. 


Building management .. 
Norm computer room.. 

Records search. 

Health Unit.- 

Currency transaction rpts... 


Storage, supply. Bx. mtr veh - 

Illustrating, drafting .-. 

Taxpayer compliance meas. prg- 
MIR transcription ... 

Foreign area study.-.— ... 

Management information rptg.. 

Admlmstralive support. 

—Bulk storage ... 

—Inventory, supply .. 


—Motor vehicle operation... 

—MaH room...——-... 

—Ubrary--— - 

Mall and We—....— 

Word processing.— — 

AudlO'Visual-—. 

AOP services .. 


—OTC forms disihbution... 



Ftecal Yov 

PTE'S 

Slag* 


1966 

2.0 

M 


1967 

178i) 

N 


1966 

1.0 

u t 

^ ....rr--— 

1987 

54.0 

N 


1987 

10.4 

N 


1967 

15.0 

N 


1988 

1.0 

N 


1987 

26.0 

N 


1967 

20.0 

N 


1988 

as 

N 

....„.,rT--Tl- 

1966 

400.0 

M 


f 1989 

1.0 

N 

nalmll Mi .- 

1968 

524.3 

N 


1987 

70.0 

N 


1969 

1.0 

N 


1989 

4.0 

N 

..- 

1986 

301.0 

U 1 


1988 

1.0 

U 1 

_ db _—__...... -—. 

1988 

4.0 

U 

do ...—..— 

1988 

ZO 

N 

do _ ___ “ 

1989 

1.0 

N 

do , .. . ,.r. . . . - 

1988 

14.0 

a 

... 

1907 

180.0 

N 

dn.... .— 

1986 

6.2 

U 1 

. „..do ....— 

1987 

60 

N 

„ _do _ _ __ 

1907 

997.0 

N 


1907 

49.0 

N 

_.do .—.— ——— • 

1989 

5.0 

N 

..do-----— 

1980 

8.0 

G 

do 

1968 

29.0 

N 

do .- — ——.—— 

1987 

12.0 

N 

do , .. 

1987 

22.4 

N 

Ml ... “ 

1987 

0.6 

U 

dri... „, .... 

1988 

280.0 

N 

do . .-.rr.— —... 

1989 

7.7 

N 


1989 

1.0 

N 

do - . . . . 

1989 

49.0 

N 


1984 

9.0 

F 

do . . 

1969 

2.0 

F 

. 

1989 

158.0 

N 

Mflitirmhiirg WV.. . — 

1989 

9.5 

N 

do ..... 

1989 

0.5 

N 


1989 

1.5 

N 

,, -tTTti - .- - —.. 

1989 

28 

N 

... ... 

. dff ... r___—- 

1969 

0.5 

N 

.do —--- 

1969 

0.5 

N 

vyrnMnalnn DC ..—r— » 

1989 

4e 

N 

ArfVwikWt ^ . ... 

1989 

2S 

N 

,dd . , ..... 

1985 

4.0 

U 

Ml . . 

1989 

8.9 

N 

Indtenapoke. IN—.... 

1987 

1.0 

N 


Outcome 


Edwin Murphy, 

A-76 Program Manager. 

[FR Doc. 85-21441 Filed 9-19-^ B.‘45 amj 

BflXJNQ CODE 4330-01-41 


UNITED STATES INFORMATION 
AGENCY 

Reporting and Information Collection 
Requirements Under 0MB Review. 

agency: United States Information 
Agency. 

summary: Under the provisions of the 
Paperwork Reduction Act (44 U.S.C. 
Chapter 35). agencies are required to 
submit proposed or established 
reporting and recordkeeping 
requirements to OMB for review and 
approval, and to publish a notice in the 
Federal Register notifying the public that 
such a submission has been made. USIA 
is requesting approval of information 
collection activities associated with Its 
“University Affiliation Program”. 


date: Comments must be received by 
October 15.1988. 

Copies 

Copies of the request for clearance 
(SF-63), supporting statement, cover 
letters and questionnaires submitted to 
OMB for review may be obtained from 
the USIA Clearance Officer. CoimnenU 
on the items listed should be submitted 
to the Office of Information and 
Regulatory Affairs of OMB, Attention 
Desk Officer for USIA. 

FOR FURTHER INFORMATION CONTACT: 
Agency Clearance Officer, John E. 
Davenport United States Information 
Agency. M/ASP. 301 Fourdi Street, SW, 
Washington, DC 20547. telephone (202) 
485-7505. And OMB review: Mr. Bruce 
McConnell. Office of Information and 
Regulatory Affairs, Office of 
Management and Budget, Washington, 
DC 20503, telephone (202) 395-8785. 
SUPPLEMENTARY INFORMATION: Title: 
“University Affiliation Program”. 


Abstract 

Under the University Affiliation 
Program, USIA offers grant-in aid to 
support the development or 
enhancement of institutional 
partnerships between U.S. and non-U.S. 
institutions of higher education. The 
program promotes mutual 
understanding, strengthens research and 
teaching abilities and improves or 
expands the academic offerings of the 
institutions involved. 

Dated: September 15.1966. 

N. Canestro, 

Federal Register Liaison. 

[FR Doc. 85-21323 Filed 9-19-88c 8:45 am) 

nUJNO CODE i230-01-« 


VETERANS ADMINISTRATION 

Agency Form Under OMB Review 

agency: Veterans Adninistration. 
action: Notice. 
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The Veterans Adninistration has 
submitted to OMB for review the 
following proposal for the collection of 
information under the provisions of the 
Paperwork Reduction Act (44 U.S.C. 
Chapter 35). This document contains a 
revision and lists the following 
information: (1) the department or staff 
office issuing the form. (2) the title of the 
form. (3) the agency form number, if 
applicable, (4) how often the form must 
be filled out, (5) who will be required or 
asked to report, (6) an estimate of the 
number of responses, (7) an estimate of 
the total number of hours needed to fill 
out the form, and (8) an indication of 
whether section 3504(h) of Public Law 
90-511 applies. 


ADDRESSES: Copies of the form and 
supporting documents may be obtained 
from Jill Cottine, Agency Clearance 
Officer (732), Veterans Administration, 
810 Vermont Avenue. NW.. Washington. 
DC 20420, (202) 380-2148. Comments and 
questions about the items on the list 
should be directed to the VA’s OMB 
Desk Officer, Joe Lackey. Office of 
Management and Budget. 726 Jackson 
Place. NW., Washington, DC 20503, (202) 
395-7316. 

DATES: Comments on the information 
collection should be directed to the 
OMB Desk Officer within 60 days of this 
notice. 

Dated: September 10,1980. 


33695 

By direction of the Administrator. 

David A. Cox, 

Associate Deputy Administrator for 
Management 

Revision 

1 . Department of Veterans Benefits 

2 . Claim Under Loan Guaranty 

3. VA Form 26-1874 

4. On occasion 

5. Businesses or other for-profit; Small 
businesses or organizations 

6 . 38.152 responses 

7. 38,152 hours 

8 . Not applicable 

(FR Doc. 86-21335 Filed 9-10-80; 8:45 am) 
BILUNQ CODE •S20-01-M 
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Sunshine Act Meetings 


Federal Register 
Vol. 51. No. 183 
Monday. September 22, 1988 


This section of the FEDERAL REGISTER 
contains notices of meetings published 
under the •'Government in the Sunshine 
Acf* (Pub. L 94-409) 5 U.S.C. 552b(e)(3). 


CONTENTS 

ttem 

Equal Employment Opportunity Coro- 

mission ..—. ** 

Federal Maritime Commission. 2 

Federal Reserve System-- 3 

National Labor Relations Board—^— 4 

Securities and Exch ange Commission . _5 

1 

EQUAL EMPLOYMENT OPPORTUNITY 
COMMISSION 

DATE AND TIME: 9:30 am (eastern time) 
Tuesday. September 30,1988. 
place: Clarence M. Mitchell. Jr.. 
Conference Room No. 200-C on the 2nd 
Floor of the Columbia Plaza Office 
Building. 2401 “E” Street, NW., 
Washington, DC 20507. 

STATUS: Closed to the public. 

MATTERS TO BE CONSIDERED: 

1. Announcement of Notation Vote(8) 

2. A Report on Commission Operations 

(Optional) 

3. Recommended Title VII and ADEA 

Contracts for 81 Federal Employment 
Practice (FEP) Agencies in FY1987, 

4. Recommended Tribal Employment Rights 

Organization (TERO) Contracts and 
Training for 44 TEROs in FY 1987 

5. Recommended Federal Employment 

Practice (FEP) Agency Training in FY 
1987 

Closed 

Litigation Authorization; General Counsel 
Recommendations 
Note.—Any matter not discussed or 
concluded may be carried over to a later 
meeting. (In addition to publishing notices on 
EEOC Commission meetings in the Federal 
Register, the Commission also provides a 
recorded announcement a full week in 
advance on future Commission sessions. 

Please telephone (202) 834-6748 at all 
times for information on these 
meetings.) 

CONTACT PERSON FOR MORE 
information: Cynthia C. Matthews. 
Executive Officer at (202) 834-6748. 

Dated; September 18.1988. 

Johnnie L. Johnson, 

Attomey-Advisor, Executive Secretariat, 
This Notice Issued September la 198a 
[FR Doc. 88-21497 Filed 9-18-^; 2.-03 pm) 

BILUNO CODE 6750-06-11 


2 

FEDERAL MARITIME COMMISSION 
'•federal REGISTER” OTATION OF 
PREVIOUS announcement: September 
18.1986. 51 FR 33174. 

PREVIOUSLY ANNOUNCED DATE AND TIME 
OF THE meeting: September 24.1988, 
10:00 a.m. 

CHANGE IN THE MEETING: Withdrawal of 
the following item from the open 
session: 

1. Petition of National Customs Brokers and 
Forwarders Association of America, Inc. for 
Rulemaking—Licensing of Independent 
Ocean Freight Forwarders (48 CFR Part 510). 
Joseph C. Polking, 

Secretary, 

(FR Doc. 86-21471 Filed 9-18-8a 11:18 am) 

BILUNO CODE 673(H>1-M 


3 

FEDERAL RESERVE SYSTEM BOARD OF 
GOVERNORS 

TIME AND DATE: 10:00 a.m., Thursday. 
September 25,1988. 
place: Marriner S. Eccles Federal 
Reserve Board Building, C Street 
entrance between 20th and 21st Streets, 
NW., Washington. DC 20551. 

STATUS: Closed. 

MATTERS TO BE CONSIDERED: 

1. Personnel actions (appointments, 
promotions, assignments, reassignments, and 
salary actions) involving individual Federal 
Reserve System employees. 

2. Any items carried forward from a 
previously announced meeting. 

CONTACT PERSON FOR MORE 
information: Mr. Joseph R. Coyne. 
Assistant to the Board; (202) 452-3204. 
You may call (202) 452-3207, beginning 
at approximately 5 p.m. two business 
days before this meeting, for a recorded 
announcement of bank and bank 
holding company applications scheduled 
for the meeting. 

Dated: September 17,1988. 

James McAfee, 

Associate Secretary of the Board. 

[FR Doc. 88-21445 Filed 9-17-86; 5:04 pm] 

B4LUNG CODE 621CMI1-M 


4 

NATIONAL LABOR RELATIONS BOARD 
TIME AND date: 2:00 p.m., Monday, 
September 22,1986. 


place: Closed to public observation 
pursuant to 5 U.S.C. Section 552b(c)(2) 
(internal personnel rules and practices) 
and (c)(6) (personal information where 
disclosure would constitute a clearly 
unwarranted invasion of personal 
privacy). 

MATTERS TO BE CONSIDERED: Personnel 
matters. 

CONTACT PERSON FOR MORE 
information: Joseph E. Moore, Acting 
Executive Secretary, Washington, DC 
20570, Telephone: (202) 254-9430. 

Dated. Washington, DC, September 17, 
1988. 

By direction of the Board. 

Joseph E. Moore, 

Acting Executive Secretary, National Labor 
Relations Board. 

(FR Doc. 88-21501 Filed 9-18-88; 2:52 pm) 

BILUNO CODE 7546-01-11 


5 

SECURITIES AND EXCHANGE COMMISSION 

Notice is hereby given, pursuant to the 
provisions of the Government in the 
Simshine Act, Pub. L 94-409, that the 
Securities and Exchange Commission 
will hold the following meetings during 
the week of September 22,1986; 

An open meeting will be held on 
Tuesday. September 23,1988, at 10:30 
a.m. in Room 1C30, followed by a closed 
meeting. 

The Commissioners, Counsel to the 
Commissioners, the Secretary of the 
Commission, and recording secretaries 
will attend the closed meeting. Certain 
staff members who are responsible for 
the calendared matters may also be 
present. 

The General Counsel of the 
Commission, or his designee, has 
certified that, in his opinion, one or more 
of the exemptions set forth in 5 U.S.C. 
552b(c)(4). (8), (9)(A) and (10) and 17 
CFR 200.402(a)(4). (8). (9)(i) and (10), 
permit consideration of the scheduled 
matters at a closed meeting. 

Commissioner Gnindfest, as duty 
officer, voted to consider the items listed 
for the closed meeting in closed session. 

The subject matter of the open 
meeting scheduled for Tuesday, 
September 23,1988, at 10:30 a.m., will 
be; 

1. Consideration of whether to issue an 
interpretive release defining how United 
States branches or agencies of foreign banks 
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are to be treated for purposes of the 
exemption from the registration requirements 
provided by section 3(a)(2) the Securities Act 
of 1933. For further information* please 
contact William R Carter or William B. 
Morley at (202) 272-2573. 

2. Consideration of proposed revisions to 
uniform Form BDW intended to simplify and 
clarify the form used by registered broker- 
dealers in %vilhdrawlng from registration with 
the SEC and state securities regulators. For 
further information, please contact Lynne 
Masters at (202) 272r-2MS. 


- • ' * 





,A. 

V 


The subject matter of the closed 
meeting scheduled for Tuesday. 
September 23.1986, following the 10:30 
a.m. open meeting, will be: 

Institution of administrative proceedings i 
an enforcement nature. 

Settlement of administraUve proceedings 
an enforcement nature. 

Institution of injunctive actions. 

Settlement of injunctive action. 

At times changes in Commission 
priorities require alterations in the 



f i 

A 




scheduling of meeting items. For further 
information and to ascertain what, if 
any, matter have been added, deleted or 
postponed, please contact: David 
Mahaffey at (202) 272-2091. 

Jonathan G. Kate. 

Secretary, 

September 16.1966. 

IFR Doc. 86<21429 Filed 9-17-68: 4:18 pmj 

BIUJMQ CODE SOIO-OI-M 
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DEPARTMENT OF TRANSPORTATION 
Federal Aviation Administration 
14 CFR Part 23 

[Docket No. 25086; Notice No. 86-14] 

Airworthiness Standards; Small 
Airplane Fatigue Requirements 

agency: Federal Aviation 
Administration (FAA), DOT. 

action: Notice of Proposed Rulemaking 
(NPRM). 

summary: This notice proposes to 
amend Part 23 of the Federal Aviation 
Regulations (FAR) to include 
empennage, cana^, and tandem wing 
configuration fatigue requirements for 
small airplanes. Service history has 
shown that such requirements need to 
be considered in small airplane designs 
and that fatigue characteristics should 
be evaluated during type certification. 
Fatigue requirements for airplane 
designs incorporating canard-type 
configurations are also included. The 
amended rule is intended to prevent 
catastrohic or near catastrophic 
accidents due to fatigue failure of 
critical elements of such structures. 

date: Comments must be received on or 
before January 21,1987. 

address: Comments on this notice may 
be mailed in duplicate to: Federal 
Aviation Administration. Office of the 
Chief Counsel. Attention: Rules Docket 
(AGC-204). Docket No. 25086, 800 
Independence Avenue, SW.. 

Washington. DC 20591. Comments 
delivered must be marked: Docket No. 
25086. Comments may be examined in 
Room 91S-G on weekdays between 8:30 
a.m. and 5:00 p.m., except on Federal 
holidays. 

In addition, the FAA is maintaining an 
information docket of comments in the 
Office of Regional Counsel, AC&-7, FAA 
Central Region, 601 East 12th Street, 
Kansas City, Missouri 64106. Comments 
in the information docket may be 
examined in the Office of Regional 
Counsel, ACE^7, weekdays, except 
Federal holidays, between the hours of 
7:30 a.m. and 4:00 p.m. 

FOR FURTHER INFORMATION CONTACT: 

Mr. David Warner, Aerospace Engineer. 
Regulations and Policy Office (ACE- 
110 ), Aircraft Certification Division, 
Central Region. Federal Aviation 
Administration. 601 East 12th Street, 
Kansas City, Missouri 64106. 
Commercial telephone (816) 374-5688. 


SUPPLEMENTARY INFORMATION: 

Comments Invited 
Interested persons are invited to 
participate in the proposed rulemaking 
by submitting such written data, views, 
or arguments as they may desire. 
Comments relating to the environmental, 
energy, or economic impact that might 
result from adopting the proposals 
contained in this notice are also invited. 
Substantive comments should be 
accompanied by cost estimates. 
Commenters should identify the 
regulatory docket or notice number and 
submit comments, in duplicate, to the 
Rules Docket address above. All 
comments received on or before the 
closing date for comments will be 
considered by the Administrator before 
taking action on this proposed 
rulemaking. The proposals contained in 
this notice may be changed in light of 
comments received. All comments 
received will be available, both before 
and after the closing date for comments, 
in the Rules Docket for examination by 
interested persons. A report 
summarizing each substantive public 
contact with FAA personnel concerned 
with this rulemaking action will be filed 
in the docket. Commenters wishing the 
FAA to acknowledge receipt of 
comments submitted in response to this 
notice must include a pre-addressed 
stamped postcard on which the 
following statement is made: 

“Comments to Docket No. 25086.*' The 
postcard will be date stamped and 
returned to the commenter. 

Availability of NPRM 

Any person may obtain a copy of this 
NPRM by submitting a request to the 
Federal Aviation Administration, Office 
of Public Affairs. Attn: Public 
Information Office (APA-430). 800 
Independence Avenue, SW., 
Washington, DC 20591, or by calling 
(202) 426-6058. Communications must 
identify the notice number of this 
NPRM. Persons interested in being 
placed on the mailing list for future 
NPRMs should also request a copy of 
Advisory Circular No. 11-2A. Notice of 
Proposed Rulemaking Distribution 
System, which describes the procedures. 

Background 

Service history, airworthiness 
directives, and documented field reports 
(e.g., malfimction or defect reports and 
maintenance difficulty records) related 
to unsafe or potentially unsafe fatigue/ 
vibration conditions of empennage 
components on small airplanes have 
shown the need for empennage fatigue 
type certification requirements. Small 
airplanes typically operate in relatively 
severe fatigue environments: i.e., short 


1986 / Proposed Rules 


time/distance flights, low altitude 
flights, and during recent years, at 
increasingly higher utilization (e.g., 
commuter and air taxi operations). 

Although wing fatigue regulations for 
small airplanes have been in effect since 
Amendment 23-7 (34 FR13078) 
published on August 13.1969. similar 
regulations for critical empennage 
structure of small airplanes do not exist 
^ in Part 23 of the Federal Aviation 
^ Regulations—Airworthiness Standards: 
Normal. Utility, and Acrobatic Category 
Airplanes. 

Empennage fatigue requirements have 
been in effect since 1979 for those 
propeller-driven, multiengine small 
airplanes that have been type 
certificated in accordance with Special 
Federal Aviation Regulations (SFAR) 41. 
This NPRM proposes similar 
requirements for all small airplanes. 

Discussion 

The scope of this NPRM is limited to 
proposals that affect the fatigue 
characteristics of empennage, canard, 
and tandem wing structures of small 
airplanes. 

During recent years, the size, weight, 
power, and airspeed ranges of small 
airplanes have increased significantly. 
Eadh of these factors generally has a 
negative effect on the fatigue 
characteristics of the airplane structure. 
As previously mentioned, these negative 
effects on wing structure fatigue life 
were accounted for by the amended 
type certification standards contained in 
Amendment 23-7 (34 FR 13078; August 
13.1969). 

Failure of empennage components has 
caused fatal airplane accidents, near- 
fatal accidents, severe operational 
problems for pilots and distrubing 
experiences for passengers. Similar 
failure of canard and forward wing 
structures would likely occur if such 
structures were not properly evaluated. 

As a result of in-service empennage 
fatigue/vibration structural failures 
which have occurred in the past few 
years, over three dozen airworthiness 
directives have been issued. 
Additionally, several hundred service 
reports from field personnel (pilots, 
mechanics, inspectors) have been 
received which relate to empennage 
fatigue problems. 

The FAA proposes to amend Part 23— 
Airworthiness Standards: Normal, 
Utility, and Acrobatic Category 
Airplanes to extend the current 
airworthiness fatigue requirements that 
are applicable to the wing to the 
empennage, canard, and tandem /ving 
structures. 
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The terms “canard.** “canard 
configuration.’* **tandem wing 
configuration,’* and “winglet,” as used in 
this notice mean: 

Cona/t/—the forward wing of a 
canard configuration which may be a 
fixed or variable geometry surface, with 
or without control surfaces. 

Canard configuration —an airplane 
configuration in which the span of the 
forward wing is substantially less than 
that of the aft wing. 

Tandem wing configuration —an 
airplane configuration having two wings 
of similar span, mounted in tandem. 

Winglet —an out-of-plane suxface 
extending from a lifting surface. This 
surface may or may not have control 
surfaces. 

Economic Impact 

A regulatory evaluation and 
regulatory flexibility determination has 
been conducted, and copies are 
available in the docket A copy may be 
obtained by contacting the person 
identified above under “For Further 
Information Contact.** The proposal 
involves benefits and costs. The benefits 
are not readily quantifiable, since they 
arc increased safety, and materialize 
only in the form of fewer injuries and 
deaths. Neither are the costs readily 
quantifiable. The cost of compliance 
with the proposal would result primarily 
from designing and certifying new Part 
23 airplane empennages, including any 
testing that may be required. Some 
manufacturing parts costs as well as 
operating costs may also be involved. 

A probability analysis has been used 
to estimate the potential benefits of the 
proposed regulations. This approach 
combines informed judgments about 
both the nature of fatigue hazards and 
the expected effectiveness of the 
proposed counter measures with 
statistical techniques that systematically 
treat the uncertainties inherent in such 
judgments. The analysis generates a 
range of benefit values and probability 
dis^bution of achieving these benefits, 
which can then be compared with the 
estimated costs of the proposal. The 
benefit estimates were calculated for a 
h>T)othetical period. 1984. 

Accident reports for a ten year period. 
1972-82, were examined in order to 
determine the number of fatalities, 
injuries, and property damage 
attributable to empennage failures due 
to fatigue. 

Fourteen empennage fatigue-related 
accidents resulted in 21 fatalities. 2 
serious and 4 minor injuries. In addition. 

10 of the airplanes involved In these 
accidents were completely destroyed 
and the remaining 4 were severely 
damaged. 


The basic conclusion of this 
evaluation is that benefits expected to 
result from the proposed rule will 
exceed the estimated costs of 
implementing the rule. For the 
h>T}othetical 1984 fleet analysis, the 
annual costs are estimated to be 
$201,297. Expected annual benefits are 
estimated conservatively to be $537,000. 
resulting in an average benefit-to-cost 
ratio of 2.7. 

Costs and benefits broken down by 
airplane types also compare favorably. 
For single-engined airplanes, estimated 
average annual benefits per airplane of 
$152.70 compared with estimated 
average annual costa per airplane 
ranging from $8.37 (with load 
specifications provided) to $9.30 
(without load specifications provided) 
resulting in benefit-to-cost ratios of 18.2 
and 16.3, respectively. For twin-engined 
airplanes, average annual benefits per 
airplane are estimated at $231.20 
compared with estimated average costs 
per airplane ranging from $180.02 (with 
load specifications provided) to $182.57 
(without load specifications provided) 
resulting in benefit-to-cost ratios of 1.3 
in both cases. 

The FAA invites comments on the 
economic impact of the proposals. 
Commenters are requested to address 
any benefits or costs that may be 
associated with the proposals. 

Conclusion 

The FAA has determined that this 
document involves a proposed 
regulation that is not major under the 
provisions of Executive Order 12291, 
and is not significant under DOT 
Regulatory Policies and Procedures (44 
FR 11034; February 26,1979). The 
Regulatory Flexibility Act of 1980 (RFA) 
was enacted by Congress in order to 
ensure, among other things, that small 
entities are not disproportionately 
affected by government regulations. The 
RFA requires agencies to review rules 
which may have a **8ignificant economic 
impact on a substantial number of small 
entities.** The FAA defines a small 
aircraft manufacturer as one with less 
than 75 employees. It defines a 
substantial number as one that is not 
less than 11 and that is more than one- 
third of the small entities subject to the 
proposed rules. A significant economic 
impact is defined as $14,258 per year in 
added costs to each of these small 
manufacturers. A review of the aircraft 
manufacturers indicates that less than 
11 “small” manufacturers would be 
subject to the proposed regulations. 
Therefore, the FAA certifies that this 
proposal will not have a significant 
economic impact on a substantial 


number of small entities under the 
criteria of the Regulatory Flexibility Act 
This proposal, if adopted, would have 
little or no impact on trade opportunities 
for both U.S. firms doing business 
overseas and foreign firms doing 
business in the U.S. All new type 
certificated U.S. manufachired aircraft 
would have to meet the standards. The 
cost of compliance is minimal, ranging 
from perhaps a maximum of four 
percent of the cost of a new airplane to 
less than one percent of the cost This 
added cost also creates a discernible 
benefit, making the aircraft which meets 
the standards a more attractive product^ 
in both U.S. and foreign markets. 

List of Subjects in 14 CFR Part 23 

Aircraft Aviation safety. Safety, Air 
transportation. Tires. 

The Proposed Amendment 

PART 23—I AMENDED! 

Accordingly, the FAA proposes to 
amend Part 23 of the Federal Aviation 
Regulations (14 CFR Part 23) as follows: 

1 . The authority citation for Part 23 
continues to read as follows: 

Authority: 49 U.S.C. 1344,1354(a). 1355. 

1421,1423.1425.1428. 1429.1430: 49 U.S.C 
106(g) (Revised Pub. L 97-449. January 12, 
1983). 

2 . Section 23.572 is amended by 
revising the title; by revieing paragraph 
(a) introductory text; and by adding a 
new paragraph (b) to read as follows: 

§ 23.572 Wing, empennage, and 
associated structures. 

(a) The strength, detail design, and 
fabrication of those parts of the wings 
(including canards, tandem wings, and 
winglets). empennage, their carry- 
through. and attaching structure whose 
failure would be catastrophic must be 
evaluated under either of the following 
unless it is shown that the structure, 
operating stress level, materials, and 
expected use are comparable, from a 
fatigue standpoint, to a similar design 
that has had extensive satisfactory 
service experience. 

(!)"•• 

( 2 ) • * • 

(b) Each evaluation required by this 
section must include typical loading 
spectra (e.g., taxi, ground-air-ground 
cycles, maneuver, gust), effects of 
propeller slipstream impingement and 
the effects of lifting surface wakes. 

Issued In Kansas City. Mbsouri. on 
September 11,1986. 

Jerold M. Chavkin. 

Acting Director, Central Region. 

(FR Doc. 86-21326 Filed 9-19^ 8:45 am] 

WU.»NQ CODE 4S10-1S-M 
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DEPARTMENT OF TRANSPORTATION 
14 CFR Part 29 

(Docket Na 23445; Notice No. 85-13] 

Airworthiness Standards; Rotorcraft 
Structural Fatigue and Damage 
Toierance 

agency: Federal Aviation 
Administration (FAA), DOT. 

ACTION: Notice of proposed rulemaking 
(NPRM), invitation for interested 
persons to submit comments, and 
announcement of public meeting. 

summary: This notice proposes to add 
damage tolerance requirements to the 
fatigue evaluation of rotorcraft structure. 
Damage tolerance is the capability of 
rotorcraft structure to continue 
functioning without catastrophic failure 
after being subjected to fati^e damage, 
corrosion, or accidental damage 
expected during fabrication and 
operation of the rotorcraft. Also 
included in the notice are proposals to 
extend fatigue evaluations from flight 
structure to all critical structures, 
including landing gear, and to explicitly 
require consideration of operations 
having a high number of ground-air- 
ground or power cycles per hour. The 
intended effect of these proposals is to 
prevent or reduce catastrophic fatigue 
failures in transport category 
helicopters. The severe loading 
environment in which rotorcraft operate 
results in damage from fatigue cracks, 
corrosion, and other sources. More 
damage tolerant structure is needed to 
prevent or control the spread of this 
damage. 

dates: a public meeting will be held at 
10 a.m. on February 24,1987. 

Comments must identify the docket 
number and must be received on or 
before March 27.1967. 

ADDRESSES: Comments on the notice 
may be mailed in duplicate to: Federal 
Aviation Administration, Office of the 
Chief Counsel, Attn: Rules Docket 
(AGC-204), Docket No. 23485; 800 
Independence Avenue. SW., 
Washington. DC 20591, or delivered in 
duplicate to: Room 918, 800 
Independence Avenue, SW., 
Washington. DC 20591. Comments 
delivered must be marked: Docket No. 
23485. 

Comments may be Inspected in Room 
918. between 8:30 a.m. and 5 p.m., 
weekdays, except Federal holidays. 

The public meeting will be held in the 
Training Room, Building 3B. FAA, 
Southwest Region, 4400 Blue Mound 
Road. Fort Worth. Texas, beginning at 
10 a.m. on February 24,1987. 


FOR FURTHER INFORMATION CONTACT: 

Mr. R.T. Weaver, Regulations Program 
Management (ASW-111), Rotorcraft 
Standards Staff, Federal Aviation 
Administration, P.O. Box 1889, Fort 
Worth. Texas 78101, commercial 
telephone (817) 824-5122. or FTS 734- 
5122. 

SUPPLEMENTARY INFORMATION: 

Comments Invited 

Interested persons are invited to 
participate in this proposed rulemaking 
by submitting such written data, views, 
or arguments as they may desire. 
Comments relating to the environmental, 
energy, or economic impact that might 
result from adopting the proposals 
contained in this notice are Invited. 
Substantive comments should be 
accompanied by cost estimates. 
Comments should identify the regulatory 
docket. Submit comments in duplicate to 
the Rules Docket address. Ail comments 
received on or before the closing date 
for comments will be considered by the 
Administrator before taking action of 
the proposed rule. The proposal 
contained in this notice may be changed 
in light of comments received. All 
comments submitted will be available, 
both before and after the closing date 
for comments, in the Rules Docket for 
examination by interested persons. A 
report summarizing each substantive 
public contact with FAA personnel 
concerning this rulemaking will be filed 
in the docket. Commenters wishing the 
FAA to aclmowledge receipt of their 
comments submitted in response to this 
notice must submit with those comments 
a self-addressed, stamped postcard on 
which the following statement is made: 
“Comments to Docket No. 23485.** The 
postcard will be date/time stamped and 
returned to the conunenter. 

Availability of This Notice 

Any person may obtain a copy of this 
NPRM (NoUce No. 88-13) by submitting 
a request to the FAA, Office of Public 
Affairs, Attention: Public Information 
Center, APA-430, 800 Independence 
Avenue, SW., Washington, DC 20591, or 
by calling (202) 428-8058. 
Communications must identify the 
notice number of this NPRM. Persons 
interested in being placed on a mailing 
list for future rulemaking documents 
should also request a copy of Advisory 
Circular No. 11-2A, Notice of Proposed 
Rulemaking Distribution System, which 
describes the application procedures. 

Copies of proposed Advisory Circular 
(AC) 29.571-X, Fatigue Evaluation of 
Transport Category Rotorcraft Structure 
(including damage tolerance), and AC 
20-107, Composite Aircraft Structure, 
are contained in the docket file. Copies 


of these AC’s may be obtained by 
contacting the person identified under 
the caption “FOR further information 
CONTACT.** A separate request for 
comments for AC 29.571-X will be 
published. 

Background 

The proposal to add damage tolerance 
requirements to the rotorcraft 
regulations results from an assessment 
of the potential for preventing crashes 
and saving lives by the use of redundant 
structure and other damage tolerant 
design features and from an assessment 
of the current rotorcraft design “state of 
the art.*' The proposals to add landing 
gear and increased frequency of ground- 
air-ground cycles to the fatigue 
substantiation result from the ongoing 
Rotorcraft Regulatory Review Program. 
They are based on two proposals 
submitted for consideration at the 
Rotorcraft Regulatory Review 
Conference, which was held in New 
Orleans. Louisiana, in December 1979. 

On January 8.1983, the FAA issued an 
advance notice of proposed rulemaking 
(ANPRM) and invited all interested 
persons to submit comments concerning 
the addition of damage tolerance 
requirements to the fatigue requirements 
of the U.S. transport category rotorcraft 
rules. A public meeting was held on 
February 8,1983, to afford interested 
persons an opportunity to establish 
dialogue with the FAA and other 
interested parties in connection with the 
proposal of the ANPRM to add damage 
tolerance to the rotorcraft regulations. 
Over 50 persons attended the 
conference held on February 8,1983, in 
Fort Worth. Texas. A transcript of the 
discussions of the meeting is in the 
docket. 

As a result of the comments and data 
presented during the comment period for 
the ANPRM and during the public 
meeting, the FAA determined that the 
]Rt)posed addition of damage tolerance 
requirements to transport category 
rotorcraft rules is sufficiently warranted 
to issue an NPRM and associated AC. 

Regulatory Structure 

Both Parts 27 and 29 of the FAR deal 
with type certification of civil rotorcraft. 
Part 27 currently deals with rotorcraft 
under 8,000 pounds, and Part 29 deals 
with rotorcraft over 8,000 pounds. The 
addition of damage tolerance 
requirements to the type certification of 
civil rotorcraft is proposed by this 
NPRM only to Part 29. The state of the 
art makes damage tolerant design more 
practical for larger, more complex 
rotorcraft than for rotorcraft under 6,000 
pounds. 
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The Proposal 

This proposal presents damage 
tolerance requirements for the transport 
category rotorcraft rules as contained in 
i 29.571. 

Economic S ummar y 

A preliminary economic evaluation 
has been prepared for this proposal to 
add damage tolerance requirements to 
the fatigue evaluation of rotor 
structures. The primary objective of the 
proposed amendment to 5 29.571, 
“Fatigue Evaluation of Flight Structure “ 
is to prevent or reduce catastrophic 
fatigue failures in transport category 
rotorcraft. 

The estimates of economic impacts for 
the proposed amendment to 5 29.571 are 
based on the best information currently 
available to the FAA. The estimates of 
the cost of compliance with the 
proposed additional requirements of 
S 29.571 rely to a considerable extent on 
a report prepared for the FAA by 
Logical Technical Services Corporation 
entitled “Estimates of the Cost 
Difference Resulting from the 
Introduction of Damage Tolerance to 
Rotorcraft Structural Fatigue 
Requirements'* (herein referred to as the 
LTS study). A report on the LTS study is 
available in the docket of this 
rulemaking. Information for analysis of 
beneHts was obtained from the safety 
records of the NTSB and the FAA. The 
conclusions regarding economic 
consequences, however, reflect the 
judgment of FAA personnel. The 


period if better information becomes 
available. 

The changes in regulations governing 
rotorcraft certification affect only newly 
certificated equipment Hence, the 
proposal to amend § 29.571 would only 
have an economic impact on transport 
category rotorcraft type certificated 
after the effective date of this 
amendment 

The proposal also has provisions to 
extend fatigue evaluation from flight 
structure to all critical structures, 
including landing gear, and to explicitly 
require consideration of operations 
having a high number of ground-air- 
ground or power cycles per hour. These 
provisions incorporate into the FAR 
current industry practices and will not 
impose addition^ costs. 

The potential benefit resulting fi’om 
the addition of damage tolerance 
requirements to the fatigue evaluation of 
rotorcraft structures has two 
components. The first is the potential 
savings for the general public in lower 
exposure to accidents and death 
attributed to fatigue failure. The second 
is the cost savings resulting from the 
changes in life cycle costs stemming 
from the introduction of damage 
tolerance criteria. The evaluation 
indicates that the use of damage 
tolerance criteria will increase 
acquisition costs but will have the 
potential for decreasing the 
requirements for replacement 
components through extended service 
life. 

The FAA has not determined the 
extent to which damage tolerant 
components will also incorporate 

Cycle Cost and Safety Benefit 

(1964 Values] 


extended lifetime. To allow for the 
uncertainty inherent in predicting future 
damage tolerant component service life, 
the potential increase or decrease in life 
cycle cost resulting from replacing safe- 
life components with damage tolerant 
components for a fleet of 600 typical 
transport category rotorcraft is 
presented as a range of life cycle ratios. 
At any service life ratio, the economic 
benefit of the proposal is the sum of the 
safety benefit (i.e., the net present value 
of the preventable loss, consisting of the 
costs of mortality, morbidity, hull 
damage, and investigation) and the life 
cycle cost impact. Table 1 illustrates the 
relationship between life cycle costs and 
various acddent prevention scenarios 
for a fleet of typical transport category 
rotorcraft. As shown in this figure, if the 
damage tolerant components have the 
same life as the safe-life components 
that they replace, and one accident per 
year is avoided by the use of these 
components, the present value of the 
cost resulting from the introduction of 
damage tolerance criteria will exceed 
benefits by approximately $22 million. 

In the same context, if the damage 
tolerant components can be made to 
have a lifetime that is twice the life of 
safe-life components and four accidents 
per year are averted, the total net 
present value of the benefit resulting 
from the change will be approximately 
$22 million. In the extreme, if damage 
tolerant components can be made with 
indefinite life and if 10 accidents per 
year can be avoided by the use of these 
damage tolerant parts, the present value 
of the net benefit is estimated to be 
about $75 million. 


estimates of impacts may be revised 
after the close of the public comment 

Table 1.—The Relationship Between Life 


FOR A Fleet of 600 Typical Transport Rotorcraft 


SmvIoB if» tcmrto 

Present veKie of 
Me cycle ooet 

Net preeem vafue, 
M# cycle coete 
eevinge * 

Annuel Na of 
•ccidents evoided 

Net present value 
of SKpected value 
of prevemeOle lose 

Net present value 
beneMs or (costs) 

Sams as Ufa Hte 

$154,261,000 

154.261.000 

154.261.000 

119.474.000 

119.474,000 

119,474.000 

64.381.000 

64.381,000 

64,381.000 

($24a2S4X)0) 

(24,625,000) 

(24.625,000) 




Twtoa Ma. 

1 

4 

10 

$2,935,406 

11.741,630 

29.354.076 

($21.669492) 

(12.633,370) 

4.729.076 

IndMIa Ita 

10,162,000 

10.162.000 

10.162,000 

45.255.000 

45,255,000 

45.255,000 

1 

4 

10 

2.935.408 

11.741.630 

29.354.076 

13.097.406 

21J03430 

39.516.076 


1 

4 

10 

2.935.406 

11.741.630 

29454.076 

46.190.406 

56.996.630 

74.609.076 

Compared lo tele life proeeni vakie of Me cycle ooet of $129,636,000. 





The FAA concludes that in most cases 
the service life of damage tolerant 
components may well be a factor of two 
or three times greater than current safe- 
life components as a result of advances 
in the use of new high strength-to-weight 
materials and improved damage 
tolerance design data. Similarly, the 
number of accidents that will be 
avoided annually will exceed the 


average of four accidents per year 
experienced in the period between 1971 
and 1982 because of the increasing size 
of the transport category rotorcraft fleet 
On the basis of the above, the FAA 
concludes that the midrange of benefits 
associated with the introduction of 
damage tolerance criteria will exceed 
costs by approximately $13 to $39.5 


million over the 10-year period following 
enactment of this regulation. 

Regulatory Flexibility 

The FAA has determined that under 
the criteria of the Regulatory Flexibility 
Act (RFA) the proposed rule, at 
promulgation, will not have a significant 
economic impact on a substantial 
number of small entities. The Small 
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Business Association (SBA) defines a 
small helicopter manufacturer as one 
having fewer than 1,500 employees. The 
regulation directly affects the costs of 
manufacturers of large civil helicopters 
only. Currently, only three firms, Boeing- 
Vertol, Sikorsky, and Bell Helicopter 
Textron, Inc., manufacture large civil 
helicopters, and all exceed the 
employment limits set for small entities. 
Thus, the proposed amendment to Part 
29 does not directly affect any small 
entities. 

This notice proposes regulations 
which will substantially reduce the 
number of rotorcraft accidents caused 
by catastrophic structural fatigue 
failures. The FAA*s preliminary 
evaluation of the effect of the damage 
tolerance proposals indicates that the 
benefits will exceed the costs, primarily 
because of the reduction of injury and 
equipment losses due to accidents. The 
preamble contains a discussion of the 
benefit/cost relationship. Therefore, the 
FAA has determined that this notice 
involves a rulemaking action which is 
not a “major rule** under Executive 
Order 12291; but is considered a 
“significant rule** under Department of 
Transportation (DOT) Regulatory 
Policies and Procedures (44 FR11034; 
February 26,1979). A full regulatory 
evaluation will be prepared with the 
assistance of comments received as a 
result of this notice. In addition, for the 
reasons stated above, it is certiHed that 
the proposals, if promulgated, will not 
have a significant economic impact on a 
substantial number of small entities 
under the criteria of the Regulatory 
Flexibility Act. This proposal, if 
adopted, would have little or no Impact 
on trade opportunities for U.S. firms 
doing business overseas or for foreign 
firms doing business in the U.S. A copy 
of the draft evaluation prepared for this 
action is contained in the regulatory 
docket. A copy of it may be obtained by 
contacting the person identified under 
the caption “FOR further information 

CONTACT.” 

List of Subjects in 14 CFR Part 29 

Air transportation. Aircraft Aviation 
safety. Safety. Rotorcraft. 

The Proposed Amendment 
PART 29-{AMENDED] 

Accordingly, pursuant to the authority 
delegated to me by the Administrator, 
the Federal Aviation Administration 
proposes to amend Part 29 of the FAR 
(14 CFR Part 29) as follows: 

1. The authority citation for Part 29 
continues to read as follows: 

Authority: 49 U.S.C. 1344.1354(a). 1355, 
1421,1423,1424,1425,1428,1429.1430; 49 


U.S.C. 106(g) (Revised Pub. L 97-449. January 
12,1983). 

2. By revising 5 29.571 to read as 
follows: 

§ 29.571 Fatigue and damage tolerance 
evaluation of structure. 

(a) General An evaluation of the 
strength of principal elements, detail 
design points, and fabrication 
techniques must show that catastrophic 
failure due to fatigue, environmental 
effects, intrinsic/discrete damage, or 
accidental damage will be avoided. 

Parts to be evaluated include, but are 
not limited to, rotors, rotor drive 
systems between the engines and rotor 
hubs, controls, fuselage, fixed and 
movable control surfaces, engine and 
transmission mounting, landing gear, 
and their related primary attachments. 

In addition, the following apply: 

(1) Each evaluation required by this 
section must include— 

(1) The Identification of principal 
structural elements and detail design 
points, the failure of which could result 
in catastrophic failure of the rotorcraft; 

(ii) In-flight measurement in 
determining the loads or stresses for 
items in paragraph (a)(l)(i) of this 
section in all critical conditions 
throughout the range of limitations in 
§ 29.309 (including altitude effects), 
except that maneuvering load factors 
need not exceed the maximum values 
expected in operations; and 

(iii) Loading spectra as severe as 
those expected in operation based on 
loads or stresses determined under 
paragraph (a)(l)(ii) of this section, 
including external load operations, if 
applicable, and other high frequency 
power cycle operations. 

(2) Based on the evaluations required 
by tliis section, inspections, replacement 
times, or other procedures must be 
established as necessary to prevent 
catastrophic failure. These inspections 
or other procedures must be included in 
the airworthiness limitations section of 
the Instructions for Continued 
Airworthiness required by $ 29.1529 and 
section A29.4 of Appendix A. 

(b) Fatigue tolerance evaluation (safe 
life supplemented by damage tolerance). 
The structure must be shown by 
analysis supported by test evidence and, 
if available, service experience— 

(1) To be able to withstand repeated 
loads of variable magnitude witnout 
detectable cracks for the following time 
intervals— 

(1) Life of the rotorcraft; or 

(ii) Within a replacement time 

furnished under section A29.4 of 
Appendix A to this Part. 

(2) To be of damage tolerant design. 


(i) The damage tolerance evaluation 
must include a determination of the 
probable locations and modes of 
damage caused by fatigue, 
environmental effects, or accidental 
damage. 

(ii) The extent of damage for residual 
strength evaluation at any time within 
the operational life must be consistent 
with the Initial detectability and 
subsequent growth under repeated 
loads. 

(iii) The residual strength evaluation 
must show that the remaining structure 
is able to withstand design limit loads 
without failure. 

(iv) If significant changes in structural 
stiffness or geometry, or both, follow 
from a structural failure or partial 
failure, the effect on damage tolerance 
must be further investigated. 

(v) Compliance with the damage 
tolerance requirements of this 
subparagraph is required unless the 
applicant establishes that damage 
tolerant design for a particular structure 
is impractical. 

Explanation 

Safe-life criteria have been used for 
years in transport category rotorcraft 
design. Even after the option of fail-safe 
design was added to the rules in 1968, 
safe-life criteria continued to be used for 
most structural components. In recent 
years, advances have been made In the 
state of the art of rotorcraft design 
which make damage tolerant design 
more practical. These advances include 
increased use of composite construction 
(with favorable crack retardation 
characteristics), redundant structural 
design techniques, and other crack 
retardation techniques. Accordingly, 
proposed $ 29.571(b) adds damage 
tolerance requirements to the structural 
substantiation requirements of transport 
category rotorcraft. 

As a result of the 10 comments 
received in response to the ANPRM, 
proposed S 29.571 has been extensively 
revised from the proposal in the 
ANPRM. All 10 commenters agree with 
the addition of damage tolerance 
concepts to rotorcraft design; but one 
commenter reserves final opinion “until 
additional information is acquired,” and 
one commenter takes “stror^ issue with 
the ANPRM granting preeminent right to 
the damage tolerance procedures” in the 
determination of strucUiral safety. 

The commenter taking issue with 
granting preeminence to damage 
tolerance over safe life as a method of 
achieving the required fatigue strength 
also makes the following additional 
points: 






1. *Torcing the preeminent use of the 
damage tolerant concepts may in some 
circumstances degradate [sicj safety.” 

2. ‘The differences between the 
airplane environnent and the helicopter 
environment do not justify transfer of 
the fixed-wing airplane experience (in 
damage tolerant design).” 

3. “The applicant should have the 
uninhibited option to select the 
procedures that. . . will produce the 
best overall results.” 

The FAA agrees, in part with the 
initial and first two additional points but 
not with the third additional point that 
”the applicant should have the 
uninhibited option to select. . . 
procedures. . . 

The ANPRM proposed to add damage 
tolerance to the fatigue evaluation of 
rotorcraft structure but not to establish 
preeminence of damage tolerance 
procedures over safe-life procedures. 

The goal of adding damage tolerance 
requirements is to Increase the 
structural dependability of transport 
rotorcraft with a resulting savings in 
equipment costs and lives. As discussed 
in the public meeting of February 8, 

1983. damage tolerance and safe life are 
considered “as complementajy 
approaches.” A “filter approach” was 
discussed during the public meeting 
which illustrates the complementary 
nature of damage tolerance relative to 
safe life. A design was described as 
being “filtered” first through one 
evaluation (damage tolerance or safe 
life) and then through the other. To 
accentuate that damage tolerance is 
proposed as a complementary approach 
to safe life (and not to preempt safe life), 

S 29.571 (b), (c). and (d) as proposed in 
the ANPRM have been combined into 
one paragraph (b) by this proposal. The 
newly proposed i 29.571(b) for fatigue 
tolerance evaluation requires a safe-life 
substantiation for each part of the 
structure which could contribute to a 
catastrophic failure. In addition, the 
current proposal will require a 
complementary design of damage 
tolerant features where practical. This 
complementary approach will provide 
an improvement in the structural 
dependability of transport category 
rotorcraft with a resulting savings In 
equipment costs and lives, while 
allowing continued use of well 
established safe-life substantiation 
programs by the industry. It will 
recognize that “industry experience has 
been to provide a safe-life structure, 
whether it be single load path or 
redundant” and that “the combined 
safe-life/damage tolerance approach is 
more adaptable to rotorcraft stnictiire 
than a pure damage tolerance 
approach.” To insure that damage 


tolerant design is incorporated into the 
rotorcraft structure if the state of the art 
permits. $ 29.571(b)(2)(v) provides that 
the applicant must comply with damage 
tolerance requirements unless the 
applicant establishes that to do so for a 
particular structure would be 
impractical Stated otherwise, if the 
state of the art permits, a particular 
rotorcraft structure must incorporate 
damage tolerant design features. 

One commenter states that “the rule 
as proposed (in the ANPRM) p rima rily 
addresses damage tolerance aspects of 
slow crack growth, single load path 
struchu^s.” Tlie commenter further 
states, “It should be indicated that there 
are also other methods of achieving 
damage tolerance such as multipl^ 
alternative load paths.” The FAA is 
aware of multiple load path techniques 
of achieving damage tolerance as shown 
in the ANPRM ba<^ground material 
which contained the statement “recent 
advances have been made in dvil 
helicopter use of composite construction 
. . . redundant structural design 
techniques. . and the ANPRM was 
not intended to primarily address 
damage tolerance aspects of slow crack 
growth, single load path structures. In 
fact because of the high cycle load 
spectrum of helicopter operations and 
because of the lack of extensive fracture 
mechanics (da/dn) data for low stress/ 
high cycle operations, it is considered 
that a multiple load path structure or a 
composite structure (a special kind of 
multiple load path s^cture) shows 
greater promise than metallic, single 
load path structure in achieving damage 
tolerance in future transport category 
rotorcrafL The proposed AC 29.571-X 
expands even further upon the use of 
multiple element load paths as a means 
of providing damage tolerance. 

No objections were raised to including 
all critical structure (not just flight 
structure) in the fatigue evaluation, so 
the title of { 29.571 is proposed as 
“Fatigue and damage tolerance 
evaluation of structure.” rather than 
. . evaluation of flight structure.” 

Also, a special reference to landing gear 
is proposed for { 29.571(a). 

One commenter proposes that 
definitions be added to 14 CFR Part 1 for 
“damage tolerance.” “fail-safe.” and 
“safe life.” Although these definitions, 
as well as others, are in proposed AC 
29.571-X the FAA considers it 
inappropriate to add them to 14 CFR 
Part 1 until agreement can be attained 
on definitions applicable to fixed-wing 
aircraft, rotorcr^, engines, and 
propellers. 

Another commenter recommends that 
the proposed wording of S 29.571(a) be 
changed from . an evaluation of the 


strength, detail design, and fabrication 
must show that catastrophic failure due 
to fatigue, corrosion, or accidental 
damage will be prevented throughout 
the operational life of the rotorcraft 
. . .” to “. . . an evaluation of the 
strength, detail design, and fabrication 
must show that catastrophic failure due 
to fatigue, corrosion, or accidental 
damage will be avoided throughout the 
replacement time, if any, established for 
each part of the structure.” The use of 
“avoid” rather than “prevent” is 
proposed as being more goal-related 
rather than an absolute guarantee 
(which is impractical) and is consistent 
with § 25.571. The FAA agrees, and the 
proposal has been reworded 
accordingly. 

One commenter states that the phrase 
“operational life,” while appropriate for 
fixed-wing aircraft, is not considered 
practical or warranted for rotorcraft 
The FAA agrees, and the proposal hat 
been changed accordingly. 

The commenter further recommends 
that the proposed S 29.571(a) wording 
“. . . for each part of the structure which 
could contribute to a catastrophic failure 
. . be changed to “. . . which could 
cause a catastrophic failure.” The 
commenter states “use of words 'could 
contribute* suggests consideration of 
any potential event no matter how 
illogical” The FAA disagrees. The 
wording ’‘could contribute’* has the 
connotation of consideration of “life 
remaining” after a single element failure 
even if the failure did not immediately 
“cause” catastrophic failure. Also, the 
wording is similar to that of S 25.571(a) 
which has been applied with no 
interpretation problems in this area. 
Another commenter recommends 
consideration of significant numbers of 
flights . . at Vj»o and with the 
commencement of the flight at maximum 
allowable gross weight” The FAA 
agrees, and proposed { 29.571(a)(iii) 
specifies “. . . loading spectra as severe 
as those expected in operation.” 
“External load operations” are specified 
as well as “high frequency per hour 
power cycle operations,” Also, the 
proposed AC 29.571-X includes 
guidance for consideration of three 
types of operations: long flights (with 
high cruise speeds); typical general 
types of operations; and short flints 
(with large numbers of power cycles per 
hour). 

One commenter reconunends that 
consideration of loads with worn 
components be considered. This 
recommendation is beyond the scope of 
the current program. Rotorcraft contain 
literally scores of mechanical 
components subject to wear. Althou^ 
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consideration of wear effects is 
accomplished in general by ground 
endurance testing, ground component 
testing, and by prototype flight testing, 
specific wear requirements would be 
impractical to define because of the 
interrelationship between the wear of 
one part on the loads of one or more 
other parts. A program to consider 
literally hundreds of wear versus load 
relationships is considered beyond the 
scope of this program. Since efficient, 
recognized analytical techniques are not 
available, testing of every wear 
combination state is impractical from a 
time and cost standpoint. 

One commenter states a belief "that 
no critical component should have a 
fatigue life limit less than 10,000 hours.** 

A 10,000-hour life is an admirable goal, 
but the current state of the art of fatigue 
design of rotorcraft structure does not 
allow attainment of that goal for all 
critical components. This, in fact, is the 
primary technical reason for proposing 
that critical structure be "damage 
tolerant.** 

One commenter recommends 
changing ‘‘corrosion** to "environmental 
effects** in § 29.571 to more broadly 
consider the effects of moisture and to 
consider other environmental factors 
such as fuel, hydraulic oil, etc., on 
structural strength, and another 
commenter recommends adding 
"intrinsic/discrete damage** to more 
explicitly cover damage common to 
structure such as composite 
construction. The FAA agrees, and the 
recommended changes are included 
with this proposal. 

The commenter further recommends 
that damage tolerance to mechanical 
components (gears, bearings, etc.) be 
added to § 29.571 or § 29.917. This 
proposal is beyond the scope of this 
program as well as beyond the state of 
the art of current gear and bearing 
design. 

The commenter also recommends that 
drafts of proposed AC 29.571-X and AC 
20-107 be available for review with this 
proposed amendment. The FAA agrees, 
and copies of proposed AC 29.571-X and 
AC 20-107, Revision A, may be obtained 
by contacting the person identified 
under the caption "FOR further 
INFORMATION CONTACT.*’ 

In addition, the commenter 
recommends that "helicopter" be 
changed to read "rotorcraft" in proposed 
§ 29.571(a)(l)(i) and that the phrase "for 
items identified above in (a)(l)(i)" be 
added to proposed § 29.571(a)(l)(ii)(A) 
after "loads or stress’* for clarity. Hie 
FAA agrees, and the appropriate 
changes have been made. 

The commenter also stresses the 
Importance of providing guidance in AC 


29.571- X for the loading spectra 
requirements of § 29.571{a)(l)(iii). The 
commenter also recommends that 
research is needed into operational 
spectra and that operators need to 
record and feed back operational data 
to the manufacturers. Hie FAA agrees 
with the need for guidance on loading 
spectra, and it will be provided in AC 

29.571- X. Research into operational 
spectra and operators’ feedback to 
manufacturers, while desirable, is 
beyond the scope of this program. 

An additional commenter 
recommends that the words "and 
material" be added to proposal 
§ 29.571(a)(2) after the phrase "of similar 
design." Hie previously proposed 
§ 29.571(a)(2) has been deleted, and the 
wording of the currently proposed 
§ 29.571(b) accomplishes the intent of 
the recommendation. 

One commenter recommends that the 
words “replacement time" be inserted 
into proposed § 29.571(a)(3) after 
"inspections** and before "or other 
procedures" for clarity. The FAA agrees, 
and the change has been made. 

Another commenter recommends that 
"fail-safe" be deleted from the 
parenthetical term following damage 
tolerance to avoid confusion. The FAA 
agrees, and the term "fail-safe" is 
removed from proposed § 29.571. 

Hie commenter also recommends that 
proposed § 29.571(b)(1) be changed to 
read "probable types, locations, and 
modes of damage due to fatigue, 
corrosion, intrinsic/discrete damage, or 
severe accidental damage." The FAA 
agrees with adding the term "intrinsic/ 
discrete" to clarify a type of damage 
common to composite structures but 
considers adding the words "types" 
before "locations, and modes" and 
"severe" before "accidental damage" 
unnecessary. 

The commenter further recommends 
that proposed § 29.571(b)(2) be changed 
to state "flight-by-flight load application 
is recommended." The FAA disagrees 
with adding such wording to 
S 29.571(b)(2). This type of wording is 
considered unnecessarily detailed for a 
regulation and more appropriate for 
advisory material. AC 29.571-X 
proposes to include detailed technical 
considerations of this type. 

Two commenters object to the 
inclusion of an explicit 0.125-inch-radius 
flaw size for single load path structure 
in proposed $ 29.571(b)(3). Both 
commenters reconunend a more general 
requirement which considers initial 
detectability and subsequent growth 
under repeated loads (similar to the 
§ 25.571 requirement). The FAA agrees, 
and the explicit 0.125-inch-radius flaw 
requirement has been removed. 


One commenter recommends that 
proposed § 29.571(b)(4) be changed to 
add the phrase "consistent with 
inspection techniques" after the phrase 
"will become readily detectable." The 
FAA agrees, and the intent of this 
recommendation is included in the 
newly proposed § 29.571 (b)(2)(ii). 

Another commenter proposes that 
strength after failure in proposed 
§ 29.571(b) be allowed to be reduced 
below limit strength, in some cases, to a 
level which would allow flight with 
loads "which are reasonably expected 
to occur on the (one) flight." The FAA 
disagrees since such loads would be 
impractical to calculate with accuracy, 
and the resulting strength would be 
difficult to demonstrate in cases where 
factors such as stiffness are also greatly 
reduced. Also, limit loads are 
considered the minimum strength 
acceptable to provide the necessary 
degree of damage tolerance. 

One commenter requests that 
proposed § 29.571(c) be changed by 
adding the phrase "and having used 
appropriate scatter factors’* after the 
phrase "test evidence." The FAA 
disagrees with adding a specifle 
reference to "appropriate scatter 
factors" in the regulatory material since 
the concept of applying scatter factors 
and material reduction factors has not 
been a problem. Since the specific 
factors to be applied have resulted in 
some questions, AC 29.571-X is 
proposed to provide guidance on the 
application of scatter factors and 
material reduction factors. 

Another commenter proposes a 
correction in proposed § 29.571(c)(2) to 
the reference to Section A29.5 (which 
should have referenced Section A29.4). 
The FAA agrees, and in proposed 
5 29.571(b)(l)(ii), the reference to 
Section A29.5 has been corrected to 
read "Section A29.4." 

One commenter asks for clarification 
of the "combination of replacemant time 
and damage tolerance evaluations" 
proposed in S 29.571(d) of the ANPRM, 
and requests an example. Although 
§ 29.571(d) has been removed from the 
current proposal, the "combination of 
replacement time and damage 
tolerance" is still allowed by the 
proposed i 29.571(b)(l)(ii) and (b)(2). 
This requirement is not wholly new; it is 
a continuation of existing § 29.571(e) 
except that the fail-safe requirement is 
changed to a damage tolerance 
requirement. An example of the current 
"combination of replacement time and 
fail-safe evaluations" is a structural link 
(or other part), basically designed to be 
fail-safe but containing an area 
inaccessible for Inspection (this area 






may be evaluated by safe-life 
techniques). The link may then have a 
replacement life, but most areas will be 
fail-safe. The current proposal will still 
allow combinations of evaluations, as in 
the past, except for two changes. (1) All 
critical parts must be evaluated using 
safe-life techniques (including parts 
replacement, if required), and (2) 
damage tolerant design features must be 
provided (and evaluated) where 
practical (when damage tolerant design 
for specific rotorcraft structure is within 
the state of the art). 


Issued in Fort Worth. 
12.1980. 


Texas, on September 


Roger G. Knight. 

Acting Director, Southwest Region. 

[FR Doc. 60-21325 Filed 9-19-^; 8:45 am| 
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ENVIRONMENTAL PROTECTION 
AGENCY 

40 CFR Part 271 

(FRL 3042-7) 

State Hazardous Waste Program 
Requirements 

agency: Environmental Protection 
Agency. 

action: Final rule. 

SUMMARY: The Environmental Protection 
Agency is today promulgating 
amendments to the requirements for 
State hazardous waste programs. The 
final rule specifies deadlines for State 
program modifications and makes other 
changes to the existing regulations to 
implement the State authorization 
provisions of the Hazardous and Solid 
Waste Amendments of 1984 (HSWA). 
This is the first of a set of companion 
rules to EPA*8 final codification rule, 
published July 15,1985 (50 FR 28702), 
which codified in regulations those 
requirements specified by HSWA which 
took effect immediately or shortly after 
enactment. 

date: These regulations become 
effective September 22,1988. 

FOR FURTHER INFORMATION CONTACT: 

The RCRA Hotline, toll-free (800) 424- 
9346 or in Washington, DC at (202) 382- 
3000, or Marty Madison. State Programs 
Branch, U.S. Environmental Protection 
Agency. 401 M Street, SW.. Washington. 
DC. 20460. Telephone: (202) 382-2210. 

SUPPLEMENTARY INFORMATION: 

Preamble Outline 

I. Authority 
U. Background 
UL Discussion 

A. General Requirements for final au¬ 
thorization 

1. Table of HSWA Regulations 
and Self-Implementing Provi¬ 
sions 

2. Termination of Interim Status 

3. Delisting 

4. Initial Applications 
D. Clusters 

1. Cluster Period 

2. Non-HSWA Clusters 

3. HSWA Clusters 


4. State Availability of Informa¬ 
tion 

5. State Schedules of Compli¬ 
ance 

6. Use of Promulgation Dates to 
Define Clusters 

7. Self-Implementing Statutory 
Provisions 

8. State Equivalence for Revi¬ 
sions 

9. State Submission of Program 
Modifications 

10. Revisions for Program 
Changes Occurring During the 
Authorization Process 

11. Effect of Cluster Rule on Re¬ 
cently Promulgated Tank 
Standards 

C. Interim Authorization 

1. Expiration of HSWA Interim 
Authorization 

2. Application Procedures for 
HSWA Interim Authorization 

D. Administrative Compliance Order 
and Penalty Authorities 

IV. Response to Comments 

V. Effective Date 

VL Regulatory Analysis 

A. Regulatory Impact Analysis 

B. Regulatory Flexibility Act 

C. Paperwork Reduction Act 


1. Authority 

These regulations are issued under 
authority of sections 1006, 2002(a), and 
3008. of the Solid Waste Disposal Act, 
as amended by the Resource 
Conservation and Recovery Act, as 
amended, 42 U.&C. 6905, 6912(a). and 
692a 

n. Background 

On November 8.1984, the President 
signed into law the hazardous and Solid 
Waste Amendments of 1984 (HSWA). 
This statute makes many changes to 
EPA's existing hazardous waste 
management program. The statute 
further provides that State programs 
may receive Interim or final 
authorization to carry out the HSWA 
provisions in lieu of EPA. Interim 
authorization is a temporary 
authorization which is granted if EPA 
determines that the State program is 
''substantially equivalent" to the Federal 
program. On the other hand, final 
authorization is granted permanently to 
a State by EPA if the Agency finds that 
the State program: (1) Is "equivalent" to 
the Federal program, (2) is consistent 
with the Federal program and other 


State programs, and (3) provides for 
adequate enforcement. 

On July 15,1985, EPA published a 
final rule that amended EPA's 
hazardous waste regulations to reflect 
those statutory provisions that have 
immediate or short-term effects on the 
regulated community and States (50 FR 
28702-28755). That rule is referred to 
hereafter as the "final codification rule". 
The preamble to the final codification 
rule provides in detail the background 
and purpose of EPA's efforts to 
Incorporate into the existing Subtitle C 
regulations a set of requirements from 
the HSWA. Briefly, the final rule simply 
adds the statutory language to the 
existing Subtitle C regulations, with a 
preamble that provides our legal 
Interpretations of that language. The 
rule also makes changes to provide for 
HSWA interim and final authorization. 
The preamble to the final codification 
rule discusses the impact of HSWA on 
State authorization (see 50 FR 28728 to 
28733). 

On January 6.1986. EPA proposed 
changes to the Subtitle C regulations 
that were more than mere transpositions 
of the statutory provisions which take 
effect immediately or shortly after 
enactment (see 51 FR 498-504). T^e 
proposal dealt with State authorization 
issues that were logical outgrowths of 
the new Amendments, rather than 
matters mandated for immediate 
Implementation by the statute. In 
particular, the notice proposed changes 
to the Part 271 State authorization 
regulations in four areas: (1) The 
requirements States must meet to obtain 
and retain final autliorization, (2) the 
deadlines by which States must revise 
their programs to reflect changes in the 
Federal program. (3) the expiration date 
for interim authorization under section 
300e(g) of RCRA. as amended by 
HSWA, and (4) application procedures 
for section 3006(g) interim authorization. 
The proposed rule was the first of a few 
companion rules to the final codification 
rule (see also 51 FR 10706-10723. March 
28, 1986, regarding liners and corrective 
action). 

The Agency received a number of 
comments on these proposed changes to 
Part 271. We have evaluated these 
comments carefully, and, where 
appropriate, have modified the 
relations accordingly. This notice 









ni. Discussion 

This secUon of the preamble discusses 
the provisions of the final rule being 
promulgated today. Any differences 
from the January 6.1986 proposal are 
described in detail. This section also 
responds to many of the comments 
received on the proposal. EPA’s 
response to the remaining comments can 
be found in Section IV. Response to 
Comments. 

A. General Requirements for Final 
Authorization 

1. Table of HSWA Regulations and Self- 
Implementing Provisions 

In the July 15 final codification rule, 
the Agency added new § 271.l(i) to 
identify the Federal program 
requirements and prohibitions that are 
^ pursuant to 

HbWA. These requirements included 
the regulations implementing HSWA as 
specified in the table accompanying 
self-implementing 
HSWA provisions. In the January 8 
proposal, the Agency proposed to add a 
statement to { 271.1(j)(2J specifying that 
the table in $ 271.10J indicates thT 
promulgation date of the regulaUon 
which may differ from the effective date. 
S^eral coi^entors suggested that the 
table mclude the effective date as well 
as the promulgation date. We agree with 
rois suggestion, and have modified 
Table 1 accordingly. In today's 
nilemaking we are reprinting the current 
table m its entirety for ease of the user. 
Future HSWA rules wiU be added to the 
table m chronological order of 
promulgation date. 

In the preamble to the proposal we 
also discussed the possibility of adding 
a second table to § 271.l(j) that would 
identify the HSWA self-implementing 
statutory provisions that take effect 
independent of any rulemaking action. A 
commenter supported this idea and the 
Agency believes that such a table would 
provide useful information regarding the 
self-implementing statutory provisions. 
Accordii^ly. today we are adding a new 
table to the regulations. Table 2 lists 
each HSWA self-implementing 
provision, indicates the effective date of 
the prolusion, and provides the 
appropriate statutory citation. Since 
some of the self-implementing 
provisions have been incorporated into 
the EPA regulations, the last col umn in 


2. Termination of Interim Status 

The Agency proposed to amend 
§ 271.13(aJ to provide that States may 
authorize owners and operators of 
faciliUes with interim statue to remain in 
operation until interim status terminates 
pursuant to 40 CFR § 270.73(c)-{f). 
Commenters did not object to the 
proposed amendment. The amendment 
to S 271.13(aJ is necessary to assure that 
State programs conform to the HSWA 
requirements concerning automatic 
termination of interim status if Part B 
permit applications and certifications of 
compliance are not submitted within 
specific time fi-ames. Therefore, the 
Agency is promulgating the amendment 
to s 271.13(a) as proposed. Under this 
new requirement. States must provide 
ror termination of the State analogue to 
Federal interim status for those facilities 
that would lose interim status pursuant 
to 9 270.73(cJ-(f). 

Delisting 

In the final codification role, the 
Agency amended 9 260.22 to include the 
specific criteria and procedures for 
delisting as set forth in HSWA. In the 
January 6 proposal, the Agency 
proposed to amend 9 271.9 by providing 
that a State is not required to have a 
delisting mechanism; however. States 
with delisting mechanisms must act 
consistenUy with the Federal delisting 
procedures set forth in 9 260.22. The 
purpose of this proposed amendment 
was to clearly define the State 
authorization requirements under 
HSWA for States adopting delisting 
provisions. 

After considering the proposed 
language, the Agency has decided to 
make additional mo^fications to 
I 271.9. Today’s rule still provides that 
States are not required to have a 
delisting mechanism in order to receive 
or maintain authorization. If a State 
does have a delisting mechanism and 
wishes to be authorized for delisting in 
lieu of EPA^ then the State must have 
regulations equivalent to 55 260.20fb) 
and ^.22. The Agency slightly 
modified the proposed language by 
referring to 5 260.20(b) in addiUon to 
5 ^.22 and requiring States provide for 
public notice and opportunity for 
comment before granting or denying 
delisting requests. 

modified language in today’s rule 
18 int^ded to avoid any confusion that 
may have been created under the 
proposal. As discussed previously, the 


proposal specified that State programs 
must be equivalent to 5 260.22. Section 
260.22 provides that any person seeking 
to exclude a waste may use the 
procedures in 5 260.20. TTie Agency 
intended that only 5 260.20(b) should be 
necessary for State authorization, not 
5 260.20(c)-{e). *rhe State must be 
equivalent to 5 280.20(b) since this 
provision specifies information that 
must be submitted by the petitioner, 
^ctions 280.20 (c). (d), and (e) define 
EPA 8 procedures for processing 
delisting requests. The State does not 
have to use the same procedures as does 
EPA as long as the State provides for 
notice and opportunity for comment 
when granting or denying delisting 
requests. Therefore, the Agency changed 
the language in today’s rulemaking to 
specifically indicate that the delisting 
authoi^ation requirements include 
provisions equivalent to 5 5 260.22 and 
260.20(b), as well as provisions for 
public notice and opportunity for 
comment 

One commentor suggested that 5 271.9 
specify that a State may delist wastes 
that are controlled under the State 
program but are not considered 
hazardous wastes by the Federal 
program. Section 271.9 does not prohibit 
a State from delisting such wastes. Since 
these State-controlled wastes are 
beyond the scope of the Federal 
program, any activities associated with 
those wastes are not a part of the 
"authorized** State program and are 
therefore not addressed by 5 271.9. 

Another commentor requested that 
5 271.9 specify that EPA may grant a 
delisting even if the State does not have 
a delisting mechanisnL Although EPA 
could take such an action, the EPA 
delisting would relieve the petitioner 
only from the applicable Federal 
requirements. If the State regulates a 
waste that has been delisted by EPA, 
then obviously the waste is still subject 
to State control while managed within 
the State. While this is a factual 
representation of the potential 
interrelationship of the Federal and 
State delisting mechanisms, it is not an 
issue appropriate for a State 
authorization regulation. 

4. Initial Applications 

"^e Agency proposed an amendment 
to 5 271.3(f) providing that State 
applications for final authorization may 
be reviewed on the basis of Federal self- 
implementing statutory provisions or 
regulations in effect 12 months prior to 
the State s submission of its official 
appllMtion. The Agency used the term 
may*’ in the proposed amendments to 
indicate that States are not precluded 







from seeking authorization for 
requirements taking effect less than 12 
months prior to the State’s submittal of 
its final authorization application. In 
order to clarify § 271.3(f), the Agency is 
today amending the provision by 
providing that States may be authorized 
for requirements taking effect less than 
12 months before a State submits its 
official application. However, the basic 
requirement of this section remains 
unchanged in today’s rule—State 
applications must, at a minimum, reflect 
the Federal requirements in effect 12 
months prior to application submittal. 
Initial applications that do not address 
all such requirements will not be 
sufficient. 

B. Clusters 

Under § 271.21(e)(2) as currently 
promulgated, States with final 
authorization are required to modify 
their programs to adopt new Federal 
requirements within a one- or two-year 
time frame from the promulgation date 
of a regulation or the effective date of a 
self-implementing statutory amendment 
(one year if only regulatory changes are 
needed and two years if statutory 
changes are necessary). 

In the January 0 proposal EPA 
proposed to amend the existing 
deadlines in § 271.21 by which States 
must revise their programs to reflect 
changes to the Federal program. Under 
the proposal the Agency chose an 
annual deadline for groups (’’clusters”) 
of Federal program changes occurring 
after June 1984. The cluster deadlines 
varied for HSWA and non-HSWA 
requirements. Non-HSWA changes were 
grouped in annual clusters and the State 
modifications for all such provisions 
contained in a cluster would be due one 
year after the cluster end date (or two 
years if Slate statutory changes are 
needed). For HSWA provisions, the 
proposal contained a one-time multi¬ 
year cluster to encompass the HSWA 
changes tliat occur on or before June 30. 
1987, with the exception of the 
availability of information provision in 
§ 3006(f) of HSWA. States would be 
required to adopt these HSWA 
provisions by July 1,1988 (or July 1.1989 
for the provisions that necessitate State 
statutory changes). The Agency required 
States to pick up § 300e(f) by July 1.1986 
(or July 1,1987 if a statutory change is 
required). 

In general, commentors voiced strong 
support for the clustering approach but 
in several instances suggested 
modifications. The following sections 
describe the final cluster rule, including 
any modifications to the rule, emd 
respond to the comments received on 
the cluster proposal. 


1 . Cluster Period 

As discussed above, the Agency 
proposed to amend 5 271.21(e)(2) to 
cluster Federal program changes 
occurring after June 1984. The cluster 
dates varied somewhat depending on 
whether the program revisions 
concerned HSWA or non-HSWA 
requirements. However, the common 
factor for all program revisions was that 
the Agency proposed June 30 as the end 
date tor all clusters. Commenters 
supported the June 30 date. As discussed 
in the preamble to the proposal, the 
Agency chose this date to facilitate 
submission of statutory amendments to 
Slate legislatures. The Agency is today 
promulgating amendments to 
§ 271.21(e)(2) which establish June 30 as 
the end date for all clusters. 

2. Non-HSWA Clusters 

Under the proposal, the Agency 
created an annual cluster for Federal 
non-HSWA program changes occurring 
after June 1984. The non-HSWA annual 
cluster encompasses all Federal 
requirements promulgated in a twelve- 
month period running from July 1 of one 
year to June 30 of the next year. The one 
year/two year clock in § 271.21(e)(2) 
starts simultaneously for all 
requirements on July 1 immediately 
following the annual cluster end-date. 

For example, a regulation published by 
EPA in October 1984 would be in the 
first cluster covering the time period 
from July 1,1984 to June 30.1985. The 
program modification clock would start 
on July 1,1985, and no State would have 
to complete program modifications for 
the regulation until July 1,1986 (or July 1. 
1987, where the State has to change its 
statute). 

Almost every commentor expressed 
strong support for a cluster approach for 
the non-HSWA regulations. Indeed, 
many States remarked that without such 
an approach they would find it nearly 
impossible to adopt the required 
changes within the current deadlines. 
Several States commented that at a 
minimum, they needed the flexibility 
offered by the proposed § 271.21(e)(2)(ii) 
deadlines because they were required to 
submit their regulations for legislative 
review. In some of these States, the 
legislature only meets once a year and 
the regulations must be submitted 
several months prior to the legislative 
session. In addition to these legislative 
constraints. States noted that they have 
detailed and prolonged administrative 
procedures to follow prior to regulatory 
adoption. However, one commentor 
opposed the clustering approach for 
non-HSWA requirements, noting that by 
giving States more time to adopt 


program changes, such an approach 
would delay implementation of non- 
HSWA requirements. 

While the clustering approach may 
entail some implementation delay, the 
Agency believes that the flexibility in 
the proposed § 271.21(e)(2)(ii) deadlines 
is. as suggested by the commentors. 
necessary to facilitate submission of 
proposed legislative or regulatory 
amendments to State legislatures. 
Furthermore, the Agency believes that 
any delay in regulatory implementation 
would be mitigated for those Federal 
regulations which had an effective date 
six months subsequent to the 
promulgation dale. As discussed 
elsewhere in this preamble, the lime 
clocks for program revision run from the 
promulgation date as opposed to the 
effective date of a regulatory 
amendment. Therefore, any delay in the 
State’s implementation of regulatory 
amendments as a result of the cluster 
rule would be less severe for those 
Federal rules with a delayed effective 
date. Accordingly, the Agency is 
adopting the proposed amendment to 
§ 271.21(e)(2)(ii) as a final rule. 

3. HSWA Clusters 

The proposal contained a one-time 
multi-year cluster to encompass the 
HSWA provisions that occur between 
the date of enactment (November 8. 

1984) and June 30.1987. States would be 
required to adopt these HSWA 
provisions by July 1,1988 if only State 
regulatory changes are needed, or July 1, 
1989 for any specific HSWA provisions 
that necessitate State statutory changes. 
In the preamble to the proposal we 
explained that the June 1987 date was 
chosen because we expect the bulk of 
the HSWA changes to the Federal 
program to occur prior to that date. 
Under the proposal, any HSWA changes 
occurring after June 30.1987 would be 
included in annual clusters. In the 
preamble to the proposal we solicited 
comments from State agencies regarding 
these deadlines for HSWA revisions. 

Nine States commented that they are 
extremely concerned about being able to 
modify their program for HSWA by July 
1988 (or July 1989 if statutory 
amendments are required). The primary 
reasons for their concern stemmed from 
the volume and complexity of HSWA 
changes. In addition, the commentors 
cited lengthy legislative and 
administrative procedures as an 
Impediment to adopting regulations 
within the proposed time frames. A few 
States noted that their timeframes for 
regulatory development exceeded six 
months without taking into account any 
redrafting necessitated by EPA 






comments. Many commentors requested 
a delay of the HSWA duster date, 
noting the difficulty in obtaining 
piecemeal statutory amendments from a 
legislature. Given these factors, the 
States are doubtful that the requisite 
amendments could be made in a timely 
fashion. ^ 

The States also opposed adopting the 
Federal program before it is fully 
developed, saying that it would be 
preferable to require States to pick up 
the HSWA program only after all the 
components of the Federal program 
were in place. The States remarked that 
It would be better to use their resources 
to assist EPA in the implementation of 
HSWA rather than making extensive 
changes to their program and preparing 
authorization applications. These 
commentors suggested that the revision 
deadline for the HSWA cluster be 
extended until 1990 or later. 

In response to these comments, the 
i^ency reevaluated the HSWA cluster 
deadlines. As a result of this 
reevaluation, the Agency is modifying 
the proposed rule in two aspects. First, 
we are leaving the special HSWA 
cluster period as proposed (November 8. 
1984 to June 30.1987). but the deadline 
for these revisions has been changed 
from July 1.1988 to July 1.1989. In 
addition, we are creating a second 
multi-year HSWA cluster for HSWA 
provisions that are promulgated during 
foe period of July 1.1987 to June 30.1990. 

®ost modify their programs for 
changes in foe second cluster by July 1 
1991 (or 1992 if a statutory change is 
needed). Any HSWA changes occurring 
after June 30.1990 wiU be included in 
foe annual clusters. 

The Agency believes that these two 
changes taken together provide foe 
Slates with needed addiUonal time to 
pick up the HSWA changes while sUll 
encouraging State assumption of foe 
haMrdous waste program. The first 
HSWA cluster should include foe 
majority of the anticipated facility 
standards. (See foe schedule of HSWA 
program changes in the preamble to foe 
January 6 proposal, page 498.) Since this 
cluster contains foe major components 
of the HSWA program foe Agency 
believes that it is appropriate to extend 
foe deadline for adopting these 
components by one year in order to 
allow States more time to make foe 
requisite legislative and regulatory 
amendments. Since foe HSWA 
provisions are automatically in effect in 
these States, we do not believe that 
extending foe deadline by one year will 
have adverse environmental effects. 

Although the concept of developing a 
second HSWA cluster was not 
specifically proposed, it was one of the 


alternatives discussed in the preamble. 
One commentor specifically 
recommended the second HSWA cluster 
in addition to the proposed HSWA 
cluster. The Agency is today 
promulgating a second HSWA cluster 
for HSWA provisions that are 
promulgated between July 1 .1987 and 
Jime 30.1990 in order to ease the State's 
administraUve and legislative burdens 
m making program modifications. Since 
many of the HSWA self-implementing 
land disposal bans occur during this 
period, the Agency believes that as an 
administrative matter, it makes sense to 
cluster those requirements together. 
Under the proposal the HSWA 
provisions effective after July 1987 were 
part of the annual clusters. Accordingly, 
the Federal land disposal bans would 
have spanned three different annual 
clusters and authorized States would 
have been required to undertake three 
separate rulemaking actions. Under 
today's rulemaking the States will be 
able to wait until all of the land disposal 
bans take effect during this cluster 
period before they modify their program. 
The Agency believes that this approach 
18 much more manageable for the States. 

Several commentors had questions 
about how foe application of foe HSWA 
clusters would affect foe availability of 
authorization. Sections 271.21(e)(2) (iii) 
and (iv) set forth cluster deadlines by 
which authorized States must modify 
their programs to pick up particular 
HSWA provisions. However, a State 
may apply for authorization for one or 
more of the available HSWA provisions 
prior to foe cluster deadlines, and EPA 
encourages States to apply for 
authorization as soon as they can 
qualify. (HSWA provisions that are 
available for State authorization Include 
self-toplementing statutory provisions 
that have taken effect or regulaUons that 
have been promuigated.) Further, a State 
m^ satisfy foe deadlines by seeking 
either interim or final authorization for 
such HSWA provisions. However, as 
discussed elsewhere in this notice, 
interim authorization will expire on 
January 1.1993. Therefore. States are 
urged to seek final authorization instead 
of interim authorization whenever 
possible. 

4. State Availability of Information 

As discussed in detail in foe final 
codificaUon rule. { 271.17 was amended 
to require State programs to provide for 
public availability of information. This 
provision requires that information 
obtained by authorized States regarding 
hazardous waste facilities and sites 
must be made available to foe public in 
substantially foe same manner and to 
foe same degree as would be foe case if 


EPA were carrying out foe RCRA 
program in foe State. Although this 
requirement stems from HSWA (section 
3006(f)). unlike other HSWA 
requirements it does not take immediate 
effect in authorized States. Therefore, 
authorized Stale programs need to be 
reiised before this requirement will be 
effective. On January 8 we proposed 
that this provision be picked up by 
States by July 1.1988 (or July 1987 if a 
statutory change is required). State 
program revisions for foe public 
availability of information provision 
would thus be accomplished in 
accordance with the first cluster of non- 
HSWA requirements. 

One commentor stated that foe 
proposed cluster deadline was 
inappropriate because it delayed 
implementation of foe provision. This 
commentor suggested that the deadline 
be November 8,1985 (or November 1986 
for statutory changes). In contrast, three 
commentors aigued that foe proposed 
cluster deadline did not provide States 
with enough time to develop equivalent 
requirements. One of these commentors 
specifically requested that foe 
availability of information requirement 
be placed in foe HSWA cluster absent 
specific language in HSWA to treat it 
differently from other HSWA 
requirements. 

As described above, foe operation of 
this provision is different from foe other 
HSWA provisions since it does not take 
effect until foe State revises its program. 
Consequently, foe Agency believes that 
section 3006(f) should be treated 
differently than foe self-implementing 
HSWA provisions. Accordingly, foe 
Agency believes that it is inappropriate 
to include this provision in foe HSWA 
cluster deadline. On foe other hand, 
there is no compelling reason to treat 
this requirement any differently than foe 
non-HSWA requirements which also 
require State revisions before becoming 
effective. Given foe legislative and 
admiiustrative constraints that States 
experience when making program 
modificaUons. foe Agency believes that 
it is reasonable to require States to pick 
up this requirement pursuant to foe 
Umetable for foe non-HSWA cluster. 
Therefore, today's final rule 
promulgating § 271.17(c) is unchanged 
from the proposal. 

The Agency recognizes that this rule 
establishes a deadline for section 3006(f) 
changes that has already passed (July l. 
1986). However. States may qualify for 
an extension of time to meet foe 
modification deadline. Moreover, as 
discussed below, where appropriate the 
Agency may chose to place some States 
on a schedule of compliance to adopt 





the program revision in an expedited 
manner. 

5 . State Schedules of Compliance 

As indicated earlier, the majority of 
commentors indicated that they would 
have difficulty meeting the proposed 
§ 271.21(e) cluster dates for changes to 
the HSWA, non-HSWA and section 
3006(f) requirements. The above sections 
describe how today’s final rule attempts 
to accommodate the concerns expressed 
by commentors regarding the proposed 
cluster deadlines. As discussed 
previously, today’s rule extends the 
cluster deadlines for HSWA 
requirements and creates a new HSWA 
cluster in order to provide States with 
additional time to make programmatic 
changes. Also, the rule has a provision 
allowing a six-month extension where 
the State is unable to meet the deadline 
for HSWA, non-HSWA and section 
3006(f) revisions. However, even with 
these provisions the Agency recognizes 
that States may still be unable to 
comply with some of the deadlines in 
( 271.21(e). Under the current 
regulations, failure to meet the deadlines 
would be grounds for the Administrator 
to initiate program withdrawal 
procedures. Such a result is somewhat 
draconian, given the inability of States 
to adopt the requisite statutory and 
regulatory amendments due to 
legislative and administrative 
constraints. On the other hand, the 
Agency does not want to extend the 
cluster deadlines in all circumstances 
because it wishes to encourage States to 
expeditiously adopt program revisions. 

In order to provide maximum flexibility 
for the States and EPA while ensuring 
that program revisions are expeditiously 
adopted, the Agency is today 
promulgating an amendment to $ 271.21 
allowing the Administrator to place 
States which fail to meet the re\ision 
deadlines on schedules of compliance 
on a case-by-case basis. (See the new 
S 271.21(g).) The use of schedules of 
compliance would be limited by the 
specific factors described below. 

First, as a prerequisite to being placed 
on a schedule of compliance the State 
must have made a good faith effort to 
meet the deadlines, have been granted 
an extension pursuant to $ 271.21(e)(3) 
and made diligent efforts to revise its 
program during the § 271.21(e)(3) 
extension. Section 271.21(e)(3) currently 
allows the Regional Administrator to 
grant up to six months extension for the 
program modification deadlines if the 
State adequately demonstrates that in 
spite of its good faith efforts, it is unable 
to meet these deadlines due to 
legislative or rulemaking impediments. 
States which are not granted this 


extension are precluded from being 
placed on a schedule of compliance 
because they have not made a good 
faith effort to meet the deadlines. States 
must also demonstrate that they have 
made a diligent effort to revise their 
programs during the period of time for 
which they are granted an extension 
under S 271.21(e)(3). A diligent effort 
would, at a minimum, include the 
initiation of rulemaking and/or statutory 
amendments by the State. 

Second, the State must demonstrate 
that it is making sufficient progress in 
adopting these changes. State progress 
will be evaluated by the Regional 
Administrator on a case-by-case basis. 
This evaluation will be based on sucdi 
factors as the State's historical 
performance in adopting program 
changes and the impediments 
encountered for this particular 
modification. By definition, to 
demonstrate progress in making the 
requisite revisions, the State must 
indicate that it has gone beyond the 
initial good faith effort to qualify for an 
extension under S 271.21(e)(3). 

Third, the State must submit a 
proposed timetable of statutory and/or 
regulatory modifications by the 
§ 271.21(e)(3) extended deadline. This 
timetable must set forth interim 
milestones for achieving the 
modification within one year. 

Fourth, schedules of compliance are 
limited to a duration of one year from 
the § 271.21(e)(3) extended deadline. 

This is to prevent States from unduly 
delaying implementation of the 
regulatory and statutory revisions. The 
Agency chose a year as the duration 
period because many State commentors 
requested an additional year to 
implement the HSWA changes due to 
the complexity and number of changes 
required. The Agency believes that this 
time period is also appropriate for the 
non-HSWA and section 3006(f) revisions 
since the cluster scheme will aggregate 
numerous and often unrelated 
rulemakings and require simultaneous 
State modifications for these 
requirements. 

Fifth, any schedule of compliance 
must be published in the Federal 
Register. Ideally, the schedule would be 
included in a Federal Register notice 
Indicating the Administrator’s tentative 
or final decision concerning approval of 
other parts of the State’s program. For 
example, if a State successfully modifies 
its program for all but one rule in a 
cluster, then the Federal Register 
announcing the approval of the State 
revision could also contain the State 
schedule of compliance for the one 
remaining rule to be picked up. If, 


however, the Agency needs to place a 
State on a schedule of compliance 
independent of the approval process, the 
Agency would publish a separate 
Federal Register notice apprising the 
public of that fact. 

Sixth, if a State fails to comply with 
its schedule of compliance, the 
Administrator may initiate program 
withdrawal pursuant to §§ 271.22 and 
271.23. This is to prevent any further 
delay of implementation of the 
necessary regulatory and/or statutory 
provisions. 

Given the above limitations, the 
Agency believes that a schedule of 
compliance is an appropriate vehicle to 
ensure implementation of the necessary 
regulatory/statutory amendments while 
addressing commentors* concerns about 
the need for additional time to 
implement program revisions. We 
recognize that the use of schedules of 
compliance may delay implementation 
of non-HSWA and section 3006(f) 
requirements in some Slates. However, 
any such delay will be offset by 
maintaining State authorization 
continuity for Slates that have made 
reasonable progress toward adopting 
revisions. The goals of the RCRA 
program would not be furthered if the 
Agency withdrew the program 
authorization from such States. 

Although we expect to use schedules of 
compliance infrequently, we believe that 
it is an important mechanism to allow 
State flexibility in adopting program 
changes and to prevent premature 
program withdrawals. 

An example of when schedules of 
compliance could be appropriate is for 
the RCRA section 3006(f) availability of 
information requirement. This provision 
is included in the non-HSWA cluster for 
which modifications are due by July 1, 
1966 (see the previous discussion in the 
preamble.) Due to the complexity of this 
provision, EPA informed the States that 
it was developing detailed guidance to 
define the State provisions that are 
needed in order to meet the section 
3006(f) requirement. The EPA guidance 
was not available until August 1986, 
which obviously did not allow enough 
time for States to make program changes 
by the cluster due date. Even if the 
Regional Administrator extends the 
deadline to January 1.1987 pursuant to 
S 271.21(e)(3), the Agency expects that 
some States will not have their program 
modifications in place by then despite 
their best efforts. Therefore, if a State 
meets all the criteria in § 271.21(g)(1). it 
should be able to qualify for a schedule 
of compliance for picking up the section 
3006(f) provisions. 




However. State schedules of 
compliance should not be used to 
postpone State program revisions if the 
State is reluctant to make program 
changes in a timely manner or if it does 
not make diligent efforts to make these 
changes. In such a case. EPA will not 
provide the State with a schedule of 
compliance, but will instead initiate 
program withdrawal procedures 
pursuant to 55 271.22 and 271.23. 

6. Use of Promulgation Dates to Define 
Clusters 

Under the proposal, the deadlines in 
5 271.21(e) run from the date that 
Federal regulations are promulgated. 
(See 5 271.21(e)(2).) Ten States 
requested that the clusters be 
determined by Federal regulations that 
take effect during the cluster period 
instead of merely being promulgated. 
The reasons provided for this suggested 
approach were: (1) States should not be 
required to make changes pursuant to 
Federal rules that haven't yet taken 
effect: (2) EPA sometimes issues 
interim final” rules that subsequently 
(Aange: (3) the States would have more 
time to complete their regulatory 
development process by the cluster 
deadlines if "effective dates" defined 
the cluster deadline: and (4) since 
effective dates" are used to determine 
which Federal requirements must be 
addressed in initial authorization 
applications, there would be less 
confusion if "effective dates" were also 
used for program revisions. Although 
these State comments have some merih 
the Agency believes that the 
modifications to the clustering scheme 
contained in today*8 rule would 
significantly ease these problems. As 
discussed previously, today’s 
mlemaking extends the HSWA cluster 
deadline, creates a second HSWA 
cluster, and allows schedules of 
compliance. These changes provide for 
greater flexibility in the final rule than 
was contained in the proposal which 
should mitigate many of the ’’timing” 
concerns expressed by the commentors 
regarding the use of the “promulgation 
date”. 

Furthermore, we believe that using 
effective dates in defining clusters as 
suggested by the commentors could 
result in an unwarranted delay in 
adopting program revisions. As an 
example, the definition of solid waste 
was promulgated on January 4.1985. 
and became effective on July 5,1985, 
Absent any extensions, the cluster 
schedule being promulgated today 
requires a State modification by July 
1986. However, if the effective date was 
used to determine the cluster, then the 
State modification would be due July 


1987. There would be a two and one*half 
year delay between the Federal program 
change and the State modification, and 
if a statutory change were needed there 
could be up to a three and one-half year 
delay. Except where a State has made 
diligent, good faith efforts to revise its 
program, we feel that such a delay is 
unreasonable. 

As noted above, the States objected to 
making changes to their programs before 
the Federal rules take effect and further/ 
pointed out that an EPA interim final 
rule may change before coming 
effective. Since the cluster scheme 
requires a State to change its program 
less frequently (i.e.. annually at most), in 
practice most of the Federal regulations 
will be effective before the State has 
formally initiated its changes. Finally, 
the ^ency now rarely promulgates 
interim final RCRA rules. Since January 
1983, of the 30 final RCRA rules, only 
one was an “interim final” rule. 

Therefore, we believe this concern is 
unwarranted. 

T^e final objection regarding the use 
of promulgation” dates for clusters was 
that it would create confusion since the 
effective date” is used to determine 
what rules must be included in a State’s 
initial application for final authorization. 
As discussed in section A.4 above, the 
requirement for using the effective date 
for initial applications is specified in the 
RCRA statute. (See RCRA section 
3006(b).) Section 271.3(f) merely 
incorporates the statutory language. 

Since there is no such statutory 
requirement with regard to authorization 
of progTM modifications, the agency 
has devised a system for State revisions 
that makes the most sense for purposes 
of implementing the RCRA program in a 
timely fashion. Moreover, the Agency 
believes using effective dates to define 
clusters would lead to far greater 
confusion since some rules have 
numerous effective dates. For example, 
the used oil rule promulgated on 
November 29,1985 has effective dates of 
December 9.1985. March 31,1986 and 
May 29,1986 for its various provisions. 
State revision deadlines could become 
very confusing if a rule like the used oil 
rule happened to fall into separate 
clusters. 

For these reasons we have maintained 
the use of the promulgation date to 
determine the composition of clusters. 

The Agency believes that the 
modifications to S 271.21(e)(2) being 
promulgated today will minimize 
commentors’ concerns about the use of 
the promulgation date to define cluster 
periods. 


7. Self-Implementing Statutory 
Provisions 

The Agency proposed an amendment 
to § 271.21(e) providing that States have 
to modify their programs pursuant to 
either a self-implementing HSWA 
requirement or an implementing 
regulation that has been previously 
promulgated. The purpose of the 
amendment was to alleviate any 
confusion which may have arisen as to 
whether the cluster deadlines in 
S 2n.21(e) were determined by the rules 
codifjdng the self-implementing 
amendments into the RCRA regulations 
or the self-implementing provisions 
themselves. As discussed in the 
proposal, the revision “clock” starts on 
the earlier of these dates. That is. If a 
HSWA requirement takes effect before 
EPA has published any implementing 
regulations, then that date determines 
the appropriate cluster for the 
requirement. If. however, EPA 
promulgates a revision incorporating a 
statutory provision before the provision 
takes effect, then the date of the 
regulation determines the appropriate 
cluster, not the effective date of the 
statutory provisions. 

A few commentors criticized the 
amendment to } 271.21(e) stating that a 
HSWA provision should not be Included 
in a cluster pursuant to the effective 
statutory date if the Agency plans to 
issue subsequent regulations 
implementing the statutory provision. 

The commentors were concerned that 
States would be in the midst of 
rulemaking proceedings when the 
Agency would issue more extensive 
regulations which the State would be 
required to adopt The commentors 
requested that the $ 271.21(e) deadlines 
be established by the issuance of the 
Implementing regulations instead. 

The Agency appreciates the 
commentors’ concerns but feels that 
these concerns have been mitigated by 
the Agency’s decision to adopt two 
HSWA cluster periods spanning a 
period of several years. By adopting this 
approach, the Agency believes that it is 
likely that the seif-implementing 
statutory provisions and the relations 
implementing these provisions will be in 
the same cluster, minimizing the 
likelihood that States will be required to 
adopt more than one regulatory 
amendment for a specific area. 

If an instance occurs where the 
regulations codifying the self- 
implementing provisions and the self- 
implementing statutory provisions are 
not in the same HSWA cluster, the 
Agency believes that it is appropriate 
that States adopt the provision first 






taking effect The States will have at 
least 12 months* notice before they 
would be required to adopt any new 
Federal requirement The Agency 
believes that amount of time is sufficient 
notice. Furthermore, if States are unable 
to meet the § 271.21(c) deadline and 
they have demonstrated a good faith 
effort to make the program changes, 
they would qualify for a six-month 
extension and. if necessary, they may 
subsequently be placed on a schedule of 
compliance which would allow 
additional time for regulatory adoption. 
Given these factors, the Agency is today 
promulgating the amendment to 
§ 271Jn(e) as proposed. 

8. State Equivalence for Revisions 

In the preamble to the proposal, the 
Agency stated that it planned to add 
language to Part 271 clarifying that 
States must adopt analogues to all 
requirements in Parts 260-268 and all 
self-implementing statutory provisions 
unless otherwise provided in Part 271. 

The purpose of the preamble language 
was to ensure that there was a 
continuing obligation for a State 
program to remain equivalent to EPA s 
program by requiring States to adopt the 
appropriate revisions to the Federal 
program. Today’s rulemaking contains 
such language in several different 
regulatory amendments. 

The Agency has amended §§ 271.10 
and 271.11 to require that unless 
otherwise provided in Part 271, Slate 
programs shall have standards for 
generators and transporters which are at 
least as stringent as any revisions EPA 
promulgates after July 1,1984 to the 
generator and transporter standards at 
40 CFR Parts 262 and 263. The Agency 
chose the July 1.1984 date because it 
was the first annual cluster date set 
forth in S 271.21 and all revisions to the 
generator and transporter standards 
promulgated prior to that date have 
already been incorporated in the Part 
271 regulations. As a result of today’s 
amendments to §§ 271.10 and 271.11. 
States have a continuing obligation to 
remain equivalent to EPA’s generator 
and transporter requirements under 
Parts 262 and 263 unless otherwise 
specifically provided in Part 271. 

Under the existing Part 271 
regulations. States already have an 
obligation to remain equivalent to the 
Parts 261,284. 285 and 288 regulations. 
(See 271.9, 271.12(j). and 271.13(a).) 
Accordingly, the Agency is not 
promulgating Part 271 amendmenU in 
today’s rulemaking with respect to these 
EPA requirements. 

The Agency considered whether or 
not it would need to promulgate 
amendments requiring States to adopt 


facility standards equivalent to all 
revisions to the Part 124 and Part 270 
standards. Section 271.14 requires States 
to be equivalent to some specific 
provisions in Part 124 and Part 270. 

Since States are not required to adopt 
aU of the Part 124 and Part 270 
regulations (for example, appeal 
procedures, stays of permits, R&D 
permits and permits by rule are not 
required to be adopted by States), it 
would be inappropriate to promulgate 
language requiring States to adopt all 
revisions to Parts 124 and 270. 

Therefore, the Agency is not 
promulgating amendments to § 271.14 in 
today's rulemaking. If the Agency in the 
future proposes to amend Part 124 and 
Part 270 and such proposed amendments 
are not appropriately reflected in 
§ 271.14, the Agency will initiate 
rulemaldng proceedings for § 271.14. 

in some cases the self-implementing 
HSWA requirements have not been 
codified in the Federal regulations. 
Therefore, since Part 271 is currently 
structured to require States to adopt 
analogues to specific regulatory 
provisions, it does not address the 
HSWA requirements that are imposed 
only by statute. Therefore, in today’s 
rulemaking the Agency is adding a new 
5 271.25 to clarify that authorized States 
are required to adopt standards at least 
as stringent as the self-implementing 
HSWA requirements and prohibitions. 
Section 271.21(e)(2) already provides 
dates by which a State program must 
adopt the HSWA self-implementing 
pro^sions. 

9. State Submission of Program 
Modifications 

One aspect of the revision process 
that received significant attention from 
the commentors was the timeframe for 
submission of authorization documents 
subsequent to the completion of a State 
program modification. The current 
requirements provide that within 30 
days of a State modification the State 
must submit the appropriate 
authorization documents (5 271.21(e)(4)). 
We did not propose to change this 
requirement. However, a number of 
commentors requested that this 
provision be amended to reflect the 
cluster changes being made in the rule. 

Several States remarked that 30 days 
is not enough to prepare a modified 
program description, Attorney General s 
Statement, Memorandum of Agreement, 
and other documentation as required by 
§ 271.21(b)(1). Some States suggested 
that 90 days or more should be allowed 
for submittal of those documents. The 
States also pointed out that by 
clustering the Federal changes there will 
be many more changes contained in the 


State revision packages than was 
envisioned when \ 271.21(e)(4) was 
initially promulgated, and that therefore, 
additional time for submittal of the 
documents is appropriate. A number of 
States also suggest^ that they may in 
some cases have a couple of separate 
rulemaking actions over a year, and that 
they would prefer to prepare a single 
authorization application to cover all the 
changes. 

The Agency agrees with the 
suggestions that the current regulations 
do not provide adequate time to submit 
the necessary documentation, and is 
therefore amending § 271.21(e)(4) to 
bring It Into conformance with the 
cluster scheme. Under today s rule, after 
any State modification is completed the 
State must notify EPA of the rfiange 
within 30 days. The State notification 
would typically Include a copy of the 
program change (l.e^ amended statute or 
regulation), and a letter indicating when 
the change takes effect and a proposed 
schedule for State submission of its 
authorization documents. This 
notification will allow the Agency lo 
remain Informed of Stale program 
changes and lo know how they affect 
the authorized program. If EPA 
determines that the program 
mo^fication is not in conformance with 
State authorization requirements, then 
the Agency may initiate program 
withdraw^ proceedings. 

Under today’s rulemaking the State 
authorization documenU would ^ due 
80 days after the State modification 
cluster deadline. Including any 
appropriate extensions. For example. If 
a State makes a non-HSWA change in 
March of 1987 for a cluster provision 
that Is due on July 1,1^. then the 
authorization application must be 
submitted by September 1,1987 (60 days 
after the July 1 deadline). As another 
example, if a provision from the first 
HSWA cluster is adopted by a State, 
then the authorization documents must 
be submitted no later than September 1, 
1989 (60 days after the July 1,1988 
HSWA cluster deadline). Of coime. 
States may apply for authorization in 
advance of these dates if they prefer. 

We feel that the 60-day period is a 
sufficient amount of time to submit the 
necessary documentation for States that 
complete their modifications near the 
deadline. Futhermore, we expect that 
many of the States will complete the 
cluster modifications prior to the 
deadlines, and will therefore have more 
than 60 days to develop the appropriate 
authorization dociunents. This approach 
will also allow States to submit a 
consolidated authorization application 
for EPA approval of all revisions within 









a cluster rather than piecemeal 
applications. This approach will not 
only be a more efficient way to approve 
State revisions, it will also give EPA a 
more comprehensive view of the State's 
ability to modify its program to remain 
equivalent to the Federal program 
changes. 

Although today's changes to 
S 271.21(e)(4) were not presented in the 
proposal, numerous commentors 
suggested that this provision be 
amended to reflect the clustering 
scheme. EPA believes that today's 
amendments are necessary to provide 
the flexibility and administrative 
simplicity that was intended by the 
clustering scheme. 

10. Revisions for Program Changes 
Occurring During the Authorization 
Process 


As discussed earlier in this preamble, 
initial State authorization apphcationa 
must, at a minimum, reflect the Federal 
requirements in effect 12 months prior to 
application submittal. (See } 271 . 3 (f).) 
However. States are not precluded from 
seeking authorization for requirements 
taking effect less than 12 months prior to 
State's submittal of its application. 
The Federal program changes that occur 
during this period that are not addressed 
in the State's initial application must 
subsequently be picked up in a State 
program revision along with any 
additional Federal requirements which 
occur during the final authorization 
approval progress. These State 
modifications must be completed by the 
cluster deadlines in § 271.21(e) or by the 
date of final authorization, whichever is 
later. (See § 271.21(f).) Note that the six- 
month extension in $ 271.21(e)(3) and 
the 5 271.21(g) schedule of compliance 
may be applied to these deadlines when 
appropriate. 

The proposal reorganized this 
requirement by moving it from 
§ 271.21(e)(l)(iii) to S 271.21(f). The 
wording was also modified to conform 
to the cluster scheme. One commentor 
stated that some confusion might arise 
when comparing the operation of 
§ 271.21(f) to 5 271.3(f). In today's rule 
we have slightly modified § 271.21(f) by 
specifically exempting changes that a 
State has received authorization for 
under § 271.31(f) from the requirement to 
seek program modification. 


11. Elffect of Cluster Rule on Recently 
Promulgated Tank Standards 


Some questions have arisen regarding 
the operaUon of the cluster deadlines on 
the recently promulgated amendments 
to the RCRA standards for the storage 
and treatment of hazardous waste in 
tank systems (see 51 FR 25422-25488; 


July 14.1986). As discussed in the 
preamble to that rule, some of the 
provisions of the rule stem firom HSWA. 
while other provisions are considered 
non-HSWA (see 51 FR 25463). This 
places the tank rule under two different 
clusters. Under today's cluster scheme. 
States will need to modify their 
programs to pick up the non-HSWA 
tank standards by July 1.1988, and the 
HSWA tank standards by July 1,1989 (if 
only State regulatory changes are 
needed). However, from a programatic 
and administrative standpoint it would 
be much more practical for States to 
adopt both the HSWA and non-HSWA 
tank standards simultaneously. 
Therefore. EPA encourages State 
programs to adopt all program 
modifications with regard to these tank 
standards by the non-HSWA revision 
deadline (July 1,1988). or sooner if 
possible. 


C. Interim Authorization 


1. Expiration of HSWA Interim 
Authorization 


SecUon 3006(c)(2) requires EPA to 
establish a deadline for the expiration of 
HSWA interim authorization. A State 
will need to obtain final authorization 
by that date for those requirements for 
which it holds HSWA interim 
authorization. Otherwise, the interim 
authorizaUon portions of the State 
program will revert to EPA for 
implementation. Furthermore, the State's 
final authorization for the base RCRA 
program may be withdrawn by EPA if 
the State fails to revise its program to 
obtain final authorization by the 
deadlines in § 271.21. See § 271.22. The 
proposed rule provided that HSWA 
interim authorization expire July 1 , 1991 . 
This date was selected since it is the 
due date for State program 
modificatioiw for the last scheduled 
HSWA self-implementing provision. 

(See the cluster discussion above.) 

Four commentors suggested that the 
date be changed to July 1992 or beyond 
to allow sufficient time for States to 
make the necessary program changes. In 
consideration of the comments received 
and the changes to the HSWA cluster 
deadlines being promulgated today, the 
Agency has decided to change the 
proposed expiration date firom July 1991 
to January 1993. The Agency believes 
mat the July 1991 date is inappropriate 
because it does not fully take into 
account the time allowed for State 
modifications for the second HSWA 
cluster. The deadline for State program 
modifications for the second HSWA 
cluster is July 1992 for the provisions 
requiring State staturory amendments, 
plus the Regional Administrator may 


extend this deadline for an additional 
six months (January 1993) pursuant to 
S 271.21(e)(3). This could result in State 
modifications occurring as late as 
January 1993 without violating the 
revision deadlines for the second 
HSWA cluster. Therefore, the Agency 
has decided that HSWA interim 
authorization should expire on January 
1,1993, one and a half years later than 
the proposed date. To set a date earlier 
than January 1993 would needlessly risk 
authorization reversion and program 
disruption in those States that have 
interim authorization. 


2. Application Procedures for HSWA 
Interim Authorization 


Section 271.24(b) of the proposal 
specified that the 5 271J2i(b) program 
revision procedures be used for 
approving State applications for HSWA 
interim authorization. The § 271.21(b) 
procedures are more abbreviated than 
those for initial submission of an 
authorization application, requiring 
submission of whatever documentation 
EPA determines to be necessary. State 
public hearings are not required prior to 
submission of the State's application. No 
comments were received on this 
provision. Section 271.24(b) is being 
promulgated in final form today without 
change from the proposal. 


D. Administrative Compliance Order 
and Penalty Authorities 


In the January 6 proposal. EPA 
requested comments on the concept of 
requiring States to have administrative 
compliance order and/or penalty 
authorities (see 51 FR 502). Several 
options were outlined and a series of 
questions were presented in order to 
assist in the careful analysis of the 
issue. The Agency received numerous 
responses on these authorization 
options. The Agency will take these 
comments into account as it considers 
proposing changes to the State 
authorization requirements. If such 
changes are proposed, a detailed 
analysis of the comments will be 
presented. If interested parties wish to 
submit additional comments or 
information, please see the January 6. 
1986 Federal Renter for a more 
detailed discussion of the issues and 
send comments to: David Levenstein. 
Office of Waste Programs Enforcement, 
401 M Street, SW (WH-527), 
Washington. DC 20460. 


rv. Response to Comments 

The discussion section in today's rule 
gives EPA s reasons for accepting or 
rejecting many of the comments on the 
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proposed rule. The following are 
responses to the remaining comments. 
Section 271,21(c)(2)(v) provides an 
additional year for States to modify 
their programs for any provision that 
necessitates a State statutory 
amendment One commentor requested 
that EPA clarify whether the deadline 
for statutory amendments applies to 
every element in the cluster or only to 
the element that must be supported by 
statutory amendments. This provision 
only establishes a later deadline for the 
specific portion of the cluster that 
requires the statutory change, not for the 
entire cluster. For example, if a 
particular cluster is comprised of five 
EPA rulemakings and the SUte needs to 
amend its statute in order to be 
authorteed for one of those rules, then 
the additional year is allowed for that 
one rule only; the remaining four rules 
must be picked up according to the 
normal cluster deadlines. 

A few commentors asked for 
clarification as to whether States can be 
authorized for HSWA statutory 
provisions. These commentors 
expressed concern that it they waited 
for regulations to be adopted which 
incorporated the HSWA amendments. It 
would delay authorization. A State need 
not wait for implementing regulations to 
be promulgated by EPA, but may be 
authorized for any effective HSWA 
requirement, includi^ those imposed by 
statute. Indeed, as discussed earlier, 

S 271.25 being promulgated today 
provides that authorized State programs 
be required to develop standards at 
least as stringent as the HSWA self- 
implementing requirements. 

V. Effective Date 

This rule will become effective 
immediately. Section 3010(b) of RCRA 
provides that requirements applicable to 
the generation, transportatioa 
treatment, storage or disposal of 
ha 2 iardous waste become effective in six 
months. Since today’s regulation is 
procedural, the requirements of section 
3010(b) does not apply. There is good 
cause for making this rule effective 
Immediately under the Administrative 
Procedures Act because this rule only 
affects the deadlines and procedures for 
States to revise their program. 


VI. Regulatory Analysis 
A. Regulatory Impact Analysis 

Under Executive Order 12291 (46 FR 
12193, February 19,1981), EPA must ^ 
judge whether a regulation is •‘major’* 
and therefore subject to the requirement 
of a Regulatory Impact Analysis. 

Today’s regulation Is not major because 
it will not result in an annual effect on 
the economy of $100 million or more, nor 
vM it result in an increase in costs or 
prices to industry. There will be no 
adverse Impact on the ability of the 
U.S.-based enterprises to compete vdth 
foreign-based enterprises in domestic or 
export markets. The regulation merely 
modifies the procedures and deadlines 
for approving State RCRA program 
authorization applications and 
revisions. This rulemaking has been 
submitted to the Office of Management 
and Budget for Executive Order 12291 
review. 

B, Regulatory Flexibility Act 

Pursuant to the Regulatory Flexibility 
Act, 5 U.S.C. 601 et seq.. EPA is required 
to determine whether a regulation %vill 
have a significant impact on a 

substantial number of small entities so 
as to require a regulatory flexibility 
analysis. No regulatory flexibility 
analysis is required where die head of 
an agency certifies that the rule will not 
have a significant economic Impa^ on a 
substantial number of small entities. 

The amendments adopted here merely 
modify the procedures and deadlines for 
approving State hazardous waste 
program authorization applications and 
revisions and do not affect the 
compliance burdens of the regulated 
community. Therefore, pursuant to 5 
U.S.C. 6(n(b),! certify that this 
regulation will not have a significant 
economic impact on a substantial 
number of small entities. 

C. Paperwork Reduction Act 

Under the Paperwork Reduction Act 
of 1980, 44 U.S.C. 3501 et seq.. EPA must 
estimate die paperwork burden created 
by any information collection request 
contained In a proposed or final rule, 
Because there are no information 
collection activities created by this 


rulemaking, the requirements of the 
Paperwork Reduction Act do not apply. 

Information collection requirements 
contained elsewhere in 40 CFR Part 271 
have been approved by the Office of 
Management and Budget (OMB) under 
the provisions of the Paperwork 
Reduction Act and have been assigned 
OMB control number 2050-0041. 

List of Subjects in 40 CFR Part 271 

Administrative practice and 
procedure. Confidential business 
information. Hazardous materials 
transportation. Hazardous waste. Indian 
lands. Intergovernmental relations. 
Penalties, Reporting and recordkeeping 
requirements, Water pollution control. 
Water supply. 

Dated: September 8 , 196a 
Lee M. Thomas, 

Administrator 

For the reasons set out In the 
preamble. 40 CFR Part 271 is revised as 
follows: 

PART 271 — REQUIREMENTS FOR 
AUTHORIZATION OF STATE 
hazardous waste PROGRAMS 

1. The authority citation for Part 271 
continues to read as follows; 

Authority; Secs. lOOa 2002(a). and 3006, 
Solid Waste Disposal Act as amended by the 
Resource Conservation and Recovery Act as 
amended (42 U.S.C. 6905.6912(a). and 6928). 

2. Section 271.1 Is amended by 
revising paragraph (j) to read as follows: 

§271.1 Purpose and scope. 

# ♦ • • • 

(j) Requirements and prohibitions 
which are applicable to the generation, 
transportation, treatment, storage, or 
disposal of hazardous waste and which 
are imposed pursuant to the Hazardous 
and Solid Waste Amendments of 1984 
(HSWA) Include any requirement or 
prohibition which has taken effect under 
HSWA. such as; ^ * 

(1) All regulations specified in Table 
1, and 

(2) The self-implementing statutory 
provisions specified In Table 2 that have 
taken effect. 

Nol«.r-See §§ 264.1(0(3), 265.1[c)(4Kilk 
271.3(b), 271.21(c)(2) and 271.121(c)(3) for 
applicability. 


Table 1.—Regulations Implementing the Hazardous and Solid Waste Amendments of 1984 


promulgation data 


TWa of raguMlon 


FaOaral Ragialaf yafaraooa 


ENacttva« 


Jan. 14.1965. 
Apdi 30.196S. 
July 15. 1965.. 
Oct 23. 1965,. 
Nov. 29. 


Om.31. 
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Paint ftnar liquida t 


in 51 FR 2T02. 1/21/863,. 


Ualing waatM from 
Slandanla lor iho 


production of dWtrotoKiana, •ofuanadtamlna, and loK«na (Rao 
m^iaoam a ra of aw Ouriang of apaclflc wailat in ipadllc 


50 FR teTt-moa,. 

SO FR 16370-6,. 

SO FR 28702-56..... 
50 FR 42936-43--, 
60 FR 49164-212,- 


aoNnm Miga to toduda aoivani nOxUna Cat c o rfactod in 51 FR 19176. 5/28/66K 


50 FR 53315-20- 


JldylS. 1965. 

Juna 14.106S 
JtJy IS, 1966. 
Oct 23. 1965. 
Oa&9. 1965. 
UlMChSI. 1966 
May 26 1986 
30. 1986 































VI iw-ivww Of nuaroous wstta^ 


51 FR 5537-42.._ 
61 FR 10146-76^ 
51 FR 25422-56-.. 


Aog. 13. 1966. 
Auq. 26. 1986. 
Sept 22. 1966. 



Oo.,.. 


Oo.^ 

Oo- 


Oo. 

Do_ 

Do 



Do.. 


Do. 

Do... 

Do.. 


Feb, 7. 1985.- 
May 8, 19e5_ 

Do_ 

Do_ 

Do_ 

Auq. 5. 1985.. 
Aug. 8. 1985., 
Sept 1. 1985. 

Do_ 

Nov. 8. 19e5_ 
Do. 


Feb. 8. 1906».. 

Mar. 31. 1986*. 

Nov. 6. 1966_ 

Do 


Do. 

July 8. 1987- 
Au^ 8. 1988, 
Do.. 

Nov. 8. 1988. 
Junes. 1989 
May 8. 1990.. 


«• or «rt. *00, . CEHCW 

Loea of mlerim status.. 

go^o f wastes probibilad froin M dispo^_ 

ProhAHton of waste and used on as dust suppreasartl....._............ 

•■"Pouno™,*^ l»dM, hdo^wor... 
gohtstw for burning fuels containing hazardous waste in anv cement Ubte 

Review of land diaposal permits every 5 years. ..._ 

»»««sary to protect ti;]^';;eal1h '^‘th^en;*^^ 

developmerrt. ar>d demonstnMon permits,-._ 

Inlerjn^tus (aolibes receiving waste after July 26. 1982_ 

wmpttoo applteiiii^ 

Prohibition of liquids m landfiNs__ 

Expenstons during interim status for waste pilis__ 


July 15. 1985. so 
FR 26702-85 
Do. 

Da 

Da 



Warte mmimgation permit condition_ZI ”**“ 

P'ro|'*x8on at non-hazardoua iquids in iee^aa i 

Notification ol hazardous waste mrrwr . 

«KMr*n.nu to p«xiuc«. burn«, 

Smafi quamity generator raquiremenls- 

Land disposal proNbHions on dkndns and F001-F005 aoiuains 

Temporary granting of awiusion peWions ceases 
Export of hazeidous 

Land (fisposai ban on XaBforrfia- masla _ 

rroji^, on Ctotoito dk,*,*. «rx) . 0 ^^ 

i^aipo ttipforittowoi^oriwtdMMto- ^. 

22*^ on In .nrtia ImpourtoiMott uniwe PouW. 
on tond O^ioMl or H o« IMrt MMM 

Prohiiitioo on land disposal of afl fisted 


3. Section 271.3 is omended by 
redesignating paragraphs (a) through (d} 
as (b) through (e) and by adding new 
paragraphs (a) and (f) as follows. Newly 
redesignated paragraph (d) is amended 
by changing the reference now reading 
"paragraph (b) of this section" to read 
"paragraph (cj of this section". 

§ 271.3 AvaliabiUty of final autfiorizatlon. 

(a) Where a State program meets the 
requirements of section 3006 of RCRA 
and this subpart it may receive 
authorization for any provision of its 
program corresponding to a Federal 
provision in effect on the date of the 
State's authorization. 


(f) Official State applications for final 
authorization may be reviewed on the 
basis of Federal self-implementing 
statutory provisions that were in effect 
12 months prior to the State's 
submission of its official application (if 
no implementing regulations have 
previously been promulgated) and the 
regulations in 40 CFR Parts 124,260-266, 
268.270 and 271 that were in effect 12 
months prior to the State's submission of 
its official application. To meet this 
requirement ffie State may demonstrate 
that its program qualifies for final 
authorization pursuant to this subpart or 
interim authorization under { 271.24. 
States are not precluded from seeking 
authorization for requirements taking 


effect less than 12 months prior to the 
State's submittal of Us final application. 

4. Section 271.9 is revised to read as 
follows: 

5 271.9 Requlramenta for IdenUflcaUon 
and llaUng of hazardous wastes. 

(a) The State program must control all 
the hazardous wastes controlled under 
40 CFR Part 261 and must adopt a list of 
hazardous wastes and set of 
characteristics for identifying hazardous 
wastes equivalent to those under 40 CFR 
Part 261. 

(b) The State Is not required to have a 
delisting mechanism. A State may 
receive authorization for delisting If the 
State regulations for delisting decisions 
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are equivalent to § 260.20(b) and 
5 260.22, and the Stale provides public 
notice and opportunity for comment 
before granting or denying delisting 
requests. 

5. Section 271.10 is amended by 
adding new paragraph (i) as follows: 

§ 271.10 Requirements for generators of 
hazardous waste. 

• * • • * 

(i) Unless otherwise provided in Part 
271. the State program shall have 
standards for generators which are at 
least as stringent as any amendment to 
40 CFR Part 262 which is promulgated 
after July 1,1984. 

6. Section 271.11 is amended by 
adding new paragraph (e) as follows: 

5 271.11 Requirements for transporters of 
hazardous wastes. 

• • ♦ • ♦ 

(e) Unless otherwise provided in Part 
271. the State program shall have 
standards for transporters which are at 
least as stringent as any amendment to 
40 CFR Part 263 which is promulgated 
after July 1.1984. 

7. Section 271.13 is amended by 
revising paragraph (a) to read as 
follows: 

5 271.13 Requirements with respect to 
permiu and permit applications. 

(a) State law must require permits for 
owners and operators of all hazardous 
waste management facilities required to 
obtain a permit under 40 CFR Part 270 
and prohibit the operation of any 
hazardous waste management facility 
without such a permit except that 
States may, if adequate legal authority 
exists, authorize owners and operators 
of any facility which would qualify for 
interim status under the Federal 
program to remain in operation until a 
final decision is made on the permit 
application, or until interim status 
terminates pursuant to 40 CFR 270.73(b) 
through (f). When State law authorizes 
such continued operation it shall require 
compliance by owners and operators of 
such facilities with standards at least as 
stringent as EPA*s Interim status 
standards at 40 CFR Part 265. 
***** 

8. Section 271.17(c) is revised to read 
as follows: 

S 271.17 Sharing of Information. 

***** 

(c) (1) The State program must provide 
for the public availability of information 
obtained by the State regarding facilities 
and sites for the treatment, storage, and 
disposal of hazardous waste. Such 
information must be made available to 
the public in substantially the same 
manner, and to the same degree, as 


would be the case if the Administrator 
was carrying out the provisions of 
Subtitle C of RCRA in the State. 

(2) A Slate must revise its program to 
comply with this section in accordance 
with S 271.21{e)(2)(ii). Interim 
authorization under § 271.24 is not 
available to demonstrate compliance 
with this section. 

9. Section 271.21 is amended by 
revising paragraph (e) and adding 
paragraphs (f) and (g) to read as follows: 

§ 271.21 Procedures for revision of State 
programs. 

• * ♦ * * 

(e) (1) As the Federal program 
changes, authorized State programs 
must be revised to remain in compliance 
with this subpart. 

(2) Federal program changes are 
defined for purposes of this section as 
promulgated amendments to 40 CFR 
Parts 124, 270. 260-266. or 268 and any 
self-implementing statutory provisions 
(i.e., those taking effect without prior 
implementing regulations) which are 
listed as State program requirements in 
this subpart. States must modify their 
programs to reflect Federal program 
changes and roust subsequently submit 
the modifications to EPA for approval. 

(i) For Federal program changes 
occurring before July 1,1984, the State 
program must be modified within one 
year of the date of the Federal program 
change. 

(ii) Except as provided in paragraph 
(e) (iii) and (iv) of this section, for 
Federal program changes occurring on 
or after July 1.1984. the State program 
must be modified by July 1 of each year 
to reflect all changes to the Federal 
program occurring during the 12 months 
preceding the previous July 1. (For 
example. States must modify their 
programs by July 1,1986 to reflect all 
changes from July 1,1984 to June 30, 

1985.) 

(iii) For Federal program changes 
identified in S 271 .l(j) that occur 
between November 8.1984 and June 30. 
1987 (inclusive), the State program must 
be modified by July 1,1989. 

(iv) For Federal program changes 
identified in § 271.10) that occur 
between July 1.1987 and June 30.1990 
(inclusive), the State program must be 
modified by July 1.1991. 

(v) States may have an additional 
year to modify their programs for those 
changes to the Federal program 
identified in paragraphs (e) (i), (li). (iii). 
and (iv) of this section which necessitate 
a State statutory amendment. 

(3) The deadlines in paragraphs 
(e)(2)(i) through (v) may be extended by 
the Regional Administrator upon an 
adequate demonstration by a State that 


it has made a good faith effort to meet 
these deadlines and that its legislative 
or rulemaking procedures render the 
State unable to do so. No such extension 
shall exceed six months. 

(4) (i) Within 30 days of the 
completion of the State program 
modification the State must subndt to 
EPA a copy of the program change and a 
schedule indicating when the State 
intends to seek approval of the change. 
Such schedule shall not exceed the 
dates provided for in paragraph 
(e)(4)(ii). 

(ii) Within 60 days of the appropnate 
deadline in paragraphs (e), (fl, and (g) of 
this section, the State must submit to 
EPA the documentation described in 
paragraph (b) of this section to revise its 
program. 

(f) A State must modify its program to 
comply with any Federal program 
changes which occur prior to the day 
that final authorization is received, 
except for those changes that the State 
has already received authorization for 
pursuant to S 271.3(f). Such State 
program modifications must be 
completed and submitted by the 
deadlines specified in paragraph (e) of 
this section or by the date of final 
authorization, whichever is later. 

(g) (1) States that are unable to modify 
their programs by the deadlines in 
paragraph (e) may be placed on a 
schedule of compliance to adopt the 
program revision(8) provided that: 

(i) The State has received an 
extension of the program modification 
deadline under paragraph (e)(3) and has 
made diligent efforts to revise its 
program during that period of time, 

(ii) The State has made progress in 
adopting the program modifications, 

(iii) The State submits a proposed 
timetable for the requisite regulatory 
and/or statutory revisions by the 
deadline granted under paragraph (e)(3). 

(iv) The schedule of compliance for 
program revisions does not exceed one 
year from the extended program 
modification deadline under paragraph 
(e)(3), and 

(v) The schedule of compliance is 
published in the Federal Register. 

(2) If a State fails to comply with the 
schedule of compliance, the 
Administrator may Initiate program 
withdrawal procedures pursuant to 
§§ 271.22 and 271.23. 

10. Section 271.24 is revised to read as 
follows: 

§ 271.24 Interim authorization under 
section 3006(g) of RCRA. 

(a) Any State which is applying for or 
has been granted final authorization 
pursuant to section 3(X)6(b) of RCRA 
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may submit to the Administrator 
evidence that its program contains (or 
has been amended to include] any 
requirement which is substantially 
equivalent to a requirement identified in 
§ 27l.l(j} of this chapter. Such a State 
may request Interim authorization under 
section 3006(g) of RCRA to carry out the 
State requirement in lieu of the 
Administrator carrying out the Federal 
requirement 


(bj The applications shall be governed 
by the procedures for program revisions 
in S 27i.21(b) of this chapter. 

(c) Interim authorization pursuant to 
this section expires on January 1, 1993 . 

11 . Part 271 is amended by adding a 
new § 271.25 to Subpart A to read as 
follows: 

5 271.25 HSWA requiremenU. 

Unless otherwise provided in Part 271, 
the State program shall have standards / 


at least as stringent as the requirements 
and prohibitions that have taken effect 
under the Hazardous and Solid Waste 
Amendments of 1984 (HSWA). 

§ 271.121 [Amended] 

12 . In § 271.121 paragraph ( 1 ) is 
redesignated as paragraph (i). 

[FR Doc, 68-21250 Piled 9-19-86; 8:45 am] 
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DEPARTMENT OF EDUCATION 
34 CFR Part 674 

National Direct Student Loan Program 

agency: Department of Education. 
action: Final regulations._ 

summary: The Secretary of Education 
amends the regulations for the National 
Direct Student Loan (NDSL) Program. 
These regulations are being amended to 
encourage institutions to improve the 
management of their NDSL Programs 
and to provide institutions with 
additional tools by which to stimulate 
borrower repayments. Institutions which 
Improve their loan management and 
reduce their default rates through 
increasing repayments will better 
preserve the NDSL fund as a revolving 
fund and will increase the funds 
available for loans to future borrowers. 
EFFECTIVE DATE: These regulations take 
effect either 45 days after publication in 
the Federal Register or later if the 
Congress takes certain adjournments. If 
you want to know the effective date of 
these regulations, call or write the 
Department of Education contact 
person. 

FOR FURTHER INFORMATION CONTACT. 

Margaret O. Henry, Chief, Policy 
Section, Campus and State Grant 
Branch, Division of Policy and Program 
Development, Office of Student 
Financial Assistance, 400 Maryland 
Avenue SW. (Room 4018, ROB-3), 
Washington, DC 20202. Telephone (202) 
245-9720. 

SUPPLEMENTARY INFORMATION: Under 
the National Direct Student Loan 
(NDSL) Program, authorized by Title IV- 
E of the Higher Mucation Act of 1965, as 
amended, institutions of higher 
education may receive Federal funds to 
make loans to students. Current 
regulations provide that a borrower who 
fails to make an Installment payment 
when due, or to comply with other terms 
of the promissory note, is regarded as in 
default on a loan unless the institution 
reasonably concludes, from written 
8tatement(s) from the borrower, that he 
or she intends to repay the loan. Under 
these current regulations, a borrower 
who reaffirms that intention in this way 
is therafter once again eligible to receive 
further Title IV assistance, and when 
computing its default rate, the institution 
can exclude that borrower’s loan from 
the principal amount of its loans in 
default. 

The Secretary believes that the 
“intent to repay” provision is not fully 
accomplishing its purpose, i.e., bringing 
about a reduction in past due amounts. 


Therefore, these final regulations change 
current rules to make default status, for 
purposes other than eigibility for student 
assistance, turn solely on the debtor’s 
compliance with the repayment 
agreement. Under these final 
regulations, an institution may regard 
borrowers who have only recently 
missed a payment required under the 
repayment agreement then in effect as 
still eligible for Title IV assistance; but 
borrowers who fail to make a required 
payment for 120 or more days on loans 
repayable monthly, or 180 or more days 
on loans repayable less frequently, 
forfeit eligibility for further Title FV 
assistance. These final regulations do 
not modify the formula used to calculate 
an institution’s default rate. 

The Secretary believes these 
regulations will stimulate negotiation 
efforts with defaulted borrowers which 
will result in increased collections. 

Revisions to the Notice of Proposed 
Rulemaking 

On February 13,1988. a Notice of 
Proposed Rulemaking (NPRM) was 
published in the Federal Register, at 51 
FR 5484-5488. That NPRM would have 
changed the impact of an Institution’s 
default rate on its receipt of Federal 
Capital Contribution (FCC). amended 
the appeal process as part of the 
application review process and 
amended the definition of “default or in 
default.” Regulations governing the 
impact of default rates and the appeal 
process are being published separately. 
This final regulation changes the 
definition of “default or in default” and 
also changes the defined term to simply 
“default” The following is a discussion 
of those changes, including a summary 
of the public comments received on the 
proposed definition and the Secretary’s 
response to those comments: 

Section 674.2— Definition of *'defQuW* 

The definition in the Notice of 
Proposed Rulemaking (NPRM) provided 
that an institution could exclude from 
the category of loans “in default” only 
those past-due loans for which the 
borrowers professed their Intention to 
repay, and evidenced that intention by 
making payments sufficient to reduce 
continually the amount in arrears on the 
account. 

Summary of Public Conunents 
While most commenters agreed that a 
borrower should evidence a promise to 
repay by making efforts to cure past 
defaults, they were generally 
dissatisfied with the proposed definition 
of “default or in default.” 

The commenters claimed that the 
proposed definition was confusing, 


burdensome, costly, unrealistic, and 
unresponsive to individual 
circumstances of unemploj^nent and 
underemployment. Commenters also 
stated that the NPRM definition unfairly 
penalized borrowers who were making 
regular payments but were unable to 
reduce their past due balances within a 
six-month period. 

Many commenters emphasized that 
the proposed rule would require the 
institution to monitor each individual 
payment by a borrower, because the 
amount of the individual payment 
determined whether a borrower with an 
amount in arrears was in “default” or 
not in that month. Borrowers could 
frequently alternate between being “in 
default” and out of “default.” in their 
view; those institutions currently 
reporting borrowers* repayment 
histories to credit bureaus claimed that 
the proposed rule would require 
constant monitoring to assure accurate 
credit bureau reporting. Many 
commenters believed that the proposal 
would increase their costs, paperwork, 
and legal expenses. ’They claimed that 
continuously revising repayment 
schedules would reduce institutional 
default rates initially but would neither 
return money to the loan fund nor 
guarantee against future defaults. They 
also claimed that multiple repayment 
agreements for the same borrower 
would appear to jeopardize the 
credibility of the loan obligation and 
could have a negative impact on judicial 
decisions. In their opinion, if an 
Institution presented multiple repayment 
agreements during litigation, a judge 
might reason that a repeated willingness 
to renegotiate the terms of the loan by 
entering into new repayment agreements 
evidenced a lack of responsibility on the 
part of the Institution, and therefore rule 
in favor of the borrower. 

Many commenters suggested that the 
Secretary retain the definition of 
“default or in default” in the current 
regulations, but consider a borrower 
who is making consistent repayments 
not to be in “default.” These 
commenters asserted that in making this 
determination, the institution should be 
allowed to determine the amount the 
debtor is financially able to pay in light 
of the borrower’s Income and repayment 
history, the remaining outstanding 
balance on the loan, and the length of 
time required to repay the loan. Many of 
these commenters stated that the 
proposed definition would eliminate the 
best collection tool available to 
Institutions—the flexibility to negotiate 
alternative repayment arrangements. 
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Discussion 

Cures of past defaults by execution of 
new repayment agreement 

After reviewing the substantial 
number and variety of comments, the 
Secretary concurs with the commenters 
who axgued that the proposed definition 
was too complex. 

The complexity of the proposed 
regulation was not in the description of 
the events constituting default, but in 
the limitations placed on actions which 
would cure a previous default For 
several reasons, the Secretary continues 
to conclude that those provisions of 
current rules which permit a borrower to 
cure a default merely by making 
representations to the institution of an 
intention to repay should be changed. 
This final rule makes these changes in a 
manner that is expected to meet the 
concerns of the commenters for 
simplicity, ease of administration, and 
institutional flexibility. 

First, the current rule requires too 
little commitment from the borrower to 
create a reasonable expectation that the 
borrower will follow through with the 
professed intent, bring the account 
current, and keep the account current. If 
the borrower falls into default again, the 
representations on which the institution 
relied in deeming the prior default to 
have been cured may not be considered 
adequate by a court to constitute a 
reafffirmation sufficient to extend the 
period of limitations on that debt. It is 
also reasonable to demand more than an 
inference of an intent to repay from 
unspecified written contacts with the 
defaulter in order to make a previously- 
ineligible defaulter once again eligible 
for additional Title IV aid. 

Second, current rules permit the 
institution to use a great deal of 
discretion in judging the adequacy of the 
debtor’s representations of an intent to 
repay. TTiis latitude can result in 
considerable disparity of treatment for 
similarly-situated debtors who attended 
the same institution. Because the 
amount of loans in default directly 
affects the amount of new Federal funds 
the institution receives, this latitude for 
discretion in accepting curative 
promises permits the decision regarding 
the adequacy of the cure to be unduly 
influenced by the institution’s need for 
new FCC. 

Third, because the rule, with its wide 
latitude for discretion, permits an 
institution to regard a default as cured 
with an minimal expenditure of 
collection effort, the rule requires little 
commitment from an institution 
compared to the benefit it may gain in 
additional FCC by excluding the “cured” 


defaulted account from the total of loans 
in default. 

Moreover, because limited FCC 
appropriations are allocated among 
Institutions on a competitive basis, the 
current rule, with this room for 
considerable discretion, can tend to 
penalize those institutions which comply 
more diligently with the spirit and intent 
of the rule by holding the debtor to 
realistic cure proposals. 

To reduce or eliminate these 
shortcomings in the current rule without 
imposing the recordkeeping and 
monitoring burden described by the 
commenters on the proposed rule, the 
Secretary is adopting in this final rule a 
compromise position on the minimum 
requirements for a cure of a previous 
default. The final rule requires the 
institution to secure at least a new 
repayment agreement from those 
defaulters not eligible for cancellation or 
deferment whom it wishes to regard as 
not in default for purposes of 
determining the eligibility of the 
defaulter for additional Title IV aid, and 
of the institution for additional FCC. 

This change preserves much of the 
institutional discretion permitted by the 
current rule, because the institution is 
free to set the terms of any new 
repayment agreement it accepts, and in 
that agreement can require the debtor to 
repay, in a specified period, any past- 
due amount. However, by requiring the 
institution to secure from the debtor a 
formal written profession of intent to 
repay and cure any past default, the rule 
reduces some of the subjectivity now 
permitted by establishing a clear 
minimum standard for documentation of 
cures. 

Moreover, the final rule can 
reasonably be expected to improve 
collections because it requires the 
defaulter to consider, and to state 
unequivocally in writing, the specific 
terms of the new promise to pay. 
Execution of a new agreement should 
impress on the debtor the seriousness of 
the promise more effectively than 
informal notes to the institution, and 
should impose no additional burden on 
debtors who have a bona fide intent to 
repay a past-due account Not only will 
the new agreement reinforce the 
debtor’s current commitment to repay, 
but the document itself, unlike less 
formal writings, should remove any 
question that may arise in the future, 
should collection litigation later prove 
necessary, regarding reaffirmation of the 
debt. 

Not only can the use of a new 
repayment agreement for cures be 
expected to reinforce the defaulter’s 
commitment to repay, thus increasing 
recoveries on such loans for the 


institution, but the requirement that the 
account be considered in default unless 
such a minimum is met will ensure that 
the Institution pursues in a timely and 
effective manner those defaulters 
unwilling to meet this minimum. By 
requiring the institution to pursue 
debtors who fail to make and keep new 
formal promises to repay past-due 
accounts, the final rule should enhance 
the credibility of the institution’s image 
as a serious steward of loan funds, 

' without requiring the institution to adopt 
burdensome monitoring mechanisms or 
Procrustean cure standards. 

Determination of default for purposes of 
eligibility for Title IV aid 

A variation of this position, that the 
borrower who misses a payment due 
under the repayment agreement then in 
effect is in default, is adopted for 
eligibility determinations. 

Some institutions, when determining a 
borrower’s eligibility for Title IV 
assistance, consider a borrower with a 
past-due account not to be in default 
until the default has persisted for (a) 120 
days in the case of a loan which is 
repayable in monthly installments or (b) 
180 days in the case of a loan which is 
repayable in less frequent installments. 
Institutions adopted this practice to 
accommodate the period of time 
required to process payments and 
correspondence received from 
borrowers. The Secretary believes that 
this practice is reasonable, and 
therefore adopts this option in this final 
regulation to permit all institutions this 
latitude in their determination of default 
status for purposes of student eligibility. 
However, the Secretary provides this as 
an option; institutions may deny Title IV 
assistance to a student whose default 
has lasted less than the 120 or 160 day 
limits set here. 

Executive Order 12291 

These final regulations have been 
reviewed in accordance with Executive 
Order 12291. They are not classified as 
major because they do not meet the 
criteria for major regulations established 
in the Order. 

Paperwork Reduction Act of 1980 

These final regulations do not contain 
any information collection requirements 
and are therefore not subject to the 
provisions of the Paperwork Reduction 
Act of 1980 (Pub. L 96-511) which 
govern such requirements. 

Assessment of Educational Impact 

In the Notice of Proposed Rulemaking, 
the Secretary requested comments on 
whether the proposed regulations would 













require transmission of information that 
is being gathered by or is available from 
any other agency or authority of the 
United States. 

Based on the response to the proposed 
rules and on its own review, the 
Department has determined that the 
regulations in this document do not 
require transmission of information that 
is being gathered by or is available from 
any other agency or authority of the 
United States. 

Ust of SubjecU in 34 CFR Part 674 

Education, Loan programs— 
education. Student aid. 

Citatioo of Legal Authority 

A citation of statutory or other legal 
authority is placed in parentheses on the 
line following each substantive 
provision of these final regulations. 

(Catalog of Federal Domeitic Assistance 
Number S4.038 National Direct Student Loan 
Program) 

Dated: September 16.1986. 

William). Bennett, 

Secretary of Education 


The Secretary amends Part 674 of 
Title 34 of the Code of Federal 
Regulations as follows: 

PART 674—NATIONAL DIRECT 
STUDENT LOAN PROGRAM 

1. The authority citation for Part 674 is 
revised to read as follows: 

Authority: 20 U.S.C. 1087aa-1087ll. 20 
U.S.C 421^29, unless otherwise noted. 

2. Section 674.2 is amended by 
deleting the definiHon of “Default or in 
default** and adding a definition of 
“default" in alphabetical order to read 
as follows: 

§ 674.2 Definittons. 


DefaulL (a) The failure of a borrower 

to¬ 
ll) Make an installment payment 
when due; or 

(2) Comply with other terms of the 
promissory note. 

(b) Notwithstanding §S 674.9(a)(7), 
6755(aK7). 676.9(a)(7). 682JS01 (a)(4). 


683.11(f). and e90.75(a)(3). If a borrower 
is in default on a Direct or Defense loan, 
and the default has persisted for less 
than 120 days in the case of a loan 
payable in monthly installments, or 180 
days in the case of a loan payable less 
frequently, an institution may. for that 
borrower— .... 

(1) Disburse funds under any student 
financial assistance program authorized 
by Title IV of the Higher Education Act 
of 1965. as amended: 

(2) Certify the institutional portion of 
the application under the Guaranteed 
Student Loan or PLUS Programs: or 

(3) Certify the institutional portion of 
the Pell Grant Request for Payment (ED 
Form 304). 

(c) A borrower who failed to make a 
timely repayment is no longer in default 
on a Direct or Defense loan after— 

(1) All past-due amounts have been 
repaid, cancelled, or deferred; 

(2) The borrower’s loan has been 
discharged in bankruptC3rs or 

(3) The borrower has entered Into a 
new repayment agreement for the loan. 
• * • • • 

[FR Doc. 86-21426 Filed 9-19-86; 8:45 am) 
BILUHQ CODE 4000^1-11 
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ENVIRONMENTAL PROTECTION 
AGENCY 

40 CFR Part 80 
[FRL 30e(M] 

Regulation of Fuels and Fuel 
Additives; Applicability to Motorcycles 
and Alternative Labeling Language for 
Ail Motor Vehicles 

agency: Environmental Protection 
Agency (EPA). 

action: Final rule._ 

summary: EPA is taking final action on 
the August 20.1985 proposal to exclude 
motorcycles from the requirement at 40 
CFR 80.24(a)(1) concerning the location 
of “Unleaded Gasoline Only’* labels on 
the instrument panels of vehicles 
required to use only unleaded gasoline. 
The EPA is also taking Hnal action on 
the proposal to exclude motorcycles 
permanently from the requirement at 40 
CFR 80.24(b)(1) concerning the design of 
the fuel tank filler inlet for vehicles 
required to use only unleaded gasoline. 
These changes are necessary because of 
requirements in the regulations that 
were probably never intended to apply 
to motorcycles. The EPA is also taking 
final action to allow the labels on all 
motor vehicles to read “Unleaded 
Gasoline Only" or “Unleaded Fuel 
Only”. Only tbe former version is 
explicitly include d in the existing 
relations at 40 CFR 80.24(a). although 
the latter was also allowed as indicated 
in an EPA advisory circular. 

EFFECTIVE DATE: The final actions taken 
in this notice are effective October 22. 
1986. 

ADDRESS: Comments and other 
information relevant to this rulemaking 
(Docket No. EN-85-04) may be viewed 
at the Central Docket Section (LE-131A). 
Environmental Protection Agency. 401 M 
Street. SW.. Washington. DC 20460 and 
may be inspected between 8:00 a.m. and 
4:00 p.m. on week-days. As provided in 
40 CFR Part 2. a reasonable fee may be 
charged for photocopying. 

FOR FURTHER INFORMATION CONTACT: 
Sylvia I. Correa. Attorney/Advisor. 

Fuels Section. Field Operations and 
Support Division. (EN^97F). EPA, 401 M 
Street. SW.. Washington, DC 20460, 

(202) 382-2635, 

SUPPLEMENTARY INFORMATION: 

I. Background 

On August 20.1985 (50 FR 33577). EPA 
proposed several revisions to the 
regulations set forth at 40 CFR Part 80. 
These revisions were proposed under 
the Agency's authority to regulate fuels 
and fuel additives under section 211(c) 


of the Clean Air Act to protect the 
public health and welfare and to 
safeguard the performance of emission 
control devices in general use. 

Federal rules at 40 CFR 80.24 place 
certain requirements on the 
manufactiirer of any motor vehicle 
equipped with an emission control 
device (primarily the catalytic 
converter) which will be impaired by the 
use of leaded gasoline. As defined in the 
Clean Air Act, “motor vehicle” means 
any self-propelled vehicle designed for 
transporting persons or property on a 
street or highway. This definition 
includes motorcycles. 

However, 40 CFR 80.24(a) placed 
some labeling requirements on motor 
vehicles that were probably not 
intended to apply to motorcycles. It 
required that two or more “Unleaded 
Gasoline Only” labels be affixed to any 
motor vehicle equipped with an 
emission control device which the 
Administrator has determined will be 
significantly impaired by the use of 
leaded gasoline. One label is to be 
located on the instrument panel [40 CFR 
80.24(a)(1)] and the other is to be located 
immediately adjacent to each gasoline 
tank filler inlet (40 CFR 80.24(a)(2)l. On 
a motorcycle, these two label locations 
are generally about a foot apart. 
Requiring labels to be affixed so closely 
together appears unnecessary. 
Accordingly, EPA proposed that a 
motorcycle label should be required 
only adjacent to the filler inlet, provided 
it was readily visible when approached 
from each side of the motorcycle. 

In addition. 40 CFR 80.24(b)(1) placed 
a design requirement on the fuel tank 
filler inlet of motor vehicles that was 
never intended to apply to motorcycles. 
It required that when a leaded gasoline 
nozzle was inserted into the inlet, and 
readily activated to a full-flow 
condition, no more than 700 cubic 
centimeters of gasoline pass into the 
tank before the nozzle shut off. In order 
to meet this requirement the nozzle 
vacuum port has to be plugged by fuel 
backing up in the inlet thus shutting ofi 
fuel delivery. Due to the inherent design 
of a motorcycle’s fuel tank, which 
generally has a portion of the frame 
running closely under the filler inlet it 
would be impractical to design an inlet 
with sufficient depth that it not only 
contains a restriction to prevent the 
insertion of a leaded gasoline nozzle, 
but also allows fuel to back up to a 
height that would plug the leaded 
gasoline nozzle vacuum port and shut 
off fuel delivery. EPA temporarily 
exempted motorcycles from this 
requirement by emergency rule in 1983. 
48 FR 2969 (June 28,1983). In the August 
1985 notice, EPA proposed to exempt 


motorcycles from this requirement 
permanently. 

Finally. EPA also proposed to allow 
the label(8) for all motor vehicles to read 
“Unleaded Gasoline Only” or 
“Unleaded Fuel Only.” Existing 40 CFR 
80.24(a) only referred explicitly to the 
former language. The latter version is 
also in use but has never been formally 
incorporated into the regulations, 
although it has been allowed under 
guidance provided in an EPA advisory 
circular. 

Because the other requirements of 40 
CFR 80.24 remain in effect to deter the 
introduction of leaded gasoline into 
motorcycles requiring unleaded gasoline 
only (i.e., the inlet restrictor and 
adjacent “Unleaded Gasoline Only" 
label), EPA did not anticipate any 
significant risk from excluding 
motorcycles from the requirements at 40 
CFR 80.24 (a)(1) and (b)(1). 

No requests for a public hearing were 
received by the Agency. However, three 
written comments were received. The 
commenters generally agreed with the 
Agency that the requirements of 40 CFR 
80.24 (a)(1) and (b)(1) were never 
intended to apply to motorcycles. 
Responses to comments are discussed in 
Parts n and III of this Notice. 

n. Today’s Action 

EPA is today promulgating revisions 
in 40 CFR 80.24 as proposed in August 
1985, with one minor change. The 
Agency had proposed to amend 40 CFR 
80.24(r) so that a motorcycle label 
should be required only adjacent to the 
filler inlet, provided it was readily 
visible when approached firom each side 
of the motorcycle. 

However, American Honda Motor Co., 
Inc. (Honda) commented that the 
requirement that the label be visible 
from either side of the motorcycle was 
excessively restrictive. Honda argued 
that in case of motorcycles on which 
the fuel tank and its filler are located 
under the seat or on which the fuel filler 
is covered by a lockable lid or door it 
will be difficult to meet both the location 
and visibility requirements. The Agency 
has been persuaded by this argument 
f^m Honda, and today’s final rule 
requires that the label be immediately 
adjacent to the fuel filler, and be readily 
visible to any person when introducing 
gasoline to the filler inlet from the left 
side and the right side of the motorcycle. 

HI. Response to Comments 

(1) Comment: One car manufacturer. 
Mercedes-Benz, while supporting EPA’s 
proposed rule, requested that the final 
rule also include as an approved label 
one which reads “Premium Unleaded 
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Fuel Only*’, stating that EPA had 
already approved this type of label 
Mercedes-Benz said that they had 
requested permission for use of such 
label emd had received it 
Response: EPA has not approved a 
“Premium Unleaded Fuel Only’* label 
On February 7,1985 Mercedes-Benz 
wrote to EPA stating its intention to 
introduce in model year 1986 several 
new engine families designed to run on 
high octane unleaded gasoline. 
Mercedes-Benz proposed to add to its 
emission control warranty statement the 
requirement that only unleaded 
premium would be satisfactory in order 
for the warranty to be valid. 

After a thorough review of the 
information submitted, EPA decided not 
to oppose the inclusion of this language 
in the 1986 warranty statement for these 
vehicles, provided that Mercedes-Benz 
assumed the burden of proving, in case 
of a malfunction of the emission control 
device or system, that a low octane fuel 
caused the malfunction. 

Thus, EPA did not approve use of a 
“Premium Unleaded Fuel Only** label. 
Moreover, the Agency has not 
promulgated a definition of “premium” 
unleaded fuel Therefore, there is no 
basis for the enforcement of such a 
requirement Establishing such a 
definition is not within the scope of this 
rulemaking. 

(2) Comment A motorcycle 
manufacturer (Honda) requested that 
the Agency allow the required 
**Unleaded Gasoline Only” or 
'’Unleaded Fuel Only** label to be 
stamped on the fuel filler cap In case 
there is insufficient space upon which to 
place a label adjacent to the filler. 

Response: The Agency is retaining the 
restriction that the required “Unleaded 
Gasoline Only** or “Unleaded Fuel 
Only** label be adjacent to the filler 
inlet 

The Agency believes that allowing the 
required label to be stamped in the fuel 
filler cap would pose a significant risk 
that the label could be removed 
completely. The fuel filler cap can be 
easily removed or even inadvertently 
discarded by a motorist who forgets to 
replace the cap after refueling. EPA sees 
no compelling reason for allowing the 
label to be located on the fuel filler cap. 

rv. Additional Information 

T^e final actions described in this 
notice are made under the authority of 
sections 211 and 301 of the Clean Air 
Act and are nationally applicable. 

Under section 307(b)(1) of the Clean Air 
Act, judicial review may be sought only 


in the U.S. Court of Appeals for the 
District of Columbia Circuit. Petitions 
for review must be filed on or before 
November 21.1986. These actions may 
not be challenged in any later 
enforcement proceedings brought by 
EPA. 

The Regulatory Flexibility Act, 5 
U.S.C. 801 et seq., requires the 
preparation of a regulatory flexibility 
analysis for any final rule unless the 
Administrator certifies that the rule will 
not have a significant impact on a 
substantial number of small entities. 
Since this final rule essentially lessens 
the burden previously placed on 
manufacturers, I certify that this 
proposed rule will not have a significant 
economic impact on a substantial 
number of small entities. 

Under Executive Order 12291. EPA 
must judge whether an action is “major** 
and therefore subject to the requirement 
of a Regulatory Impact Analysis. This 
action is not major because it is not 
likely to result in: 

(1) An annual efiect on the economy 
of $100 million or more: 

(2) A major increase in costs or prices 
for consumers. Individual industries. 
Federal, State, or local government 
agencies, or geographic regions; or 

(3) Significant adverse effects on 
competition, employment, investment, 
productivity, innovation, or on the 
ability of United States-based 
enterprises to compete with foreign- 
based enterprises In domestic or export 
markets. 

The effects of this action are to 
prevent motorcycles from being subject 
to requirements that were not intended 
for motorcycles, and to allow additional 
flexibility in labeling language. If 
anything, these changes would reduce 
costs to manufacturers. 

Finally, this action was submitted to 
the Office of Management and Budget 
(OMB) for review as required by 
Executive Order 12291. Any written 
comments from OMB and any EPA 
responses to such comments have been 
placed in the docket. 

list of Subjects in 40 CFR Part 80 
Motorcycles. Gasoline. 

Dated: September 15 , 1986 . 

Lee M. Thomas, 

Administrator. 

PART 80—REGULATION OF FUELS 
AND FUEL ADDITIVES 

For the reasons set forth in the 
preamble. 40 CFR Part 80 is amended as 
follows: 


1. The authority citation for Part 80 
continues to read as follows: 

Authority: Secs, 211 and 301(a) of the Clean 
Air Act as amended. 42 U.S.C. 7545 and 7601, 
unless otherwise noted. 

2. In § 80.24, paragraphs (a) 
introductory text (a)(1), (a)(2) and (b)(2) 
are revised to read as follows: 

S 80.24 Controls appllcabio to motor 
vshicts manufacturers. 

* * • • # 

(a) Affix two or more permanent 
legible labels reading “Unleaded 
Gasoline Only** or “Unleaded Fuel 
Only** to such vehicle at the time of its 
manufacture, as follows: 

(1) One label shall be located on the 
Instrument panel so as to be readily 
visible to the operator of the vehicle: 
Provided, however, that the required 
statement may be incorporated into the 
design of the instrument panel rather 
than provided on a separate label and 
that this paragraph (a)(1) shall not apply 
to motorcycles as defined at 40 CFR 
86.402-78; and 

(2) One label shall be located 
immediately adjacent to each gasoline 
filler tank i^et outside of any filler inlet 
compartment, and shall be located so as 
to be readily visible to any person 
introducing gasoline to such filler inlet, 
and for motorcycles, such label shall be 
readily visible to any person introducing 
gasoline to such filler inlet from the left 
side and the right side of the vehicle: 
Provided, however, that the 
Administrator may. upon application 
from a motor vehicle manufacturer, 
approve other label locations that 
achieve the purpose of this paragraph. 

• * • * * 

(b) • * * 

(2) Paragraph (b)(1) of this section 
shall not apply to motorcycles. 

• * • • * 

(FR Doc. 66-21386 Filed 9-19-86; 8:45 am] 
MLUNO coot eseo-so-M 
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202__32665 


36 CFR 

Propotod Ruiot: 


21.31782, 32667 

36...33623 


39 CFR 

10. 31325, 33041 

111.. .....33608 

233.31328 

Propotod Ruiot: 

111.31673 

40 CFR 

6. 32606 

51 .32176 

52 .31125, 31127, 31129, 

31328,32073.32075. 
32176,32638.32640,33264 

60 . 32454, 32641, 32642, 

33041-33046 

61 .32642. 33041-33046 

65.33266 

80 . 33730 

81 -......-.... 32640 

172. 32920 

180_ ...32212 

261_31330, 32458, 33612 

271_31618, 33712 

716.. . 32720 

721. 32077 

799. 32079. 33047 

Propotod Ruiot: 

Ch. 1.32668 


^ .. 

51. 

.32180 

52. 

..32180, 33624, 33625 

81. 

.33626, 33627 

86. 

..31783, 31959, 32032 

137. 

.32886 

260...,. 

......31783, 33279 

261. 

.31140, 31783,32217, 

32670.32929.33067.33279. 


33628 

262. 

.31783, 33279 

264. 

.31783, 33279 

265. 

__31783, 33279 

268_ 

31783, 33279 

270- 

_31783, 33279 

271_ 

_31783, 33279 

721. 

...32495 

799. 

.32107 

41 CFR 


Propottd Ruitt: 

114-52.. 

..32796 

201-33.. 

..31674 

42 CFR 


23. 

__31947 

124_ 

_33208 

405..M.M.MM.M.........MMMM.M.. 31454 

412. 

.31454 

Propottd Ruitt: 

57. 

.31920, 32616 

405. 

...33074, 33086, 33640 

447... 

..33086 

43 CFR 


36. 

...31619 

2880. 

.31764 

PubHc Ltnd Ordtrt: 

6592 (Corrected by 

Pin 66211.32920 

6621 

.32920 

Propottd Ruitt: 

2800. 

.31886, 33279 

2880. 

..31886 

44 CFR 


64. 

.31330, 33054 

65. 

.31635, 31950 

67.. 

...31951 

205. 

.... 32642 

Propottd Ruitt: 

10. 

.31788 

67. 

_31675, 31678 

45 CFR 


Propottd Ruitt: 

1. 

. 33086 

19. 

...33086 

46 CFR 


67. 

......33268 

97_ 

..33056 

170. 

..33056 

172 

. 33056 

47 CFR 


Ch. 1 . 

.32920 

0 . 

.31303, 32087 

1 . 

.31303, 32087 

2 . 

.31303 

13. 

.31303 

21 _ 

31303 

2^.. 

_31335 

42.. 

___32651 

63_ 

__31303 
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65 . 


20 

QiAOn OOilOn 

73 . 

7A 

... 32087. 32089, 32213, 
32320,32653,32654 

23 . 

32 . 


80 . 


216 ... 

...31619,32329 

Ol .. 

83. 

. — 31206 

285 . 


87. 


611.32089, 32334, 33613 

90 . 


655 . 


04 


661. 




662 . 

.. 32334 

proposed Rules: 

0 

663 . 




672 . 


25 . 


674 . 

32214, 3247 

64.. 

. 

675 . 

...32334, 33613 

67 

4 jin 

683 . 


68 . 


Proposed Rules 


73 

.32113,32114, 32224- 
32226,32340.33644- 
33646 

17 . 



611 . 

630 . 

..32226, 32808 
. 31151 

76 . 

642 . 

. 32816 

80 . 


653 . 

33260 

48 CFR 


685 . 

.32808 




5 . 




7.... . 

. 31424 

LIST OF PUBLIC LAWS 

13... 




16 . 

. .. 31424 

Last List September 19, 1986 

19 . 


Note: No public bills which 
have become law were 
received by the Office of the 
Federal Register for inclusion 

in 1 !•« ^4 

24 . 


31 . 


45 . 


47 _ 


50 . 


Laws. 



52. 


223. 


228. 


242. 


252. 


522. 


552.. 


553. 


914... 

933.. 

952..... 

—.31335 

970. 


Proposed Rules: 


32 

1QA 

45. 


48. 


5^.. 

.31194, 31197 

204. 


215... 


230....... 


515. 


538... 


542. 

. 32340 

552. 


970. 


1317. 


135^. 


5316. 

. 321^4 

49 CFR 


1... 

. 3P320 

571. 


1039.. 

.326%, 32922 

115^. 

. 33612 

1160 . 

.33270 

Proposed Rules 


391. 


393. 


533. 


1042. 


50 CFR 


17. 
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CFR CHECKLIST 


This checklist prepared by the Office of the Federal Register, is 
publtshed weekly. It is arranged in the order of CFR titles, prices, and 
revision dates. 

An asterisk (*) precedes each entry that has been issued since last 
week arKj which is now available iof sale at the Government Printing 
Office. 

New units issued during the week are anfKXjnced on the back cover of 
the daily Federal Register as they become available. 

A checklist of cunent CFR volumes comprising a complete CFR set, 
also appears in the latest issue of the LSA (List of CFR Sections 
Affected), which is revised monthly. 

T?\e annual rate for subscription to all revised volumes is $595.00 
domestic. $148.75 additional for foreign mailing. 

Order from Superintendent of Documents, Government Printing Office, 
Washington, DC 20402. Charge orders (VISA, MasterCard, or GPO 
Deposit Account) may be telephoned to the GPO order desk at (202) 
783-3238 from 8:00 a.m. to 4:00 p.m. eastern time, Monday—Friday 
(except holidays). 


Title 

Price 

Revision Date 

1.2 (2 Resarved) 

$5.50 

Jan. 1,1986 

3 (1985 CompOofioR and Porfs 100 ond 101) 

14.00 

•Jon. L 1986 

4 

11.00 

Jon. 1, 1986 

5 Parts: 



1-1199. 

. 18.00 

Jon. 1. 1986 

1200-£nd. 6 (6 Rtswvwf). 

.... 6.50 

Jan. 1, 1986 

7 Parts: 



0-45. 

. 24.00 

Jon. L 1986 

46-51. 

. 16.00 

Jan. 1, 1986 

52. 

. 18.00 

kM\. 1, 1986 

53-209.... 

. 14.00 

Jan. 1, 1986 

210-299. 

. 21.00 

Jon. 1, 1986 

300-399. 

. 11.00 

Jon. 1, 1986 

400-699. 

. 19.00 

Jon. 1, 1986 

700-899. 

. 17.00 

Jon. 1, 1986 

900-999. 

. 20.00 

Jon. 1. 1986 

1000-1059. 

. 12.00 

Jon. 1, 1986 

1060-1119... 

. 9.50 

Jon. 1, 1986 

1120-1199.. . .. 

. 8.50 

Jon. 1, 1986 

1200-1499___ 

. 13.00 

Jon. 1, 1986 

1500-1899_ ______ 

..... 7.00 

Jon. 1. 1986 

lenn-ioss 

23.00 

Joi. 1, 1986 

1945-aid......... 

. 23.00 

Jon. L 1986 

8 

7.00 

Jon. 1, 1986 

9 Parts: 



1-199 ..... 

..... 14.00 

Jon. 1, 1986 

OOtUhtd 

. 14.00 

Jon. 1. 1986 

10 Parts: 


0-199..... 

. 22.00 

Jon. 1, 1986 

2(X>-399... 

. 13.00 

Jon. 1, 1984 

400-499..... 

. 14.00 

Jdi. 1. 1986 

500-End.... 

. 23.00 

Jon. 1, 1986 

11 

7.00 

Jon. 1, 1986 

12 Parts: 



1-199..... 

. 8.50 

Jon. 1. 1986 

?«>-9QQ .. .... 

. 22.00 

Jon. 1, 1986 

300-499____ 

..... 13.00 

Jon. 1, 1986 

500-End....___ 

. 26.00 

Jon. 1, 1986 

13 

19.00 

Jan. 1, 1986 

14 Parts: 



1-59... 

. 20.00 

Jon. 1, 1986 

60-139... 

. 19.00 

Jon. 1, 1986 

140-199______ 

. 7.50 

Jon. 1, 1986 

200-1199......._ 

. 14.00 

Jon. L 1986 

1200-End... 

_ 8.00 

Jon. 1, 1986 

15 Parts: 



0-299...... 

. 7.00 

Jon. 1. 1986 

300-399 ... 

. 20.00 

Jon. 1. 1986 

400-8nd.... 

. 15.00 

Jon. 1. 1986 


TItie 




Price 

Revis.k>n Date 

16 Parts: 

0-149 . 




9.00 

Jan. 1, 1986 

150-999. 




10.00 

Jon. 1, 1986 

1000-End... 

. 

... 


18.00 

Jan. 1, 1986 

17 Parts: 

1-730 




26.00 

Apr. 1, 1986 
Apr. 1, 1986 

240-End.- 




19.00 

18 PartK 




1-149 . 




15.00 

Apr. 1, 1986 
Apr. L 1986 

150-399. 


-• -t Ttr - 

. 

25.00 

400-End. 




6.50 

Apr. L 1986 
Apr. 1, 1986 

19 




29.00 

20 Parts: 

1-399.. . 




10.00 

Apr. 1. 1986 
Apr. 1. 1986 
Apr. 1, 1986 

ino-soo ... 




22.00 

^nA-M 




23.00 

21 Parts: 




1-99. 




12.00 

Apr. 1, 1986 

100-169. 




14.00 

Apr. 1, 1986 

170-199.. 




16.00 

Apr. 1, 1986 

200-299.-. 

... 

-. 

6.00 

Apr. 1, 1986 

3(X)-499..-. . 




25.00 

Apr. 1, 1986 
Apr. 1, 1986 

500-599- 




21.00 

600-799__ 




7.50 

Apr. 1, 1986 
Apr. 1, 1986 

800-1299_ 

_ 


. iimtTT 

13.00 

1300-End__ 

22 




6.50 

Apr. 1, 1986 
Apr. 1, 1986 




28.00 

23 




17.00 

Apr. 1, 1986 

24 Parts: 

0-199. 




15.00 

Apr. 1, 1986 

200-499. 




24.00 

Apr. 1, 1986 

500-699. 




8.50 

Apr. 1, 1986 

700-1699..-. 



... 

17.00 

Apr. 1, 1986 

1700-lnd. 




12.00 

Apr. 1, 1986 

25 




24.00 

Apr. L 1986 

26 Parts: 

(§ 1.0-1.169_ 




29.00 

Apr. 1, 1986 

9$ 1.170-1.300. 


... 


16.00 

Apr. 1, 1986 

99 1.301-1.400- 

99 1.401-1.500- 




, 13.00 

Apr. L 1986 
Apr. 1, 1986 

ZZ--! 



20.00 

99 1.501-1.640. 




15.00 

Apr. 1, 1986 

99 1.641-1.850 




16.00 

Apr. 1, 1986 
Apr. 1, 1986 
Apr. 1, 1986 
Apr. 1, 1986 

99 1.851-1.1200. 




29.00 

99 1.1201-End..-. 




29.00 

2-29 _ 

ZZ™ 

!^ZZZZ 


19.00 

30-^Q 




13.00 

Apr. 1, 1986 

40-299.—. 




25.00 

Apr. L 1986 

300-499 _ 

■tttltttTITtT 

.. 

. .. 

14.00 

Apr. 1, 1986 

500-599 




8.00 

*Apr. 1. 1980 
Apr. L 1986 

600-End. 




4.75 

27 Parts: 

1-199. 




20.00 

Apr. 1, 1986 
Apr. 1, 1986 

200-Eiid. 

. _ 



14.00 

26 




21.00 

July 1, 1986 

29 Parts: 

0-99. 




16.00 

July 1. 1986 

100-499. 




7.00 

July 1, 1986 
July 1, 1986 

500-899.. 




24.00 

900-1899 _ 

»••••••••••••« 


.. 

9.00 

July 1, 1986 

1900-1910.......... 




21.00 

July 1. 1985 
* July 1,1984 

1911-1919.. 




5.50 

1920-End. 




20.00 

July 1,1985 

90 Parts: 

0-199. 




16.00 

July L 1985 

200-699 __ 

. 

. 

. 

1 1 
1 1 

8.50 

17.00 

JulyL 1986 
July L 1986 

31 Parts: 




0-199.- __ 




11.00 

July 1, 1986 

200-Eiid.... 




16.00 

July 1. 1986 
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V 


Tltl« 

32 Parts: 

1-39. Vd. 1. 

Price 

Ravitlen Dale 

* Jdy 1, 1984 
» July 1. 1984 

* July 1. 1984 

kik, 1 innc 

Title 

43 Parts: 

1-999... . 

Price 

in nn 

Ravitlon Oat, 

Oct. 1, 1985 
Oct. 1, 1985 
Oct. 1, 1985 

1 10AC 

1-39, Vol. 1. 


1000-3999. 

ifi nn 

1-39. Vol. DI.. 


4000-End. 

A ^n 

1-189... 


44 

12 nn 

190-399. 

23 00 

jwy 1 , ivas 
July 1, 1986 
July 1, 1985 
July 1,1986 
July 1, 1986 

kJu 1 IMC 

45 Parts: 

1-199.. 

la.uu 

UCf. 1, ItoS 

400-629. 


in nn 

Oct. 1,1985 
Oct. 1.1985 
Oct. 1,1985 
Oct. 1,1985 

630-«99. 

. 13 00 

200-499. 

7 nn 

700-799... 

15 00 

500-1199. 

13 00 

800-999. 


IJOO-Ind. 


1000-End. 


Ally 1, Ito3 

July 1. 1985 

46 Parts: 

1-40. 


33 Parts: 



Oct. 1, 1985 
Oct. 1, 1985 

1-199. 


July 1.1985 
July 1, 1985 

41-69.. 

. 10.00 

200-End 


70-89..... 

...... 5.50 

Oct. l! 1985 
Oct. 1, 1985 
Oct. I. 1985 
Oct. 1, 1985 
Oct. 1, 1985 
Oct. 1, 1985 

Oct 1 loac 

34 Parts: 


90-139. 




140-155. 

. g 50 

1-299. 


July 1, 1985 
July 1, 1986 

kJu 1 100C 

156-165. 

. in 00 

300-399.. 


166-199.... 

. 9 00 

400-End. 


200-499... 


35 


Aliy 1, itod 

July 1,1985 

July 1, 1985 

500-End... 


36 Parts: 

1-199.. . 

200-End 

7.00 

47 Parts: 

0-19 .. 

20-69 . 

... 21.00 

vvf« 

Od. 1, 1985 
Od. 1, 1985 
Od. 1. 1985 
Od. 1,1985 

Od. 1,1985 

rv« 1 lOflc 

37 

9.00 

Jdy 1, 1985 

Jdy 1, 1985 

70-79. 

80-End. 

--- 13.00 

38 Parts: 

0-17. 


Jdy 1,1985 

Jdy 1,1985 

July 1, 1986 

dSChaptars: 

1 (Parts 1-51)__ 

iA nn 

18-End.. 

. 11 00 

1 (Pam 59-99) . . 


39 

40 Parts: 

1-51.. 

19 HA 

2.. 


uci. 1 , lyoa 
Oct. 1, 1985 
Od. 1, 1985 
Od. 1, 1985 
Od. 1, 1985 

Od. 1, 1985 
Nov. 1. 1985 

IX.UU 

3-6. 



July 1,1985 

Jdy 1. 1985 

Jdy 1, 1985 

7-14. .... 

15-End 


52. 

53-80... 


49 Parts: 

1-99.«.. 

7 nn 

61—80.. 

81-99. 

. 10.00 

July 1, 1986 

Jdy 1, 1985 

July 1. 1985 

Jdy 1.1985 

Jdy 1,1985 

Jdy 1, 1986 

July 1, 1985 

L.k. 1 100C 

100-177..... 

.—. 19.00 

100-149. 


178-199..___ 

200-399. .. 

.. 15.00 

12 nn 

Nov. 1, 1985 
Od. 1, 1985 
Od. 1, 1985 
Od. 1, 1985 
Od. 1, 1985 
Od. 1, 1985 

150-189. 


400-999_ _ 

iA nn 

190-399. 


1000-1199... 

12 nn 

400-424. 

22 00 

1200-1900 

12 nn 

425-699.. 


1300-eid. 

2 oc 

700-6id.. 




41 Chapters; 


Jwy 1, 1985 

DU Parts: 

1-199. 


Od. 1, 1985 
Od. 1, 1985 

Ion. 1, 1986 

1.1-1 to I-IO.. 

13 00 

« Jdy 1,1984 
« July 1,1984 

200-End. 


1.1-11 to Appendix. 2 (2 Rtservod).. 

3-6 


CFR Index and Findings Aids.. 


7.. 

6 00 

« Jdy 1, 1984 

* July 1.1984 

* July 1, 1984 

* Jdy 1, 1984 

* July 1, 1984 
« July 1.1984 

* Jdy 1, 1984 

4 l,Ju 1 10A4 

Complete 1986 CFR set. 

nn 

1986 

8. 

4 ^ 

Microfiche CFR Edifiont 


9.. 

•. •o.Jv 

ICC i%/i 


10-17... 

. 9.50 

wii^VTV MSI \%M9rfWnw niunffly/.. 

Complete set fone tima mnKnal 

IOC nn 

1983 

1984 

1985 

1986 
1986 

198010 March 

18, Vd. 1. Pam 1-5. 


Complete set (one-time mailing). 

. 11500 

18. Vd. D, Pom 6-19. 


Subscription (mofled os issued).. 

...185.00 

18, Vd. SI, Parts 20-52. 


b^vidud copies. 


19-100. 


Any I, iToe 

4 k^ 1 lOftX 

1 U,.-4 .. ...t.__ 


1-100. 


Any 1, iToe 

kJu 1 1O0C 

rw wnniwnOTm IV mn vown* warn proimiigaiM durwo mt pohod Aar. 1. 

91 10JIA TIia Ur iffiLi—i ■ l saaa 

101. 


Any 1, iye3 

ktka 1 100C 

* No amondmonti to this volum# wort prtn 

* WURHO Dv 

nuioafttf ikirinn ttM kJw 1 

XOtLA a* 4-— 

102-200. 


Any I, ivoj 

k|k, 1 lOflC 

30. 1985. Th# CFR voknna issued os of July 1. 

wiviy um pVeiQO Mfj I 

1984. should be retained. 

PO JlM9 

201-End. 


Airy 1, iyo3 

liiKi 1 lOfiA 

•The Jdy 1, 1985 odMon of 32 CFR Parts 1-189 contoms o note only 1 

lor Ports 1-39 

42 Parts: 

1-60.. 

12.00 

Any 1, lyoo 

Od. 1, 1985 

Oct 1 10lt« 

indosivt. For tho tufl text of the Oefeise AoMsition Regulations m Ports 1-39, consult the 
three CFR volumes issued os of July 1, 1984, containing those ports. 

* The July 1, 1985 edHion of 41 CFR Chopten 1-100 contains o note only for Chapters 1 to 

49 industve. Fer the full text of procurement regulations In Chopiors 1 to 49. consult ihe ilevon 

61-399. 



400-429. 

430-W. 


16.00 

11.00 


Oct. 1, 1985 
Oct. 1, 1985 


• BtcouM TiH# 3 is an armud oonipflatiofi. ihb voiumt and di prtvious vdumos should bt 
rddnod as o p ormon wi t rofonnct sourct. 
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New edition now available . . . . 








Guide to 
Record 
Retention 
Requirements 

in the Code of 
Federal Regulations (CFR) 

Revised as of January 1, 1986 

This useful reference tool, compiled from 
agency regulations, is designed to assist in¬ 
dustry, business, the professions, and other sec¬ 
tors of the public with their Federal record¬ 
keeping obligations. 

The various abstracts in the GUIDE tell the 
user (1) what records must be kept, (2) who 
must keep them, and (3) how long they must be 
kept. 

The GUIDE is formatted and numbered to 
parallel the CODE OF FEDERAL REGULATIONS 
(CFR) for uniformity of citation and easy 
reference to the source document. 

Compiled by the Office of the Federal 
Register, National Archives and Records 
Administration. 

Order from Superintendent of Documents, 

US, Government Printing Office, 

Washington, D.C 20402-9325, 

Price $10.00 


Publication Order Form 

Order processing code: ’6135 

□ YES, please send me the following ’mdicaied publications: 

_copies of the GUIDE TO RECORD RETENTION REQURENfENTS IN THE CVH 

at $10.00 per copy, S/N 022-003-01123-4 

1. The total cost of my order is $_Foreign orders please add an additional 25%. 

All prices Include regular domestic postage and handling and are good through 2/87. After this dale, please call Order 
and Information Desk at 202-783-3238 to verify prices. 

Please Type or Print 3- pea®* <>hoose method of payment: 

I 1 Check payable to the Superintendent of Documents 

I I I FT 


2 . 


(CtifnpAny or prrwrvil iuii>u) 


(Aiiditioiul address/altrnuoii bncl 


□ 

I I VISA, CHOICE or MasterCard Account 


GPO Deposit Account 


]-□ 


iSlrcct addrrtiiil 


(City. State. /IP Codcl 
I I 


(Credit card eitpiratiun datvl 


lhank you for your orderf 


(Daytime plume lndudinj$ area code) (Signature) 

4. Mail To: Superintendent of Documents, Government Printing Office, Washington, D.C. 20402-9325. 


(Rev. 8^) 















































